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Preface 


Every  two  years,  the  Ultrafast  Electronics  and  Optoelectronics  (UEO)  topical  meeting  features 
the  state  of  the  art  in  high-speed  technology  and  applications.  This  meeting  joins  researchers 
from  the  optics  and  electronics  community  to  exchange  the  latest  advances  in  high-speed 
electronics,  optical  devices,  and  systems. 

Fueled  by  advances  in  short-pulse  lasers  and  novel  high-speed  electronics  and  opto¬ 
electronic  devices,  ultrafast  technology  is  now  becoming  mature  and  cost  effective  for  a  wide 
range  of  applications.  Most  notable  are  the  advances  in  high-speed  communications,  which  have 
let  to  fiber  optic  demonstrations  with  over  1  Tb/sec  capacity  on  a  single  optical  fiber,  and  100 
Gb/sec  all-optical  transmission  systems. 

Many  other  applications  are  benefiting  from  the  maturing  ultrafast  technology  and  are 
discussed  in  this  Trends  in  Optics  and  Photonics  (TOPS)  volume.  Examples  are  high-speed 
measurement  techniques,  all-optical  switching,  terahertz  technology,  and  imaging.  Interestingly 
enough,  some  of  these  applications  have  little  to  do  with  speed,  but  use  some  other 
characteristics  of  short  laser  pulses,  like  their  large  spectral  bandwidth,  spectral  coherence,  or 
high  intensity. 

High-speed  electronics  and  optoelectronic  devices  and  circuits  continue  to  make  advances 
in  speed  and  functionality,  and  are  prominently  featured  in  this  volume.  These  devices  will  be 
crucial  in  next  generation  communications  and  millimeter-wave  systems.  Even  here,  the  most 
immediate  applications  of  these  high-speed  circuits  are  not  in  high  bit-rate  systems,  but  in  digital 
satellite  communications  systems  requiring  fast  digitization  rates. 

Last  but  not  least,  the  UEO  meeting  always  has  and  continues  to  put  significant  emphasis 
on  innovative  and  novel  results  in  ultrafast  physics,  materials,  and  technology.  It  is  this  mix  of 
cutting-edge  research,  new  ideas,  high-performance  devices,  and  applications  that  attracts 
researchers  to  this  meeting. 


Martin  Nuss,  General  Chair 
Bell  Labs/Lucent  Technologies 

John  Bowers,  Program  Chair 
University  of  California,  Santa  Barbara 


Lasers 


Erich  Ippen 

Massachusetts  Institute  of  Technology 
Electrical  Eng.  and  Computer  Science  Dept. 
77  Massachusetts  Ave. 
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This  year  has  seen  a  new  record  set  for  ultrashort  pulse  generation.  Two  groups,  one  a 
collaboration  between  researchers  in  Austria,  Hungary  and  Italy  and  the  other  a  group  in  the 
Netherlands,  have  produced,  for  the  first  time,  optical  pulses  shorter  than  5  femtoseconds  in 
duration.  Such  short  pulses  create  new  opportunities  for  femtosecond  science.  They  make  it 
possible  to  view  even  faster  fundamental  phenomena  in  materials.  Their  high  peak  powers  will 
facilitate  nonlinear  conversion  to  the  soft  x-ray  regime.  And,  the  fact  that  they  are  comprised  of 
less  than  2  optical  cycles  makes  it  possible  to  think  of  applications  where  not  only  the  duration 
but  the  actual  field  waveform  of  the  optical  pulse  may  be  important. 

The  past  year  has  also  produced  dramatic  developments  in  the  technology  of  more 
practical  ultrashort  pulse  lasers.  A  variety  of  all-solid-state,  diode-pumped,  femtosecond  lasers 
have  now  been  demonstrated,  with  different  wavelength  options  and  with  pulse  durations  of  less 
than  100  fs.  Optical  parametric  generation  techniques  for  producing  synchronized  pulses  over  an 
even  broader  array  of  wavelengths  have  also  been  improved.  As  a  result,  novel  applications  for 
these  sources  are  being  conceived  and  pursued.  Some  of  them  take  advantage  of  the  newly 
achievable  levels  of  stability  and  reliability  for  ultra-highspeed  measurement;  others  are  not 
related  to  time  resolution  at  all,  but  simply  make  use  of  related  inherent  properties  such  as  broad 
spectral  emission,  low  temporal  coherence,  or  high  peak  intensities  with  relatively  low  average 
powers.  Advances  in  ultrashort  pulse  fiber  lasers  demonstrate  a  number  of  these  points. 
Compact,  and  powered  by  diode  lasers,  they  can  be  designed  to  produce  a  wide  range  of  outputs, 
from  relatively  high  power  sub-femtosecond  pulses  at  low  repetition  rates  to  picosecond  solitons 
at  high  repetition  rates.  They  are  being  used  in  applications  ranging  from  femtosecond 
spectroscopy  to  ultrahigh-bit-rate  communication  demonstrations  to  wavelength-division- 
multiplexed  system  evaluations  to  optical  coherence  tomography.  As  these  and  other  ultrashort 
pulse  sources  become  even  less  expensive  and  widely  available,  the  rate  at  which  they  find 
application  can  only  be  expected  to  accelerate. 
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Abstract 

High  energy  20-fs  pulses  were  spectrally  broadened  to 
more  than  250  nm  by  self-phase  modulation  in  a  hollow 
fiber  filled  with  noble  gases  and  subsequently  compressed 
in  a  broadband  high-throughput  dispersive  system.  Pulses 
as  short  as  4.5  fs  with  20-p.J  energy  were  obtained  with 
krypton. 

Optical  pulse  compression.  Ultrafast  nonlinear  optics. 
Ultrafast  lasers. 


One  of  the  greatest  challenges  to  ultrafast  laser  techniques 
these  days  is  the  possibility  of  tracking  and  controlling  the 
electronic  wave  packet  dynamics  in  atoms  and  molecules. 
To  resolve  these  processes  light  pulses  of  a  few 
femtoseconds  or  shorter  are  required.  Moreover  high 
energy’  pulses  of  a  few  femtosecond  duration  are  expected 
to  extend  the  generation  of  high  order  harmonics  to  the 
soft  x-ray  spectral  region.  Over  the  past  few  years  new 
technology  based  on  Ti:Sapphire  laser  systems  allowed  the 
generation  of  ~20  fs  pulses  with  gigawatt  [1-2]  or  terawatt 
[3-4]  peak  power.  Ultrashort  pulses  can  also  be  generated 
by  extracavity  compression  techniques,  in  which  the 
pulses  are  spectrally  broadened  upon  propagation  in  a 
suitable  nonlinear  waveguide  and  subsequently 
compressed  in  a  carefully  designed  optical  dispersive  delay 
line.  Spectral  broadening  of  laser  pulses  by  self-phase 
modulation  (SPM)  in  a  single-mode  optical  fiber  is  a  well 
established  technique:  pulses  down  to  6  fs  were  obtained 
in  1987  from  50-fs  pulses  of  a  mode-locked  dye  laser  [5], 


More  recently  13-fs  pulses  of  a  cavity-dumped  Ti:Sapphire 
laser  were  compressed  to  5  fs  with  the  same  technique  [6], 
However,  the  use  of  single-mode  fibers  limits  the  pulse 
energy  to  a  few  nanojoules.  A  powerful  pulse  compression 
technique  based  on  spectral  broadening  in  an  hollow  fiber 
filled  with  noble  gases  has  demonstrated  capability  of 
handling  high  energy  pulses  (sub-mJ  range)  [7-8].  New 
concepts  in  the  construction  of  dispersive  delay  lines  have 
been  applied  with  the  development  of  specially  designed 
chirped  mirrors  for  fine  control  of  cubic  and  quartic  phase 
dispersion  terms  over  a  large  spectral  bandwidth  [9]. 

In  this  work  we  show  that  combination  of  the  hollow 
fiber  technique  with  a  broadband,  high  throughput 
dispersive  system  allows  the  compression  of  20-fs  input 
pulses  down  to  a  duration  as  short  as  4.5  fs  in  the  pulse- 
energy  range  of  tens  of  microjoules.  These  pulses  are  the 
shortest  generated  to  date  at  multigigawatt  peak  powers. 

The  use  of  hollow  fibers  allows  both  to  keep  the 
advantages  of  the  optical  fibers  in  terms  of  single-mode 
waveguiding,  which  results  in  a  spatially  uniform  SPM. 
and  to  overcome  the  limitation  in  pulse  energy  as  a  result 
of  the  large  and  scalable  mode  diameter.  Wave 
propagation  along  hollow  fibers  can  be  thought  as 
occurring  through  grazing  incidence  reflections  at  the 
dielectric  inner  surface.  Since  the  losses  caused  by  these 
multiple  reflections  greatly  discriminate  against  higher 
order  modes,  only  the  fundamental  EHU  mode  can 
propagate  in  a  sufficiently  long  fiber.  This  allows  a  large 
diameter  hollow  fiber  to  be  used  still  maintaining  high 
mode-discrimination. 

The  experiments  reported  in  this  work  were  carried  out 
by  using  a  Kerr-Iens  mode-locked  mirror-dispersion- 
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controlled  Ti:  Sapphire  oscillator,  which  provides  nearly 
transform  limited  8-fs  pulses.  These  pulses  were  amplified 
at  a  repetition  rate  of  1  kHz  in  a  multipass  amplifier 
pumped  by  the  second  harmonic  of  a  Q-switched  Nd:YLF 
laser  [1].  The  transform-limited  output  pulses  have  a 
duration  of  20  fs,  energy  up  to  300  pj  and  a  spectrum 
centered  at  780  nm.  The  amplified  pulses  were  coupled 
into  a  160-//m-diameter.  60-cm-long  fused-silica  hollow 
fiber.  The  fiber  was  kept  straight  in  a  V-groove  made  in 
an  aluminium  bar  which  was  placed  in  a  pressurized 
chamber  with  fused-silica  windows  (1  mm  thick)  coated 
for  broadband  antireflection.  The  hollow  fiber  was  filled 
with  krypton  at  different  pressures.  By  properly  matching 
the  input  beam  to  the  EHn  mode  of  the  fiber,  an  overall 
fiber  transmission  of  65%  was  measured,  which  is  close  to 
the  value  (~  73  %)  predicted  by  the  theory. 


Wavelength  [nm] 

1100  1000  900  800  700  600 


Frequency  (THz) 


Figure  1 .  Spectral  broadening  in  krypton  at  2. 1  bar  and  input 
peak  power  P0=  2  GW.  The  spectrum  of  the  input  pulses  is 
shown  as  dashed  curve. 

A  typical  broadened  spectrum  of  the  beam  emerging 
from  the  fiber,  as  obtained  for  a  krypton  pressure  of  p  =2. 1 
bar  and  an  input  peak  power  P0=2  GW,  is  shown  in  Fig.l. 
The  spectrum  extends  over  more  than  a  250-nm 
bandwidth.  The  shape  of  the  spectrum  is  quite  uniform: 
this  indicates  that  fiber  dispersion,  beside  SPM,  is  playing 
an  important  role  during  pulse  propagation.  The  relative 
weights  of  SPM  and  dispersion  can  be  evaluated  using 
characteristic  parameters  as  the  non-linear  length  L^i  and 
the  dispersion  length  LD ,  defined  as  [10]:  Lm  =  1  jy  P0  and 

Ld  -  where  T0  is  the  half  width  (at  1/e  intensity 

point)  of  the  pulse  and  pi=d1p/dco 2  is  the  group 
velocity  dispersion  (GVD).  The  non-linear  coefficient  y  is 


given  by:  y  =n2  co0/c  Aeff ,  where  n2  is  the  non-linear 
index  coefficient  (n=n0Jm2  l  where  I  is  the  field 
intensity),  co0  is  the  laser  central  frequency,  c  is  the  speed 
of  light  in  vacuum,  and  Aeff  is  the  mode  effective  area. 
Optimum  exploitation  of  the  interplay  between  GVD  and 
SPM  for  the  generation  of  linearly  chirped  pulses  calls  for 

a  propagation  length  Lopt  »(6  LD) !  [11].  Assuming 
for  krypton,  n2/p=  2. 78x1  O'23  m2/W  bar  [12]  one  obtains 
L/vl  ~  1.1  cm.  Upon  considering  the  contributions  to 
second  order  dispersion  from  both  gas  and  waveguide  one 
gets  a  value  of  p2  «  60  fs2/m  which  gives  LD  » 2  m.  Then, 
the  optimum  length  turns  out  to  be  Lopt «  36  cm,  which  is 
somewhat  shorter  than  that  used  in  the  experiments. 
However  if  one  takes  into  account  the  peak  power 
reduction  during  propagation,  which  tends  to  increase 
the  length  of  the  fiber  is  not  too  far  from  optimum. 

The  frequency  broadened  pulses  emerging  from  the 
hollow  fiber  were  collimated  by  a  silver-coated  spherical 
mirror  and  propagated  through  a  dispersive  delay  line 
which  introduced  an  appropriate  group  delay  Tg=  dfrdca 
{jf>( (o)  is  the  phase  retardation).  To  compress  the  frequency 
broadened  pulses  to  their  transform  limit,  Tg  must  be 
precisely  controlled  over  a  bandwidth  exceeding  130  THz. 
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Figure  2.  Group  delay  Tg  vs.  frequency:  (i)  (dotted  line)  desired 
Tg  variation;  (ii)  (solid  line)  optimized  variation  of  Tg  of  the 
entire  system  from  the  output  of  the  waveguide  to  the  second 
harmonic  crystal  in  the  autocorrelator;  (iii)  (dashed  line)  the 
same  as  above  except  that  the  chirped  mirror  was  removed. 

The  ideal  Tg  variation  of  the  compressor  for  optimum 
pulse  shortening,  shown  as  dotted  line  in  Fig. 2,  can  be 
calculated  by  taking  the  opposite  of  the  group  delay  of  the 
pulse  emerging  from  the  output  of  hollow  fiber  (filled  with 
krypton),  as  inferred  from  computer  simulations.  Over  the 
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deviates  from  a  linear  behavior  due  mainly  to  cubic 
dispersion  in  the  nonlinear  medium.  To  realise  the  ideal 
Tg  a  delay  line  was  constructed,  consisting  of  two  pairs  of 
fused  silica  prisms  of  small  apex  angle  (20°)  and  a  chirped 
mirror,  specifically  designed  to  introduce  negative  group 
delay  dispersion  (GDD)  in  combination  with  positive 
cubic  and  quartic  dispersion.  The  use  of  thin  prisms 
instead  of  Brewster-angle-prisms  determines  a  substantial 
reduction  of  the  positive  material  GDD  in  the  system.  As  a 
result,  less  negative  GDD  is  required  and  high-order  phase 
errors  (mainly  cubic  dispersion)  of  the  prisms  can  be 
reduced  in  proportion  to  the  reduced  negative  GDD.  The 
variation  of  Tg  with  frequency  of  the  entire  system  between 
the  output  of  the  fiber  and  the  (3-BaB204  crystal  in  the 
autocorrelator  (prism  separation  1.8  m,  total  propagation 
in  fused  silica:  15  mm,  total  propagation  length  in  air  6 
m)  is  shown  as  solid  line  in  Fig.2.  The  curve  fits  the 
required  delay  variation  well  over  a  bandwidth  of  120 
THz.  The  dispersive  delay  line  has  a  high  throughput 
(>85%)  over  the  wavelength  range  of  630-1030  nm.  The 
combination  of  low  loss  and  appropriate  dispersion  control 
over  a  relative  bandwidth  Aco/co0>  0.3  offers  the  potential 
for  bandwidth-limited  single-cycle  optical  pulse 
generation. 


Delay  (fs) 


Figure  3.  Measured  (solid  line)  and  calculated  (dots) 
interferometric  autocorrelation  trace  of  the  compressed  pulses; 
and  evaluation  of  the  pulse  duration  is  also  given. 

The  compressed  pulses  were  measured  by  an 
interferometric  autocorrelator  with  silver  mirrors  and  a 
very  thin  (15  pm)  |3-BaB204  crystal  to  minimize  pulse 
distortion  by  group  velocity  dispersion.  Figure  3  shows  the 
measured  second  harmonic  interferometric  autocorrelation 
trace  as  measured  under  optimum  conditions.  To  evaluate 
pulse  duration,  we  took  the  inverse  Fourier  transform  of 
the  spectrum  and  allowed,  as  a  fitting  parameter,  for  some 


residual  cubic  phase  distortion,  (cffrdca3).  A  good  fitting 
was  obtained  with  \d3(j)/dco3\  =  10  fs3  and  a  corresponding 
pulse  duration  (FWHM)  of  4.5  fs.  The  precision  of  this 
evaluation  is  mainly  affected  by  possible  errors  in  the 
measured  spectral  shape  (the  spectrograph  was  calibrated 
with  a  standard  tungsten  lamp)  and  in  the  assumed 
spectral  phase;  we  expect  to  introduce  errors  of  less  than 
±10%.  The  minimum  pulse  duration,  as  calculated  upon 
assuming  optimum  phase  compensation  was  4.3  fs. 
Therefore  the  pulses  can  be  considered  to  be  almost 
transform  limited.  The  pulse  energy  was  -20  pj.  These 
pulses  represent  the  shortest  generated  to  date  at  the  tens- 
of-microjoules  energy  level. 

Increasing  the  input  peak  power  to  4  GW  and 
decreasing  the  pressure  to  1.1  bar  in  order  to  maintain 
constant  the  Kerr  non-linearity,  slightly  longer  pulses  (5.3 
fs)  with  twice  as  much  energy  (40  pj)  were  obtained. 
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Figure  4.  Measured  full  width  at  half  maximum  of  the  output 
beam  (triangle)  as  a  function  of  the  distance  from  the  tip  of  fiber; 
calculated  values  (dots)  from  free  space  propagation  of  a  beam 
with  an  initial  profile  equal  to  the  EHn  mode  of  the  fiber. 

The  beam  at  the  output  of  the  waveguide  was  found  to 
be  linearly  polarized  just  like  the  input  beam. The  spatial 
coherence  of  the  beam  emerging  from  the  fiber  was  tested 
measuring  the  transverse  profile  at  different  distances 
from  the  tip  of  the  fiber  using  a  CCD  matrix  detector 
without  any  optical  systems  in  between,  to  avoid 
aberration  effects  due  to  the  large  spectral  bandwidth  of 
the  pulses.  The  measured  beam  profiles  were  compared 
with  the  calculated  intensity  profiles  assuming  free  space 
propagation  of  a  beam  with  an  initial  shape  equal  to  that 
of  the  EHn  mode  of  the  fiber.  The  full  width  at  half 
maximum  of  the  measured  beam  profiles  is  plotted  in 
Fig.4  as  a  function  of  the  distance  from  the  fiber  tip 
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together  with  the  calculated  values.  The  good  agreement 
between  the  experimental  and  theoretical  results 
demonstrates  that  the  output  beam  is  diffraction  limited. 
This  performance  is  expected  even  if  the  spatial  coherence 
of  the  input  beam  is  impaired  because  the  hollow 
waveguide  acts  as  a  distributed  spatial  fdter.  suppressing 
high  frequency  spatial  components  possibly  present  in  the 
input  beam. 

The  scalability  of  the  system  towards  higher  pulse 
energy  is  an  important  issue  considering  the  current 
availability  of  20  fs  laser  pulses  with  peak  powers  beyond 
the  terawatt  level  [3-4].  By  a  proper  choice  of  fiber 
diameter,  ty  pe  of  gas  and  pressure  we  feel  confident  that 
the  present  pulse  compression  system  will  be  capable  of 
producing  5-fs  pulses  approaching  the  terawatt  level. 

The  generation  of  diffraction-limited  multigigawatt 
light  transients  in  the  single-cycle  regime  promises  to  be  a 
powerful  tool  for  precisely  triggering  and  controlling  the 
evolution  of  atomic  systems  in  strong  laser  fields.  Many 
applications  will  benefit  from  this  capability  in  the  future. 
Perhaps  one  of  the  most  challenging  one  is  the  generation 
and  control  of  high-order  harmonic  radiation  in  the  soft 
X-ray  spectral  region.  With  decreasing  pulse  duration  the 
fractional  number  of  atoms  ionized  by  the  leading  edge  of 
the  pulse  decreases,  allowing  higher  peak  laser  intensities 
to  be  used  and  thus  higher  photon  energies  to  be 
generated.  In  fact  the  shortest  harmonic  wavelength 
generated  to  date  (~  6  urn)  have  been  produced  using  the 
shortest  pulses  (»  25  fs)  available  with  sufficient  energy  so 
far  1 13],  It  has  been  predicted  by  a  number  of  theoretical 
works  [14-15]  that  the  strongly  driven  atoms  emit  soft  X- 
rays  as  a  train  of  short  pulses  separated  by  half  optical 
cycle.  Individual  pulses  in  the  train  have  a  duration  of  100 
attosecond.  Driving  the  atomic  system  with  quasi-single- 
cycle  pulses  would  allow  also  producing  single  attosecond 
pulses  with  a  much  higher  efficiency. 
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Abstract 

The  MIT  work  on  passively  mode-locked  erbium 
doped  fiber  ring  lasers  is  reviewed.  After  a 
discussion  of  the  polarization-additive  pulse 
modelocking  principle,  the  characteristics  of  a  laser 
using  the  "soliton"  principle  of  operation  are 
presented,  followed  by  those  of  the  "stretched  pulse" 
laser.  The  timing  jitter  in  lasers  of  both  types  is 
exceptionally  small  and  can  be  attributed  solely  to 
the  spontaneous  emission  noise.  It  is  shown  that  the 
ring  configuration  is  conducive  to  self-starting. 
Finally  we  describe  the  operation  of  an 
environmentally  stabilized  version  of  the  stretched 
pulse  laser. 
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Introduction 

In  this  paper  we  concentrate  on  the  progress  made  at 
MIT  using  the  erbium-doped  fiber  ring  configuration 
for  passive  mode-locking.  Whereas  a  great  deal  of 
work  has  been  done  on  passively  modelocked  fiber 
lasers  using  the  figure  eight  configuration  [1],  or 
linear  resonators  [2],  we  have  concentrated  on  a 
version  of  the  laser  that  delivers  passively  mode- 
locked  pulses  of  relatively  high  energy  with  one 
single  pulse  in  the  resonator.  In  the  interest  of 


brevity,  we  do  not  cover  our  work  on  harmonic 
mode-locking  [3,4]  here. 

The  fiber  in  the  ring  provides  gain  in  the  erbium 
doped  section.  The  net  group  velocity  dispersion  in 
the  ring  is  produced  by  both  the  active  and  passive 
sections  of  the  fiber  in  the  ring;  the  gain  section  is 
usually  positively  dispersive  at  1.54  p.m  wavelength 
due  to  the  special  index  profile  of  the  core  in  gain 
fibers.  Effective  saturable  absorber  action  results 
from  the  Kerr  effect  of  the  fibers  through  nonlinear 
polarization  rotation  [5].  One  difficulty  encountered 
in  fiber  lasers  is  that  the  nonlinearity  of  the  fiber 
tends  to  be  excessive  for  respectable  pulse  energies 
and  short  pulse-widths.  This  fact  favors  a  design  in 
which  the  net  length  of  the  fiber  is  made  as  short  as 
possible.  However,  since  erbium-doped  fibers 
usually  possess  positive  dispersion  at  1.5  Lim  wave¬ 
length,  the  dispersion  of  the  gain-fiber  must  be 
compensated  by  negatively  dispersive  standard  fiber 
to  achieve  negative,  or  acceptably  low  positive,  net 
dispersion.  These  considerations  lead  to  net  fiber 
lengths  of  the  order  of  4  meters  or  more. 

We  first  describe  the  so  called  "soliton"  fiber 
ring  laser.  Polarization  Additive  Pulse  Mode-Locking 
(P-APM)  is  explained  and  the  sideband  generation  of 
the  soliton  fiber  ring  laser  is  discussed.  The  sideband 
generation  limits  the  peak  pulse  energies  achievable 
with  the  soliton  ring  laser.  The  stretched  pulse  laser 
has  reduced  nonlinearity  and  the  pulse  energies 
achievable  in  such  a  laser  are  two  orders  of 
magnitude  larger  than  those  in  the  soliton  laser.  Next 
we  present  data  on  the  timing  jitter  and  amplitude 
fluctuations  in  these  fiber  ring  lasers  which  show  that 
the  former  are  attributable  to  the  fluctuations  caused 
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by  spontaneous  emission.  This  is  a  unique  example 
of  a  macroscopic  laser  whose  noise  is  attributable  to 
spontaneous  emission  (as  opposed  to  the 
fundamentally  noisy  microscopic  laser  diodes).  Fiber 
ring  lasers  are  self-starting,  they  do  not  require 
movable  etalons  as  triggers.  The  reasons  for  the  self¬ 
starting  behavior  are  presented.  Finally,  we  describe 
an  environmentally  stable  version  of  the  stretched 
pulse  ring  laser. 

The  "SolitonM  Laser  and  Polarization  Additive 
Pulse  Mode-Locking 

Polarization 


Total  length  =  4.8  m 


Time  (ps) 

Figure  1.  Schematic  of  soliton  laser  using  polarization 
additive  pulse  mode-locking;  insets  are  the  SHG  trace  and 
the  oscilloscope  of  pulse  train. 

Figure  1  shows  the  schematic  of  one  realization  of  a 
fiber  ring  laser.  The  erbium  fiber  is  diode  pumped  at 
980  nm  wavelength  via  a  dichroic  coupler.  An 
isolator  serves  to  suppress  the  counterclockwise 
traveling  wave  and  also  serves  as  a  polarizer- 
analyzer.  "Rabbit-ear”  polarization  controllers  are 
positioned  on  both  sides  of  the  isolator  to  provide 
effective  saturable  absorber  action  via  nonlinear 
polarization  rotation.  The  effective  saturable 
absorber  action  is  illustrated  in  Fig.  2  which  shows 
schematically  how  the  linear  polarization  of  a  mode 
is  transformed  into  elliptic  polarization  by  a 
waveplate,  rotated  via  the  Kerr  effect  in  a  nonlinear 
medium,  and  then  passed  through  an  analyzer.  The 
nonlinear  induced  polarization  P±  of  an  isotropic 
Kerr  medium  when  written  in  the  circular 
polarization  basis  is 


wave  plate  Kerr  medium  analyzer 


Figure  2.  Effective  saturable  absorber  action  via 
polarization  rotation  in  Kerr  medium. 

p±  =  ^{N2+2|et|2}e± 

Here,  E±  are  the  field  amplitudes  of  the  circularly 

polarized  waves  and  is  the  coefficient  of  the 
Kerr  nonlinearity.  This  equation  shows  that  the  Ken- 
medium  is  nonlinearly,  circularly  birefringent. 
Circular  polarizations  are  eigenmodes  and  experience 
only  phase  shifts  upon  travel  through  the  medium.  A 
mixture  of  both  circular  polarizations  acquires 
relative  phase  shifts  that  are  proportional  to  intensity. 
In  this  way  one  finds  that  elliptic  polarization  is 
rotated  by  an  angle  proportional  to  intensity.  If 
followed  by  an  analyzer  this  rotation  produces 
intensity  dependent  transmission  and  thus  an 
effective  saturable  absorber  action.  The  transmitted 
pulse  is  therefore  self-amplitude  modulated  as  well  as 
self-phase  modulated. 

The  behavior  of  the  mode-locked  pulses  is 
described  well  by  the  master  equation  for  the 
envelope  a  ( T ,  t)  of  the  pulse  [6]: 

3  (  \  ^  r)2 

Tr—  a  =  (g-i?)a+  — ^-  +  jD  — ya  +  (y- j8)|a|  a 
di  ^ Q j  dt 

(2) 

The  equation  contains  two  time  scales,  T  on  the  scale 
of  many  round-trip  times  Tr,  and  the  short  term  time 
on  the  scale  of  the  pulse  itself. 

The  parameter  g  represents  the  amplitude  gain 
1  +  g  in  one  round-trip,  /  the  loss.  f2f  is  the  filter 
bandwidth,  D  is  the  group  velocity  dispersion 
parameter,  y  and  5  are  the  self-amplitude  and  self¬ 
phase  modulation  (SAM  and  SPM)  coefficients. 
Equation  (2)  has  chirped  sech-like  solutions: 
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a(t)  =  A0 


(3) 


where  /3  is  the  chirp  parameter.  Chirp  is  produced 
when  the  combination  of  SAM  and  amplitude 
filtering  by  itself  would  tend  to  produce  a  pulse 
different  from  that  resulting  from  a  balance  between 
SPM  and  GVD.  For  a  proper  relative  adjustment 
between  SAM  and  amplitude  filtering  (Qf),  the  pulse 
can  be  made  chirp  free.  In  the  usual  case,  when  the 
negative  group  velocity  dispersion  and  SPM 
predominate,  the  SAM  and  amplitude  filterings  are 
small  perturbations  and  the  pulses  are  essentially 
soliton-like.  The  erbium  fiber  in  the  laser  of  Fig.  1 
happened  to  be  negatively  dispersive,  as  was  the 
standard  fiber  connected  to  the  coupler.  Thus,  a 
pulse  traveling  around  the  ring  is  shaped  by  self¬ 
phase  modulation  and  negative  group  velocity 
dispersion  to  result  in  a  soliton-like  pulse. 


with 


a(T,  t)  =  A0  sech 


tr 


(4) 


2H  =  8|A0|2 

T  (5) 

The  constraint  (5)  is  the  so  called  area  theorem  that 
fixes  the  product  of  |A0It  to  be  a  constant 
characteristic  of  the  system.  Figure  1  shows  as  insets 
the  SHG  trace  of  the  pulse  and  a  scope  trace  of  the 
pulse  train.  The  full  width  at  half  maximum  of  the 
sech2  pulse  is  inferred  to  be  450  fs.  The  pulses  are 
basically  unchirped  and  have  the  properties  of 
solitons.  Their  spectra  display  the  characteristic 
sidebands  first  decribed  by  Kelly  [7]  and  predicted 
theoretically  by  Gordon  [8]  (see  Fig.  3a).  The 
sidebands  are  excitations  of  linear  waves 
accompanying  the  soliton  that  are  resonantly  excited 
due  to  the  phase  matching  illustrated  in  Fig.  4.  The 
soliton  has  a  phase  change  per  pass  that  differs  from 
that  at  the  carrier  frequency  due  to  the  nonlinear 
phase  shift  per  pass  of  Eq.  (4).  The  linear  waves  of 
frequencies  other  than  the  carrier  frequency  have  a 
phase  shift  per  pass  that  follows  the  parabolic 
dependence  upon  frequency  IDIAco2  of  Fig.  4.  When 
the  two  phase  shifts  differ  by  2%  in  one  round  trip. 


Without  Filter 


(a) 

With  Filter 


(b) 


Figure  3.  The  spectrum  of  the  pulse  (a)  without,  and  (b) 
with  filtering. 


Figure  4.  The  phase  matching  condition  between  the 
soliton  and  the  linear  continuum. 

the  excitation  is  phase  matched.  The  spectrum  of  the 
pulse  in  the  resonator  clearly  shows  such  resonant 
sidebands.  As  a  practical  matter,  they  can  be  greatly 
suppressed  by  introducing  amplitude  filtering  with  a 
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filter  of  appropriate  width.  It  turns  out  that  the  filter 
need  not  increase  the  pulse  duration.  Experiments 
have  shown  that,  with  decreasing  filter  bandwidth, 
the  pulse  width  actually  shortens  at  first  and  the 
sidebands  disappear  (see  Fig.  3b).  Since  the 
sidebands  are  a  parasitic  drain  on  the  pulse  energy, 
removal  of  the  sidebands  improves  the  performance 
and  thus  the  pulsewidth  need  not  be  sacrificed,  at 
least  at  sufficiently  wide  filter  bandwidths.  Of 
course,  when  the  bandwidth  is  narrowed  beyond  the 
optimum  value,  the  pulse  does  lengthen. 

The  trend  of  solitons  to  be  driven  unstable  by 
periodic  perturbations  limits  the  peak  intensity 
achievable  with  this  kind  of  laser.  It  also  limits  the 
spectral  width  of  the  pulse.  The  spectra  of  pulses 
normally  achieved  in  such  soliton  ring  lasers  are 
much  narrower  than  the  60  nm  bandwidth  of  the 
erbium  gain  medium.  It  is  possible,  therefore  to  tune 
the  soliton  laser  over  a  range  of  43  nm  by  tuning  the 
filter  in  the  resonator. 

Stretched  Pulse  Laser  Operation 

The  soliton  laser  self-limits  when  the  nonlinear  phase 
shift  approaches  a  fraction  of  2n.  The  stretched  pulse 
laser  greatly  extends  the  energy  at  which  self-limiting 
occurs.  Figure  5  shows  a  schematic  of  a  fiber  ring 
composed  of  two  pieces  of  equal  and  opposite  GVD. 


polarization 

controller 


- 1 

Figure  5.  Schematic  of  fiber  ring  with  positive  and 
negative  GVD. 


A  short  pulse  circulating  in  this  ring  alternately 
stretches  and  compresses  as  indicated.  The  degree  of 
stretching  and  compression  increases  with  decreasing 
pulse  width,  increasing  pulse  bandwidth.  Thus,  the 
shorter  the  pulse  circulating  in  the  ring,  the  stronger 
the  effect.  For  a  given  peak  intensity  at  the  position 
of  the  shortest  pulse,  the  net  accumulation  of 


nonlinear  phase  decreases  with  decreasing  pulse 
width.  Thus,  the  effective  nonlinearity  of  the  ring  is 
decreased  with  decreasing  pulse-width.  The 
instabilities  produced  by  the  nonlinearity,  which  limit 
the  peak  pulse  energy,  now  occur  at  higher  pulse 
energies  than  in  the  soliton  laser  ring. 

Figure  6  shows  a  schematic  of  the  stretched  pulse 
ring  laser  and  the  experimentally  observed  SHG 
traces  for  different  lengths  of  the  output  fiber  of 
negative  GVD.  Note  that  the  output  follows  the 
positively  dispersive  erbium  fiber.  The  pulse  is 
chirped  at  the  output  coupler,  and,  at  first,  the  output 
fiber  compresses  the  pulse.  After  the  pulse  has  been 
compressed  to  its  transform-limited  width,  further 
propagation  in  the  fiber  again  expands  the  pulse. 


Figure  6.  Schematic  of  stretched  pulse  fiber  ring  laser  and 
the  SHG  traces  obtained  for  different  lengths  of  output 
fiber. 


We  have  developed  a  simple  master  equation  for 
the  stretched  pulse  laser  given  below,  which  gives  an 
adequate  description  of  the  pulse  shaping  processes. 
The  amplitude  a(T,  t)  of  the  pulse  at  its  minimum 
pulse-width  position  obeys  the  equation  [9]: 


T4a=(g-H4 


+  jD 


at2 


(r-jA)(l-at2)a 


(6) 


This  equation  looks,  generally,  like  the  "soliton"  ring 
laser  equation,  except  for  the  SAM  and  SPM  actions. 
Instead  of  a  response  that  follows  the  instantaneous 
pulse  envelope,  we  have  a  parabolic  dependence 
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upon  time.  We  use  capital  letters  T  and  A  for  the 
SAM  and  SPM  coefficients  to  indicate  that  they  are 
related  to  the  previously  defined  y  and  8,  but  also  that 
they  are  different  in  that  they  now  depend  upon  the 
peak  intensity  of  the  pulse,  whereas  y  and  8  were 
independent  of  the  pulse  parameters.  The  SAM  and 
SPM  actions  are  now  due  to  an  integration  over  the 
modulation  effects  of  a  pulse  that  continuously 
increases  in  width  as  it  moves  away  from  the  position 
of  the  minimum  pulse  width.  The  temporal  window 
of  the  modulation  is  now  wider  than  the  pulse  and  the 
temporal  dependence  has  been  expanded  to  second 
order  in  the  time  variable. 

The  solutions  of  (6)  are  chirped  gaussian  pulses 


a  =  A0  exp 


4(1 +JP) 


(7) 


Experiments  have  shown  that  the  temporal  shape  of 
the  pulse  is  indeed  well  represented  by  a  gaussian 
near  the  pulse  peak,  down  to  about  10  dB  below  the 
peak.  The  most  spectacular  consequence  of  the 
stretched  pulse  operation  is  its  greatly  increased 
average  power  and  decreased  pulse  width  relative  to 
the  "soliton"  laser.  Characteristics  of  the  laser 
illustrated  in  Fig.  6  are  given  in  Table  I.  More 
advanced  versions  of  the  stretched-pulse  laser  have 
yielded  pulse  durations  as  short  as  63  fs  [10]  and 
pulse  energies  as  high  as  2.7  nJ  [1 1]. 


Table  I.  Comparison  of  soliton  ring  laser  and  stretched 
pulse  ring  laser. 


Erbium-doped 
fiber  soliton  laser 

Erbium-doped 
stretched  pulse  laser 

Pulse  energy: 

7  pJ 

125  pJ 

Output  power 

300  (iW 

5  mW 

Peak  power: 

13.6  W 

1  kW 

Pulse  width: 

450  fs 

76  fs 

Spectral  width: 

9  nm 

64  nm 

Rep.  rate: 

42  MHz 

45  MHz 

The  master  equation  (6)  is,  of  course,  an 
approximation.  This  is  why  the  temporal  profile 
appears  gaussian  only  in  the  main  part  of  the  pulse 
and  not  in  its  wings,  since  the  master  equation 
describes  best  the  central  portion  of  the  pulse.  A 
pulse  that  is  Gaussian-like  in  the  central  portion  of 
the  temporal  profile,  will  have  gaussian  like  spectral 
wings,  even  though  the  temporal  wings  may  be  other 


than  Gaussian.  Figure  7  shows  the  measured  spectra 
of  both  a  "soliton"  ring  laser  and  a  stretched  pulse 
ring  laser.  The  spectral  fits  for  a  Gaussian  (solid 
line),  and  a  (time-domain)  sech2  (t/x)  dashed  line)  are 
shown  for  comparison.  One  may  observe  the  very 
strong  sidebands  of  the  soliton  operation  and  the 
absence  of  sidebands  in  the  stretched  pulse  case. 
This  absence  of  sidebands  can  be  attributed  to  the 
more  rapid  decrease  of  the  spectral  wings  of  the 
stretched  pulse  spectrum.  It  also  turns  out  that  a 
perturbational  analysis  of  the  master  Equation  (6) 
arrives  at  the  same  conclusion.  It  is  found  that  a 
"lumped"  perturbation  of  a  stretched  pulse,  such  as  a 
lumped  gain,  loss,  or  filtering,  does  not  cause  side¬ 
band  generation,  the  perturbation  is  fully  contained  in 
the  modified  pulse  with  no  need  of  continuum 
generation,  as  is  the  case  for  solitons. 

Soliton  Operation 


Figure  7.  Comparison  of  spectra  of  (a)  soliton  laser  and  (b) 
stretched  pulse  laser. 

The  Noise 

Von  der  Linde  [12]  has  pioneered  a  simple 
measurement  of  the  amplitude  fluctuations  and 
timing  jitter  of  a  modelocked  pulse  train.  The  pulse 
train  is  detected  and  the  RF  spectrum  of  the  detector 
current  is  recorded.  The  spectral  components  are 


Power,  dBm  Power,  dBm 
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spaced  by  Af  =2kITr  apart.  The  noise  spectrum 
around  each  spectral  component  consists  of  a 
contribution  due  to  the  amplitude  fluctuations  that  is 
independent  of  the  order  of  the  spectral  component 
(the  darkened  portions  in  Fig.  8),  and  of  a 
contribution  of  the  timing  jitter,  that  increases  in 


Frequency 

Figure  8.  The  general  characteristics  of  the  contributions 
of  amplitude  noise  and  timing  jitter  to  the  RF  spectrum  of 
detector  current. 


Freq,  Hz 

Figure  9.  Spectrum  of  first  and  35,h  components  of  RF 
spectrum  of  soliton  laser. 

intensity  as  the  square  of  the  order  of  the  harmonic 
(the  white  portions  in  Fig.  8).  Thus,  one  may 
separate  the  amplitude  fluctuations  from  the  timing 


jitter  contribution.  Figure  9  shows  the  measured 
spectra  of  the  fundamental  and  of  the  31st  harmonic 
with  integration  times  of  0.1  sec.  From  the  data  we 
deduced  an  amplitude  fluctuation  of  0.2%.  The 
timing  jitter  differed  from  laser  to  laser  depending 
upon  the  net  GVD  in  the  ring  in  a  way  analogous  to 
the  Gordon-Haus  effect  in  long  distance  soliton 
communications.  The  spontaneous  emission  of  the 
gain  medium  causes  random  changes  of  both  the 
position  and  the  frequency  of  the  pulse  traveling 
through  the  medium.  The  frequency  changes  develop 
into  timing  changes  via  GVD.  The  smaller  \D\,  the 
smaller  the  conversion.  In  this  way  one  finds  that  the 
stretched  pulse  with  a  small  IDI  gave  a  timing  jitter  of 
4  ppm  of  the  round  trip  time  in  a  0.1  sec  timing 
interval,  wheras  the  soliton  laser  gave  27  ppm  [13]. 

Self-starting 

Self-starting  requires  the  coherent  excitation  of  at 
least  three  resonator  modes  adjacent  in  frequency. 
The  coherent  excitation  is  a  form  of  injection 
locking.  The  injection  signal  is  produced  through  the 
beating  of  two  axial  modes  via  the  self-amplitude  and 
self-phase  modulation  of  the  (artificial)  saturable 
absorber.  This  mechanism  is  very  weak  at  initiation 
of  modelocking  because  the  fluctuations,  from  which 
the  process  starts,  are  of  long  duration  and  weak  peak 
intensities.  Mechanisms  that  pull  the  mode- 
frequencies  from  their  uniform  frequency-spacing 
oppose  self-starting.  Spatial  hole  burning  in  linear 
resonators  is  such  a  mechanism  that  is  avoided  by  the 
ring  geometry.  Another  mechanism  is  back-scatter 
due  to  spurious  reflections  within  the  resonator  that 
tend  to  produce  a  mode  spectrum  with  non-uniformly 
spaced  axial  mode  frequencies.  In  a  uni-directional 
ring  resonator  two  such  backscatters  are  required  to 
have  an  effect  on  the  axial  mode  spacing.  This 
should  be  contrasted  with  a  standing  wave  resonator, 
in  which  a  single  backscatter  can  change  the  mode 
spacing.  For  both  these  reasons,  ring  lasers  self-start 
and  need  no  trigger  (such  as  moving  etalons). 

Environmentally  Stabilized  Version  of  Stretched 
Pulse  Laser 

All  of  the  lasers  described  thus  far  used 
nonpolarization  preserving  fiber.  In  fact,  the  simple 
operation  of  P-APM  requires  the  use  of  such  fiber. 
The  lasers  are  reasonably  stable  to  environmental 
changes  if  the  fiber  spool  is  properly  wound.  A 
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version  of  the  stretched  pulse  laser  has  been 
commercialized  by  Clark-MXR,  Inc.  Yet,  in  order  to 
achieve  the  ultimate  in  environmental  stability,  the 
use  of  Polarization  Maintaining  (PM)  fiber  would  be 
desirable.  Unfortunately,  the  simple  P-APM  action 
based  on  the  rotation  of  the  polarization  ellipse 
cannot  be  employed  in  such  fibers.  We  have 
attempted  to  achieve  P-APM  action  by  interfering 
two  Kerr-shifted  polarization  eigenmodes.  These 
attempts  failed  on  account  of  environmentally 
induced  changes  in  the  birefringence  of  the  fiber. 
Eventually,  a  Sigma  Laser  similar  to  the  one  worked 
on  by  Duling  et  al.  [14]  proved  successful.  Our  laser 
[15]  differs  from  Duling’s  in  using  different  GVD’s  in 
order  to  achieve  stretched  pulse  operation  (Fig.  10). 
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Figure  10.  The  stretched  pulse  sigma  laser. 


The  ring  contains  regular  PM  fiber  with  negative 
GVD,  the  "pig-tail"  contains  the  erbium  doped  non- 
PM  fiber  with  positive  GVD.  Fluctuations  of 
birefringence  are  balanced  through  counter 
propagation  in  the  pig-tail  equipped  with  two 
Faraday  rotators  [16].  We  found  the  system  to  be 
exceptionally  stable  over  a  large  temperature  range 
(by  heating  the  fiber  with  a  hair-dryer).  No  changes 
in  operation  were  observed.  The  SHG  traces  of  the 
pulses  compressed  outside  the  laser,  and  the 
spectrum,  are  shown  in  Fig.  11.  These  results  are 
preliminary  and  attempts  are  now  under  way  to 
shorten  the  pulses  further  and  to  obtain  a  cleaner 
pulse  spectrum.  It  should  be  mentioned  that  the 
Sigma  Laser  is  not  self-starting;  it  has  to  be 
triggered.  In  fact,  this  is  a  confirmation  of  the 
processes  discussed  earlier  that  prevent  self-starting. 
Some  spatial  gain  hole  burning  can  occur  in  the 
erbium  "pigtail"  of  the  laser  because  of  reflections. 
Further,  the  radiation  passes  in  two  directions  in  the 
fiber  pig-tail.  A  single  reflection  in  the  "pigtail"  can 
distort  the  mode  spacing,  as  it  does  in  a  linear 
resonator. 


Time  (psec) 


980  nm  Pump  Power  Output  Power  Pulse  Energy 

200  mW  20  mW  1.3  nJ 

320  mW  28  mW  1.8  nJ 

Figure  1 1 .  The  SHG  traces  and  spectrum  of  the  pulse  from 
the  sigma  laser. 

Summary 

We  have  given  an  overview  of  the  operation  of  two 
types  of  P-APM  mode-locked  fiber  ring  lasers:  the 
"soliton”  laser,  and  the  stretched  pulse  laser.  Of 
these,  the  stretched  pulse  laser  shows  superior 
performance  on  three  counts:  (a)  its  power  at  single 
pulse  operation  is  two  orders  of  magnitude  greater 
than  that  of  the  soliton  laser;  (b)  it  shows  no  evidence 
of  sideband  generation,  (c)  it  shows  lower  timing 
jitter.  Analysis  has  shown  that  the  timing  jitter  in 
these  lasers  can  be  attributed  to  the  spontaneous 
emission  noise  of  the  gain  medium.  We  have  shown 
why  ring  lasers  are  self-starting  lasers.  Finally,  we 
presented  an  environmentally  stabilized  version  of 
the  stretched  pulse  laser. 
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Abstract 


We  present  a  multi-Gigahertz  Cr4+:YAG  laser  passively  modelocked  by  a  saturable  Bragg  reflector 
operating  with  nearly  equally  spaced  and  optically  phase-locked  multiple  fundamental  soliton  pulses. 
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In  solid  state  modelocked  lasers,  gain  and  cavity 
requirements  frequently  provide  a  upper  limit  on  the  length 
of  the  cavity  and  therefore  on  the  laser's  fundamental 
repetition  rate.  For  this  reason,  harmonic  modelocking, 
the  operation  with  multiple  pulses  in  the  cavity,  is  often 
employed  as  a  means  of  increasing  the  output  repetition 
rate  without  reducing  the  physical  size  of  the  cavity. 
Synchronous  pumping  or  active  modulation  driven  at  a 
harmonic  of  the  cavity  repetition  rate  are  methods  of 
forcing  the  pulses  to  be  equally  spaced  in  time  such  that 
the  output  pulsetrain  has  a  single  temporal  period  between 
adjacent  pulses.  However,  in  passively  modelocked 
systems  without  any  active  control  on  the  pulses'  temporal 
positions,  the  period  between  adjacent  pulses  is  frequently 
random  and  unstable.  Equally  spaced,  harmonic 
modelocking  has  been  observed  in  passively  modelocked 
fiber  lasers  that  utilize  mechanisms  such  as  nonlinear 
polarization  rotation  and  saturable  absorption.[l,  2]  This 
phenomenon  occurs  in  fiber  lasers  operating  in  both  the 
soliton  and  non-soliton  regimes. [3]  Here  we  present  a 
solid  state  Cr^+:YAG  soliton  laser  passively  modelocked 
with  a  saturable  Bragg  reflector  (SBR)  exhibiting  harmonic 
modelocked  operation  at  multi-Gigahertz  repetition  rates. [4- 
5]  Furthermore,  the  solitons  generated  by  this  cavity  are 
optically  phase-locked  with  respect  to  each  other,  a 
characteristic  previously  not  reported  to  our  knowledge. 
We  find  that  the  pulses  are  fixed  at  temporal  locations 
within  approximately  8  ps  of  ideal  harmonic  operation  and 
remain  phase-locked  at  that  position,  recovering  that  exact 
phase  relationship  between  adjacent  pulses  after 
interruption  and  return  of  laser  operation. 

The  laser  cavity  (see  Figure  1)  consists  of  an  18 
mm  long  Cr^+:YAG  crystal  rod  (IRE-Polus),  one  end 
polished  flat  and  coated  with  a  high  reflector  and  the 
opposite  is  polished  to  Brewster’s  angle.  [4-5]  A  10  cm 


radius  of  curvature  high  reflecting  folding  mirror  provides 
astigmatic  compensation  and  a  7.5  cm  radius  of  curvature 
0.2%  output  coupler  focuses  the  cavity  mode  to  a  spot  size 
of  about  35  pm  at  the  surface  of  the  flat  SBR.  The 
structure  of  the  SBR,  (Figure  1)  consists  of  a  99.5% 
reflecting  Bragg  mirror  of  alternating  quarter-wave  layers 
of  GaAs  and  AlAs  and  two  uncoupled  Ino.52Gao.48As/InP 
quantum  wells  located  15  nm  from  the  top  surface  of  a 
half-wave  strain  relief  layer  grown  on  the  final  layer  of  the 
Bragg  mirror. [4-8]  The  excitonic  absorption  of  the 
quantum  wells  is  centered  near  1500  nm.  The  output  of  a 
diode  pumped  Nd:YVGj.  CW  laser  (Spectra  Physics)  at 


Bragg  Reflector 
R=99.5% 


Figure  1.  Diagram  of  the  laser  cavity  and  structure  of  the 
SBR. 
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Wavelength  [nm] 


Figure  2.  Autocorrelation  and  optical  spectrum  of  the 
modelocked  output.  The  2.7  GHz  pulsetrain  is  shown  in  the 
inset. 


1062  nm  is  focused  into  the  Cr4+:YAG  crystal  through  its 
flat  end  with  40  and  15  cm  lens.  For  compensation  of  the 
calculated  7  fs2/mm  of  normal  group  velocity  dispersion 
(GVD)  (p2>0)  of  the  Cr4+:YAG  material  at  1525  nm,  bulk 
fused  silica  with  -24.5  fs2/mm  of  anomalous  GVD  is 
inserted  into  the  cavity  between  the  two  curved  mirrors 
using  two  isosceles  Brewster  prisms  (base  widths  of  18 
mm)  with  as  little  tip-to-tip  separation  as  possible  (~1  cm) 
creating  a  variable  thickness  Brewster  plate. 

Simple  CW  cavity  alignment  produces  self¬ 
starting  modelocking  of  the  laser  believed  to  be  initiated  by 
the  ultrafast  saturation  dynamics  of  the  SBR.[6-8]  With 
approximately  7  W  of  incident  pump  power,  200  fs  pulses 
(FWHM  assuming  a  sech2  pulseshape)  are  produced  (see 
Figure  2).  Due  to  the  low  cavity  GVD  and  nonlinearities 
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Figure  3.  Plot  of  the  pulsewidth  (open  markers,  FWHM)  and 
time-bandwidth  product  (solid  markers)  of  the  modelocked 
output  with  either  one  (circle),  two  (square)  or  three  (triangle) 
pulses  circulating  in  the  cavity  versus  total  cavity  GVD. 
Bistable  regions  are  indicated  with  dashed  vertical  lines. 


resulting  from  the  large  cavity  mode  size  and  repetition 
rate,  both  the  dispersive  and  nonlinear  lengths  are  much 
longer  than  the  cavity  elements. [4-5,9]  The  intracavity 
pulses  are  found  to  be  fundamental  solitons  over  a  wide 
range  of  anomalous  cavity  GVD  and  number  of  pulses 
circulating  in  the  cavity.  This  is  indicated  by  the 
maintenance  of  transform-limited  pulse  production  and 
unity  value  of  the  calculated  soliton  parameter  (N)  for  all 
values  of  cavity  GVD  and  pulse  energies  (see  Figure  3). 
The  transition  to  multiple  pulses  is  believed  to  be  the 
result  of  a  limited  net  gain  bandwidth  due  to  the  excitonic 
absorption  of  the  SBR  around  1500  nm  and  the  decreasing 
reflectivity  of  the  output  coupler  at  longer  wavelengths. 
Also,  the  action  of  the  SBR  may  impose  a  weak  upper 
limit  on  the  pulsewidth.  For  these  reasons,  the  laser  can 
operate  with  up  to  five  pulses  in  the  cavity  reaching  a 
repetition  rate  of  4.5  GHz  and  total  output  power  of  80 
mW  at  a  center  wavelength  of  1525  nm.  For  some  values 
of  cavity  GVD,  the  laser  can  operate  in  several  different 
modes  (multistable),  each  producing  a  different  number  of 
transform-limited  fundamental  soliton  pulses  of  a  different 
width  indicated  by  the  dashed  lines  in  Figure  3. 

To  measure  the  optical  phase  relationship  between 
the  multiple  pulses,  interferometric  cross-correlations  were 
performed.  Figure  4  shows  cross  correlations  for  the  cases 
with  three  pulses  in  the  cavity  under  perfect  harmonic 
modelocking  as  well  as  for  the  case  where  the  adjacent 
pulse  spacings  are  not  rigorously  equal  but  are  fixed, 
differing  from  ideal  by  approximately  3  ps.  The 
approximate  8:1  fringe  ratio  of  the  cross-correlations 
demonstrates  the  full  phase  coherence  of  the  cross-correlated 
pulses.  Furthermore,  the  measured  widths  of  both  the 
autocorrelation  and  cross  correlation  are  equal  to  +2.5  fs 
(measured  with  both  interferometric  and  background  free 
correlations)  indicating  a  maximum  possible  pulse-to-pulse 
envelope  jitter  of  less  than  40  fs.  The  greater  than  60  dB 
suppression  of  cavity  harmonics  in  the  RF  spectrum  of  the 
detected  output  of  the  laser  operating  with  four  equally 
spaced  pulses  shown  in  Figure  5  also  indicates  that  the 
magnitude  of  the  envelope  jitter  is  extremely  low  (if  at  all 
present!).  To  ensure  that  the  coherence  is  maintained  for 
times  longer  than  required  to  record  the  correlation,  the 
variable  delay  arm  was  fixed  (shaker  turned  off)  and 
manually  translated  to  a  fringe  maximum  near  the  center  of 
the  cross-correlation.  The  correlation  signal  then  remained 
at  that  maximum  for  several  minutes.  With  the  fixed  delay 
interferometer  measuring  the  optical  phase  relationship 
between  adjacent  pulses,  the  operation  of  the  laser  was 
interrupted  or  heavily  perturbed.  When  the  laser  was 
allowed  to  return  to  the  original  mode  several  seconds  later, 
the  phase  relationship  recovered  its  original  state  prior  to 
the  interruption  as  illustrated  in  Figure  6. 

The  optical  phase-locking  of  the  pulses  occurs  in 
both  cases  of  equally,  and  non-equally  spaced  multiple 
pulses.  This  suggests  the  possibility  of  two  separate 
mechanisms;  one  causing  the  nearly  equal  spacing  of  the 
pulse  envelopes  and  a  second  forcing  the  optical  phase- 
coherence,  an  effect  insensitive  to  the  pulses’  relative 
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Delay  [fs] 

Figure  4.  a)  Interferometric  cross-correlation  trace  of 
temporally  adjacent  and  equally  spaced  multiple  pulses. 

b)  Autocorrelation  trace  with  laser  operating  as  in  (a). 

c)  Interferometric  cross-correlation  of  adjacent  multiple  pulses 
with  unequal  temporal  spacings.  d)  Same  as  (c)  but  with 
different  relative  pulse  spacings.  In  all  cases,  there  are  three 
pulses  in  the  cavity. 


Frequency  [GHz] 

Figure  5.  RF  spectrum  of  the  laser  output  detected  by  a  fast 
photodiode  illustrating  at  least  60  dB  suppression  of  cavity 
harmonics.  The  unequal  magnitudes  of  the  peaks  is  due  the 
response  of  an  RF  amplifier. 
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Figure  6.  Relative  optical  phase  relationship  between 
adjacent  multiple  pulses  versus  time  measured  using  a  fixed 
delay  cross-correlator.  The  relative  phase  is  constant  with 
time  and  returns  to  the  previous  relative  phase  relationship 
after  a  disruption  of  the  laser's  operation. 


temporal  positions.  In  previously  reported  passive 
harmonically  modelocked  lasers,  the  mechanisms 
stabilizing  the  temporal  positions  of  the  pulse  envelopes 
were  shown  to  be  the  long  range  soliton  electrostriction 
effect  in  optical  fiber[l]or  an  effective  phase  modulation 
occurring  due  to  a  long  carrier  lifetime  in  a  semiconductor 
saturable  absorber.  [2]  The  reported  increase  in  temporal 
jitter  (relative  to  an  external  clock)  associated  with 
harmonic  modelocking  attributed  to  the  jitter  of  adjacent 
multiple  pulses  is  typically  larger  than  the  pulsewidth.fi, 2] 
If  multiple  pulses  are  optically  phase-locked  with 
extremely  low  envelope  jitter,  harmonic  modelocking  will 
introduce  no  additional  jitter.  For  this  laser, 
electrostriction  effects  are  not  present  due  to  the  use  of 
bulk  components.  Furthermore,  the  carrier  lifetime  of  our 
saturable  absorber  was  measured  to  be  14  ps,  significantly 
shorter  than  the  period  between  pulses  (-200-500  ps). 
Experiments  are  currently  investigating  long  range,  pulse- 
to-pulse  coupling  effects  via  the  CW  background  shed  from 
the  periodically  perturbed  solitons.flO]  Also,  pulse-to- 
pulse  repulsion  effects  arising  from  gain  dynamics  are  also 
currently  under  investigation  as  effects  capable  of  the  near 
equalization  of  the  interpulse  temporal  spacing  and  some 
promising  preliminary  results  have  been  obtained. 

In  conclusion,  we  have  demonstrated  a  passive 
harmonically  modelocked  Cr4+:YAG  soliton  laser  which 
exhibits  optically  phase-locked  multiple  pulsing  for  times 
longer  than  minutes.  Furthermore,  when  the  laser  is 
interrupted,  the  optical  phase  relationship  between  adjacent 
pulses  returns  to  its  value  prior  to  the  interruption. 
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Abstract 

Time  resolved  intracavity  gain  and  saturable  absorption 
dynamics,  along  with  intracavity  intensity  pulse  profiles 
and  their  corresponding  spectrograms,  were  measured  in 
an  external  cavity  hybrid  modelocked  semiconductor  diode 
laser.  These  measurements  were  performed  to  obtain 
fundamental  information  regarding  the  modelocking 
dynamics  and  to  determine  their  role  in  the  pulse  shaping 
and  chirping  dynamics.  The  results  of  these  experiments 
show  that  the  integrating  nonlinearity  associated  with  gain 
depletion,  coupled  with  group  velocity  dispersion,  leads  to 
asymmetric  intensity  pulse  profiles  with  predominantly 
cubic  temporal  phase,  while  saturable  absorption  coupled 
with  group  velocity  dispersion  tends  to  linearize  the  chirp. 
Exploitation  of  these  dynamics  may  allow  researcher  to 
generate  optical  pulses  with  higher  peak  intensities  than 
previously  reported. 

Key  Words:  Semiconductor  laser  dynamics,  modelocking, 
ultrashort  pulse  generation 


Introduction 

Compact  and  efficient  sources  of  ultrashort,  high  power 
optical  pulses  are  necessary  for  realizing  applications  in 
nonlinear  optical  memories,  near  field  imaging  and  other 
areas  of  applied  nonlinear  photonics.  Semiconductor 
lasers  are  viable  candidates  owing  to  their  small  size,  good 
wall  plug  efficiency  and  robustness.  However,  the 
dynamics  of  semiconductor  laser  media  typically  prevent 
the  production  of  high  power  ultrashort  optical  pulses  [1]. 
In  this  paper,  we  present  experimental  measurements  of  the 
intracavity  gain  and  saturable  absorber  dynamics,  in  order 
to  investigate  their  role  in  the  pulse  formation  and  chirping 


dynamics  in  hybrid  modelocked  semiconductor  diode 
lasers.  To  support  these  measurements,  intracavity 
intensity  pulse  profiles  and  their  corresponding 
spectrograms  were  measured  to  provide  direct 
experimental  observation  of  the  effects  suggested  by  the 
intracavity  dynamics. 

Experimental  Set  Up 


The  experimental  set  up  is  shown  in  Fig.  1. 


Figure  1.  Experimental  setup  for  intracavity  gain  dynamic 
measurement. 

MQW:  Multiple  quantum  well  saturable  absorber,  PBS:  Polarizing 
beam  splitter,  SLA:  Semiconductor  laser  amplifier,  OC:  Output 
coupler,  G:  Diffraction  grating,  S:  Slit,  I:  Optical  isolator,  P:  Polarizer, 
WP:  Half  wave  plate. 

An  external  cavity  hybrid  modelocked  semiconductor 
laser  [2]  producing  ~  700  fsec  optical  pulses  at  300  MHz, 
centered  at  830  nm.  is  the  laser  system  under  test.  The 
output  pulses  from  the  laser  system  are  used  as  the  probing 
pulses.  The  pulses  are  attenuated,  delayed,  polarization 
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rotated  and  injected  into  the  laser  oscillator  using  a 
polarization  beam  splitter.  To  monitor  the  gain  dynamics, 
the  transmitted  probe  beam  is  partially  deflected  from  the 
cavity  using  a  pellicle  beam  splitter  and  detected  using 
standard  lock-in  techniques.  To  monitor  the  saturable 
absorption  dynamics,  the  probe  pulses  are  injected  into  the 
cavity  using  the  PBS  situated  between  the  saturable 
absorber  and  the  semiconductor  laser  amplifier  (SLA). 
The  resultant  reflected  are  pulses  deflected  out  of  the 
cavity  and  into  the  lock-in  detection  system. 

Intracavity  Gain  and  Saturable  Absorption 

In  Fig.  2(a)  is  the  time  resolved  intracavity  measurement. 
The  salient  features  are  the  two  transient  reductions  in  the 
gain,  superimposed  on  a  sinusoidally  varying  gain.  The 
transient  gain  reductions  are  owing  to  the  intracavity  pulse 
passing  through  the  SLA.  The  important  observation  is 
that  the  carrier  heating  and  cooling  effects  are  not  observed 
in  the  gain  dynamics,  i.e.,  the  SLA  exhibits  conventional 
gain  dynamics.  This  is  important  because  frequency 
chirping  mechanisms  such  as  self  phase  modulation  are 
strongly  coupled  to  the  gain  dynamics.  In  addition,  it 
should  be  noted  that  the  gain  has  recovered  to  its  initial 
value  within  350  psec,  in  contrast  to  the  gain  recovery  time 
constant  of  1.1  nsec.  This  is  owing  to  the  time  varying 
pumping  rate  associated  with  the  RF  bias  current.  It 
should  also  be  noted  that  the  pulses  do  not  pass  through  the 
SLA  device  at  the  point  of  maximum  gain.  This  is  owing 
to  the  location  of  the  SLA  device  with  respect  to  the  rear 
reflector.  Since  the  SLA  device  is  not  located  at  the  rear 
reflector,  the  displacement  of  the  SLA  forces  the  optical 
pulses  to  traverse  the  SLA  at  times  when  the  optical  gain  is 
approximately  equal  for  each  pulse.  This  manifests  itself 
as  the  optical  pulse  passing  through  the  SLA  at  times 
symmetrically  displaced  from  the  point  of  maximum  gain. 
In  our  case,  this  corresponds  to  the  round  trip  delay 
between  the  SLA  and  the  rear  reflector. 

In  Fig  2(b)  is  the  time  resolved  intracavity  saturable 
absorption  measurement.  The  time  resolved  reflectance 
from  the  MQW  mirror  exhibits  a  relative  increase  of  20% 
(base  line  not  shown)  with  a  rise  time  of  10  psec, 
corresponding  to  the  integrated  pulse  intensity.  The 
absorber  exhibits  a  slow  recovery,  with  an  exponential 
absorption  recovery  time  constant  of  280  psec.  It  should 
be  noted  that  the  recovery  time  measured  in  these 
experiments  differs  as  compared  to  previously  measured 
absorber  recovery  times  [3].  These  differences  may  be 
attributed  to  differences  in  the  MQW  absorber  design,  post 
processing  procedures,  and  differences  in  the  optical 
transverse  mode  profile  of  the  lasers  used  in  this  vs.  prior 
measurements. 


Figure  2.  Time  resolved  intracavity  dynamic  measurements:  (a)  SLA 
gain,  (b)  transmittance  of  saturable  absorber. 

To  demonstrate  the  pulse  shaping  effects  induced  by 
the  saturable  absorber,  input  and  output  pulse  intensity 
profiles  were  measured.  This  was  achieved  cross 
correlating  the  intracavity  pulses  with  the  compressed 
output  optical  pulse.  Experimentally,  this  was  achieved  by 
using  a  scanning  autocorrelator  with  a  two-pulse  input 
pulse  train.  In  this  case,  the  intracavity  pulses  were 
deflected  from  the  cavity  with  a  pellicle  beamsplitter  and 
combined  with  the  compressed  output  laser  pulse, 
separated  by  a  short  (30  psec)  fixed  delay.  Cross 
correlation  information  is  then  obtained  by  examining  the 
side  lobes  of  the  three-peak  correlation  signal.  In  Fig  3(a) 
is  the  intensity  pulse  profile  of  the  optical  pulse  before  the 
MQW  saturable  absorber,  and  Fig.  3(b)  is  the  intensity 
pulse  profile  of  the  optical  pulse  after  the  MQW  saturable 
absorber.  The  salient  feature  is  the  reduction  of  the  rising 
edge  of  the  optical  pulse  from  6  psec  to  3  psec, 
representing  a  change  of  nominally  50%  per  round  trip.  It 
should  be  noted  that  the  shoulders  in  the  correlation  traces 
are  artifacts  created  by  the  two-pulse  correlation  technique 
employed. 
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Figure  3.  Temporal  shape  of  pulses:  (a)  before  saturable  absorber,  (b) 
after  saturable  absorber. 


Spectrograms  of  Intracavity  Pulses 

In  order  to  assess  the  effect  of  the  nonlinear  dynamics  on 
the  chirping  properties  of  the  generated  optical  pulses,  the 
instantaneous  frequency  of  the  optical  pulses  were  directly 
measured  by  spectrally  resolving  the  cross-correlated 
intensity  profiles  at  the  second  harmonic  frequency.  The 
resulting  spectrograms  are  shown  in  Fig.  4(a-c).  The 
spectrograms  shown  (from  top  to  bottom)  are  that  of  a)  the 
laser  output  pulse,  b)  the  optical  pulse  before  the  saturable 
absorber  and  c)  the  optical  pulse  after  the  saturable 
absorber.  In  each  case,  the  spectrograms  show  optical 
pulses  with  fast  rising  edges,  with  slower  trailing  edges. 
These  effects  were  clearly  observed  in  the  cross  correlation 
traces  above.  In  addition,  the  spectrograms  show  that  the 
instantaneous  frequency  of  the  optical  pulses,  are  not 
constant,  that  is,  the  center  or  carrier  wavelength  varies 
throughout  the  pulse  duration.  In  these  traces,  the  center 
wavelength  is  upchirped,  and  tends  to  vary  linearly  over  a 
major  portion  of  the  optical  pulse,  while  small  nonlinear 
chirp  is  seen  to  exist  at  times  when  the  optical  pulse  energy 
is  low.  Quantitatively,  the  spectrograms  show  a  total 


wavelength  variation  of  0.8  nm  at  the  second  harmonic 
wavelength,  implying  a  total  wavelength  chirp  of  1.6  nm. 
at  the  fundamental  wavelength.  It  should  be  noted  that  the 
chirp  exists  over  the  duration  of  the  pulse,  implying  a 
nonlinear  dispersion  of  -  5  ps/nm. 
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Figure  4.  Spectrally  resolved  cross  correlation  at  different  locations  in 
cavity:  (a)  laser  output,  (b)  before  saturable  absorber  and  (c)  after 
saturable  absorber. 
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Theoretical  Considerations 

The  intracavity  pulse  shapes  and  the  corresponding 
spectrograms  can  be  easily  explained  once  the  intracavity 
nonlinear  dynamics  are  considered  [4].  It  has  been  shown 
that  a  pulse  propagating  through  a  semiconductor  optical 
amplifier  will  have  a  time  dependent  frequency  impressed 
upon  it,  where  the  instantaneous  frequency  will  exactly 
follow  the  optical  pulse  shape.  This  occurs  through  self 
phase  modulation,  where  the  nonlinearity  is  an  integrating 
nonlinearity,  as  compared  to  an  instantaneous  Kerr 
nonlinearity.  In  this  case,  the  nonlinearity  impressed  upon 
the  optical  pulse  primarily  contributes  cubic  temporal 
phase,  i.e.,  quadratic  instantaneous  frequency  variation. 
The  immediate  consequence  of  the  integrating  nonlinearity 
is  that,  when  coupled  with  group  velocity  dispersion,  the 
resulting  pulse  shape  self  steepens,  i.e.,  the  pulse  tends  to 
develop  a  fast  rising  edge,  while  the  trailing  edge  is 
broadened.  This  is  in  direct  contrast  to  conventional 
mode  locked  lasers  which  rely  on  instantaneous 
nonlinearities.  The  resulting  effect  of  GVD  in  this  case  is 
to  symmetrically  broaden  the  optical  pulse,  as  compared  to 
the  case  of  the  integrating  nonlinearity  and  the  resulting 
pulse  asymmetry. 

After  the  optical  pulse  has  propagated  through  the  SLA, 
a  predominately  quadratic  varying  instantaneous  frequency 
has  been  impressed  upon  the  optical  pulse.  Group  velocity 
dispersion  slows  down  the  blue  frequency  components  at 
the  front  and  rear  of  the  pulse,  while  the  center  portion  of 
the  pulse  (red)  is  allowed  to  propagate  towards  the  front  of 
the  pulse,  yielding  the  pulse  steepening  effect  observed. 
When  the  optical  pulse  impinges  upon  the  saturable 
absorber,  the  front  of  the  optical  pulse  is  removed.  In 
addition  to  the  resulting  decrease  of  the  rise  time  of  the 
optical  pulse,  the  chirp  on  the  rising  edge  is  also  removed, 
resulting  in  an  optical  pulse  which  not  only  possess  a  fast 
rising  edge,  a  slow  training,  but  also  a  chirp  which  now 
predominantly  linear  over  the  main  portion  of  the  optical 
pulse. 

These  effects  can  be  simulated  by  considering  the 
optical  intensity  profiles  and  their  instantaneous 
frequencies  using  the  nonlinear  dynamics  described  above. 
It  should  be  noted  that  the  simulation  results  were  obtained 
by  employing  a  simple  model  using  normalized  nonlinear 
parameters  in  order  to  demonstrate  the  salient  features  of 
the  pulse  shaping  process.  In  Fig.  5(a)  is  a  symmetric 
optical  pulse  with  an  instantaneous  frequency  which  is 
directly  proportional  to  the  optical  pulse  shape.  In  Fig. 
5(b),  is  the  optical  pulse  shape  and  its  corresponding 
instantaneous  frequency  after  the  pulse  has  encountered  a 
finite  amount  of  dispersion.  Note  the  asymmetric 
broadening  which  occurs,  as  compared  to  symmetric 


broadening  that  would  be  expected  for  an  instantaneous 
nonlinearity.  In  addition,  note  that  the  instantaneous 
frequency  is  also  modified  by  the  pulse  propagation 
through  the  dispersive  media.  In  Fig.  5(c),  is  the  resultant 
optical  pulse  and  instantaneous  frequency  after  the  optical 
pulse  has  passed  through  the  saturable  absorber.  Note  the 
faster  rising  edge  of  the  pulse,  as  compared  to  Fig.  5(b), 
and  also  note  that  the  chirp  is  now  predominantly  linear 
over  the  main  portion  of  the  optical  pulse.  Thus,  a  simple 
model  of  SPM,  GVD  and  saturable  absorption  can  provide 
a  clearer  understanding  of  the  pulse  shaping  and  chirping 
dynamics  of  hybrid  modelocked  diode  lasers. 


(b) 


(c) 

Figure  5.  Intensity  profile  and  instantaneous  frequency  of  pulses:  (a) 
initial  symmetric  pulse,  (b)  after  dispersive  media  and  (c)  after 
saturable  absorber. 
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Summary 

In  summary,  experiments  have  been  performed  to  measure 
the  fundamental  intracavity  dynamics  in  order  to  provide  a 
better  understanding  of  the  pulse  shaping  and  chirping 
dynamics  of  hybrid  modelocked  semiconductor  diode 
lasers.  Our  experiments  suggest  that  the  nonlinear 
dynamics  associated  with  the  integrating  nonlinearity, 
coupled  with  group  velocity  dispersion  and  saturable 
absorption  play  important  roles  in  the  pulse  shaping 
process.  The  important  observation  is  that  the  integrating 
nonlinearity  leads  to  asymmetric  pulse  broadening,  while 
the  linearization  of  the  chirp  is  obtained  by  the  combined 
effects  of  GVD  and  saturable  absorption.  These  results 
provide  a  better  picture  of  the  fundamental  mechanisms 
associated  with  the  pulse  production  process  and  chirping 
mechanisms  in  hybrid  modelocked  lasers. 
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Abstract 

A  highly-stable  soliton  source  is  demonstrated  by  com¬ 
pressing  the  sinusoidal  modulation  in  the  output  of  a 
short-cavity  Er/Yb  bulk  phosphate-glass  laser  operat¬ 
ing  simultaneously  at  two  frequencies.  The  58.55  GHz 
modulation  is  converted  into  a  train  of  3.2  ps  pulses 
by  means  of  soliton  pulse  compression  in  a  comb-like 
dispersion-tailored  fiber.  By  spectrum  analysis  of  the 
direct-detection  photocurrent,  the  short-term  stability 
of  the  repetition  rate  is  shown  to  be  10  kHz. 
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Soliton  pulse  compression  of  the  beat  modulation  be¬ 
tween  two  optical  carriers  is  an  attractive  method  for 
generating  high-repetition-rate  pulse  trains  for  applica¬ 
tion  in  time-division-multiplexed  (TDM)  optical  com¬ 
munication  systems.1,2  Several  such  sources  have  re¬ 
cently  been  demonstrated.3-8  In  one  approach,  the  out¬ 
puts  of  two  distributed-feedback  (DFB)  lasers  are  com¬ 
bined  to  produce  the  beat  modulation.3-5  This  scheme 
allows  for  tunability  of  the  repetition  period,  but  the  re¬ 
sulting  pulse-train  period  is  not  very  stable  because  of 
the  large  free-running  DFB  laser  linewidth.  In  another 
approach,  one  starts  from  a  single  DFB  laser  (which  can 
be  an  external-cavity  laser  with  a  narrow  linewidth)  and 
imparts  the  modulation  externally  with  use  of  a  stable 


frequency  source.6,7  This  technique  yields  a  very  stable 
repetition  period,  but  it  is  obtained  at  the  expense  of 
system  complexity.  Because  of  the  need  for  a  stable- 
frequency  driver,  the  cost  of  such  a  source  is  high.  An 
alternative  approach  employs  a  dual-frequency  coupled- 
cavity  erbium-doped  fiber  laser  that  is  constructed  with 
the  use  of  intra-core  liber-grating  reflectors.9  This  tech¬ 
nique  can  potentially  be  of  low  cost,  but  somehow  the 
stability  of  the  59.1  GHz  pulse  train  in  Ref.  8  was  in  the 
MHz  range.  One  reason  for  the  reduced  stability  might 
be  the  presence  of  additional  noise  processes  in  fibers 
such  as  guided  acoustic- wave  Brillouin  scattering.10 

In  this  paper  we  demonstrate  a  highly-stable,  low- 
cost,  simple  and  reliable,  soliton  source  for  ultra-high 
speed  TDM  network  applications.  The  pulse  train  is 
produced  by  compressing  the  sinusoidal  modulation  in 
the  output  of  a  two  frequency  Er/Yb  bulk-glass  laser. 
Since  the  two  frequencies  are  generated  from  two  differ¬ 
ent  longitudinal  modes  of  the  same  short-cavity  laser, 
their  beat  frequency  is  highly  stable.  In  our  experi¬ 
ment,  a  58.55  GHz  pulse  train  is  produced  with  a  short 
term  frequency  stability  of  10  kHz.  This  stability  of 
2  x  10~7  is  obtained  without  active  stabilization  of  the 
laser  frequency  or  the  cavity  temperature;  only  the  laser 
is  allowed  to  warm  up  to  an  equilibrium  temperature. 

Our  two-frequency  source  is  a  short-cavity  Er/Yb- 
doped  bulk  phosphate- glass  laser  which  is  pumped 
by  a  Nd:YLF  laser,  which  in  turn  is  pumped  by  a 
semiconductor-diode  laser.11  Although  the  Er/Yb  glass 
laser  is  designed  to  normally  operate  in  a  single  longitu¬ 
dinal  mode,  by  adjusting  the  diode-laser  power  it  can  be 
made  to  lase  simultaneously  on  two  cavity  modes  that 
are  five  free-spectral  ranges  apart.  The  resulting  wave¬ 
length  separation  is  ~  0.5 nm  with  a  center  frequency 
near  1542 nm.  The  laser  output  is  fiber  pigtailed  and 
typically  90  mW  of  power  is  emitted  from  the  fiber  end. 
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Figure  1.  Photocurrent  spectrum  in  the  vicinity  of  the 
beat  frequency  that  results  when  the  laser  output  is  direct 
detected  with  a  fast  photodiode. 
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Figure  1  shows  a  portion  of  photocurrent  spectrum 
in  the  vicinity  of  the  beat  frequency  that  typically  re¬ 
sults  when  the  laser  output  is  direct  detected  with  a 
fast  photodiode.  Note  the  <  10  kHz  beatwidth  (full 
width  at  the  —3  dB  point)  that  moves  over  a  range  of 
100  kHz  as  the  laser  temperature  slowly  drifts.  The 
short-term  linewidth  is  expected  to  be  even  narrower. 
The  width  in  Fig.  1  is  limited  by  the  10  kHz  resolution 
bandwidth  of  the  spectrum  analyzer  and  by  the  fact 
that  the  beat  frequency  was  slowly  drifting  while  the 
trace  was  being  swept.  In  addition  the  beat-frequency 
spectrum  stayed  indistinguishable  from  that  shown  in 
Fig.  1  when  the  two-frequency  laser  output  was  prop¬ 
agated  through  11km  of  dispersion-shifted  fiber  (DSF) 
before  photodetection. 

To  get  an  estimate  of  the  potentially  achievable  sta¬ 
bility  of  such  a  dual-frequency  laser,  we  note  that  the 
beat  frequency  ft  is  given  by 

ft  =  vi  -  i/2  =  m~,  (1) 

where  Vj ,  j  =  1,2,  are  the  optical  frequencies  of  the 
two  longitudinal  modes  that  are  lasing  with  m  as  their 
mode-number  difference  (m  =  5  in  our  case),  L  is  the 
optical  path  length  of  the  laser  cavity,  and  c  is  the  speed 
of  light.  From  the  above  equation  one  immediately  ob¬ 
tains 

Aft  _  A Vj 
ft  Vj 

Therefore,  the  relative  beat-frequency  stability  is  de¬ 
termined  directly  by  the  cavity-length  stability.  Typ¬ 
ically,  temperature  changes  are  the  biggest  source  of 
cavity-length  fluctuations.  In  this  case,  the  relative 
beat-frequency  stability  is  given  by 

1  Aft  _  j_  AT 
ft  AT  ~  L  AT 


where  a?  is  the  effective  coefficient  of  thermal  expan¬ 
sion  for  the  laser  cavity.  For  example,  for  an  invar  cavity 
otT  ~  10-6,  which  gives  Aft/ft  ~  10~9,  or  Aft  =  60  Hz 
for  ft  =  60  GHz,  if  the  cavity  temperature  is  stabilized 
to  10~3K.  Note  however  that  the  above  estimate  ig¬ 
nores  the  temperature  fluctuations  of  the  gain  medium 
that  are  induced  by  the  power  fluctuations  of  the  pump 
laser  (diode-pumped  NdrYLF  laser  in  our  case).  Such 
fluctuations  may  set  a  lower  limit  on  the  potentially 
achievable  beat-frequency  stability. 


(a)  Wavelength  (nm) 


(b)  Time  Delay  (32  ps/di v) 

Figure  2.  (a)  Optical  spectrum  and  (b)  autocorrelation 

trace  of  the  dual-frequency  Er/Yb  glass  laser. 

In  Fig.  2(a)  we  display  the  optical  spectrum  of  the 
laser  output  which  shows  the  two  lasing  modes  spaced 
by  0.5  nm.  Figure  2(b)  shows  a  background-free  auto¬ 
correlation  trace  of  the  laser  output.  Note  the  17  ps 
periodicity  and  the  nearly  3:1  contrast  of  the  autocor¬ 
relation  signal  in  the  central  region  of  the  trace,  which 
are  consistent  with  those  for  a  two-frequency  input  to 
the  autocorrelator.  Near  the  edges  of  the  trace,  the 
contrast  is  degraded  due  to  misalignments  that  occur 
in  the  autocorrelator  when  it  sweeps  over  such  a  wide 
time  range. 


= 


(3) 
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Figure  3.  Experimental  setup.  The  phase  modulator  was 
driven  at  100  MHz. 

The  output  of  the  two-frequency  laser  wa s  launched 
into  a  comb-like  dispersion-tailored  fiber  (DTF),  as 
shown  in  Fig.  3,  after  passing  it  through  a  phase 
modulator,  which  was  driven  at  100  MHz  to  spectrally 
broaden  the  two  frequencies.  Without  phase  modula¬ 
tion,  a  significant  portion  of  the  launched  power  was 
reflected  back  due  to  stimulated  Brillouin  scattering 
(SBS).  In  addition,  the  phase  modulator  introduced  sig¬ 
nificant  power  loss  requiring  the  use  of  an  Er/Yb  co¬ 
doped  fiber  amplifier  to  boost  the  power  entering  the 
DTF  to  120  mW.  We  note  here  that  the  phase  modu¬ 
lator  and  the  subsequent  amplifier  were  used  only  for 
convenience.  As  shown  in  Ref.  8,  SBS  can  be  suppressed 
by  constructing  the  DTF  from  fiber  segments  contain¬ 
ing  differing  concentrations  of  Ge  in  their  cores. 

The  comb-like  DTF  was  constructed  following  the  de¬ 
signs  in  Refs.  7  and  8  and  consisted  of  3  sets  of  alter¬ 
nate  segments  of  DSF  (Corning  SMF/DS)  and  stan¬ 
dard  telecommunication  fiber  (STF,  Corning  SMF-28 
CPCS).  The  design  of  the  DTF  is  indicated  in  Fig.  4, 
which  shows  the  distance  dependence  of  the  disper¬ 
sion  coefficient  /?2  and  the  nonlinear  coefficient  7  = 
n^oJo/cAeff  along  the  DTF.  Here  n2  is  the  nonlinear 
index,  ujq  is  the  optical  carrier  frequency  in  radians/s,  c 
is  the  speed  of  light  in  vacuum,  and  Ae ff  is  the  effective 
core  area  of  the  fiber.  The  values  of  /?2  and  7  for  the 
DSF  and  the  STF  were  estimated  by  comparing  the  dis¬ 
tance  dependence  of  the  optical  spectrum  and  the  pulse 
autocorrelation  with  numerical  simulations  of  the  pulse 
propagation. 

A  typical  optical  spectrum  of  the  pulses  at  the  output 
of  the  DTF  is  shown  in  Fig.  5(a).  As  compared  to  the 
optical  spectrum  of  the  laser  output  in  Fig.  2(a),  the 
spectrum  in  Fig.  5(a)  is  considerably  broadened  with 
new  peaks  arising  due  to  four-photon  mixing  caused  by 
self-phase  modulation.  The  resulting  autocorrelation  of 
the  pulse  train  is  shown  by  the  solid  trace  in  Fig.  5(b). 
[Note  the  logarithmic  scale  in  Fig.  5(b)  when  compar¬ 
ing  with  the  central  region  of  the  autocorrelation  trace 
in  Fig.  2(b).]  The  measured  autocorrelation  FWHM  is 


5.6  ps,  which  gives  a  pulsewidth  of  3.2  ps,  assuming  a 
sech2  pulse-intensity  shape  for  the  evolved  pulse.  Also, 
by  fitting  a  sech2  envelope  to  the  peaks  in  Fig.  5(a), 
the  FWHM  of  the  evolved  spectrum  is  determined  to 
be  0.77  nm,  which  gives  a  time-bandwidth  product  of 
0.31  ±0.02  for  the  soliton-like  pulse  train.  Furthermore, 
since  the  repetition  period  is  17.1  ps,  a  mark-to-space 
ratio  of  >  5  is  obtained.  The  mark-to-space  ratio  can 
be  further  increased  by  elongating  the  DTF  with  use 
of  a  larger  number  of  paired  segments  (DSF  followed 
by  STF  of  appropriate  length)  in  the  DTF,  as  was  the 
case  in  Refs.  7  and  8.  Similarly,  increasing  the  power 
launched  into  the  DTF  beyond  the  120  mW  used  in  our 
experiment  by  employing  a  higher-power  optical  ampli¬ 
fier  would  result  in  a  larger  mark-to-space  ratio. 


Propagation  Distance  (km) 

Figure  4.  Comb-like  DTF  design  showing  the  distance  de¬ 
pendence  of  the  dispersion  and  nonlinear  coefficients.  The 
lengths  of  the  DSF  segments  were  2,  1.2,  and  0.4  km,  re¬ 
spectively;  and  those  of  the  STF  segments  were  0.6,  0.1, 
and  0.1km,  respectively. 

To  compare  the  results  of  our  experiment  with  the 
theory,  we  simulated  the  pulse  propagation  in  the  DTF 
by  numerically  solving  the  nonlinear  Schodinger  equa¬ 
tion  including  loss.  The  dashed  curve  in  Fig.  5(b)  is 
the  theoretically  predicted  autocorrelation  trace  for  the 
parameters  in  our  experiment.  The  agreement  with  the 
experimentally  observed  autocorrelation  is  quite  good, 
although  discrepancies  exist  in  the  wings  of  the  pulse 
profile  below  — 15 dB.  These  discrepancies  are  proba¬ 
bly  due  to  errors  in  our  estimates  of  the  various  fiber 
parameters  and  the  losses  at  the  various  fiber  splices. 

In  conclusion,  we  have  demonstrated  a  highly-stable, 
potentially  low-cost,  simple  and  reliable,  58.55  GHz  soli- 
ton  source  for  ultra-high  speed  TDM  network  applica¬ 
tions.  The  repetition  rate  exhibits  stability  of  2  x  10“7 
because  of  the  intrinsic  stability  of  the  axial  mode  spac¬ 
ing  in  the  short-cavity  diode-pumped  solid-state  laser. 
Such  solid-state  lasers  can  be  manufactured  with  precise 
tolerances  to  obtain  pre-determined  fixed  repetition- 
rate  soliton  sources  that  can  be  locked  to  each  other  at 
remote  locations  with  minimal  electronics.  Such  soli¬ 
ton  sources  would  thus  be  analogous  to  quartz  crystal 
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oscillators  that  are  commonly  employed  in  the  telecom¬ 
munication  networks  of  today. 


either  expressed  or  implied,  of  Rome  Laboratory  or  the 
U.S.  Government. 
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(b)  Normalized  Time 

Figure  5.  (a)  Optical  spectrum  and  (b)  autocorrelation 
trace  of  the  pulse  train  at  the  output  of  the  DTF.  In  (b), 
the  dashed  curve  is  a  theoretical  fit  and  the  time  scale  on 
the  abscissa  is  normalized  to  the  pulse  repetition  period  of 
17.1  ps.  Also  in  (b)  the  thin  solid  curve  is  the  theoretical 
autocorrelation  trace  for  a  two- frequency  laser  source. 
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In  the  past  25  years,  fiber  optic  communication  has  progressed  from  a  concept  to  a  multibillion  dollar 
business.  Advances  in  optical  fibers  have  resulted  in  ultralow  loss,  below  0.2  dB/km.  System  bandwidths 
are  rapidly  increasing  from  50  Mbit/s  15  years  ago  to  10  Gbit/s  in  1996.  Experimental  demonstrations  of 
400  Gbit/s  have  been  achieved  using  optical  time  division  multiplexing.  Further  increases  in  fiber 
capacity  have  been  demonstrated. 

These  increases  in  transmission  capacity  have  been  needed.  The  demand  of  our  society  for 
communication  appears  to  be  insatiable.  Traffic  on  the  Internet  is  growing  at  an  exponential  rate,  and  the 
transmission  of  data,  e-mail  and  web  traffic  is  overwhelming  the  core  of  this  system,  leading  to 
significant  congestion  and  delays.  Yet,  the  demand  will  become  far  greater  once  video  conferencing  and 
other  applications  take  off.  Within  a  few  years,  an  estimated  additional  100  million  homes  will  have 
access  to  a  10  Mbit/s  Internet  connection.  There  are  great  demands  on  transmission  and  even  greater 
demands  on  switching  this  traffic. 

The  worldwide  communications  network  is  being  transformed  by  optics;  progressing  from  the 
use  of  individual  links  of  fibers,  with  electrical  regenerators  placed  periodically  to  boost  and  regenerate 
the  signal,  to  the  use  of  optical  amplifiers  allow  the  long  distance  transmission  of  signals  without  loss 
constraints.  In  the  next  millennium,  extremely  high  capacity  switches  will  be  needed.  The  high  reliability 
required  of  communication  networks  is  transforming  communication  networks  into  bidirectional  rings. 
Rings  provide  the  capability  of  transmitting  both  directions  around  the  ring.  The  fault  must  be  repaired 
before  another  fault  occurs,  so  a  one-day  repair  time  is  enough  to  maintain  99.99%  reliability. 
Nationwide  networks  of  rings,  or  local  area  ring  networks  require  add/drop  components  that  are  presently 
electronic.  Within  a  few  years,  these  elements  will  be  optical. 

These  three  stages  of  development  have  been  implemented  in  local  area  networks,  in  commercial 
and  fighter  aircraft,  and  in  the  modern  battlefield.  Fly-by-light  is  a  major  innovation  that  results  in  lighter 
aircraft,  better  control  and  communication  within  the  aircraft,  and  more  reliable  aircraft  with  less 
maintenance.  An  optical  fiber  carrying  10  Gbit/s  of  data  from  a  radar  is  ten  times  lighter  than  the 
microwave  equivalent.  Eventually,  optics  will  go  beyond  transmission  into  switching  for  these 
applications,  and  the  optical  switches  will  not  only  be  lighter,  smaller  and  more  reliable,  but  also  offer 
larger  bandwidth. 
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In  early  1996  groups  from  Fujitsu,  NTT,  and  Bell  Labs  simultaneously  announced 
Terabit/s  lightwave  transmission  experiments.  Each  group  achieved  the  Terabit/s  plateau  in  a 
different  way.  This  article  describes  the  various  Terabit/s  experiments  and  other  recent  work  in 
the  field. 


Figure  1  summarizes  the  progress  in  lightwave  capacity  over  a  single  fiber  both  in  the 
research/experimental  area  and  in  commercial  systems.  Both  sets  of  points,  until  recently,  have 
increased  at  a  rate  of  nearly  a  factor  of  100  every  decade.  Extrapolation  of  these  results  forecast 
that  the  first  Terabit/s  experiments  would  be  demonstrated  around  the  year  2000.  Consequently, 
the  simultaneous  announcement  of  three  independent  experiments  at  the  OFC’96  Conference 
startled  the  lightwave  community.  The  change  in  slope  in  the  experimental  results  that  led  to 
more  rapid  progress  was  due  to  the  invention  of  an  experimental  trick  which  allowed  large-scale 
WDM  experiments  without  large-scale  duplication  of  experimental  apparatus.  This  experimental 
technique,  used  in  all  the  Terabit/s  experiments,  involves  using  one  external  modulator  to 
modulate  all  WDM  channels  simultaneously.  The  data  in  adjacent  channels  then  need  to  be 
temporally  decorrelated  by  transmission  through  a  dispersive  fiber.  Other  than  using  the  same 
modulation  technique  the  three  Terabit/s  experiments  were  quite  different. 

The  Fujitsu  experiment  was  a  " straightforward"  WDM  experiment  using  55  lasers 
with  wavelengths  spaced  by  0.6  nm  (75  GHz)  between  1531.7  and  1564  nm.  The  signals  were 
transmitted  through  three  amplified  fiber  spans.  Each  span  consisted  of  50  km  of  conventional 
fiber  (A<)  =  1300  nm)  and  short  lengths  (7-8  km)  of  dispersion-compensating  fiber  with  negative 
dispersion  slope.  This  allowed  simultaneous  compensation  of  all  channels.  Power  pre-emphasis 
was  used  to  equalize  received  SNR. 

The  NTT  experiment  used  a  supercontinuum  source  and  both  WDM  and  OTDM 
(optical  time-division  multiplexing).  The  supercontinuum  source  was  an  erbium-doped  fiber  ring 
laser  mode  locked  at  10  GHz  pumping  a  3-km  dispersion-shifted  fiber  for  supercontinuum 
generation.  Ten  wavelengths  separated  by  3.2  nm  (400  GHz)  and  occupying  the  wavelength  range 
between  1533.6  and  1563  nm  were  generated  by  passing  the  light  through  two  arrayed  waveguide 
routers.  After  external  modulation  the  signals  were  time-division  multiplexed  to  100  Gb/s  each 
by  a  1  Ox  planar  lightwave  circuit  OTDM  multiplexer.  The  ten  channels  were  transmitted  through 
40  km  of  dispersion-shifted  fiber  (Xq  =  1561.3  nm).  Even  though  the  transmission  fiber  was 
dispersion-shifted,  dispersion-compensating  fibers  were  required  for  the  various  channels  because 
of  the  3.5-ps  pulse  width  of  the  signals.  After  wavelength  demultiplexing  the  timing  was 
recovered  by  a  prescaled  phase-locked  loop  and  the  100  Gb/s  bit  streams  were  demultiplexed  by 
an  all-optical  time-domain  demultiplexer  based  of  four-photon  mixing. 

The  Bell  Labs  experiment  combined  WDM  with  polarization  multiplexing.  Twenty 
five  wavelengths  carried  two  20-Gb/s  signals  in  orthogonal  polarizations  (40  Gb/s  per 
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wavelength).  The  wavelength  spacing  was  0.8  nm  (100  GHz)  between  1542  and  1561  nm.  The 
signals  were  transmitted  through  55  km  of  non-zero-dispersion  fiber  (kQ  =  1523  nm).  No 
dispersion  compensation  was  required.  At  the  receiver  the  signals  were  separated  into  two 
orthogonal  polarizations  and  then  wavelength  demultiplexed. 

More  recently  NEC  has  reported  a  2.6  Terabit/s  transmission  experiment  using  132 
WDM  channels  each  operating  at  20  Gb/s.  The  channel  spacing  was  0.27  nm  (33.3  GHz).  The 
signals  were  transmitted  through  120  km  of  conventional  fiber  with  dispersion-compensating 
fiber  at  the  receiver.  The  extremely  small  channel  spacing  that  made  this  experiment  possible  was 
facilitated  by  a  different  modulation  scheme,  namely,  duobinary  modulation  which  was  produced 
by  filtering  of  the  20  Gb/s  binary  signals  with  a  5  GHz  low-pass  filter.  This  method  of  producing 
duobinary  signals  precludes  using  long-pattem-length  signals  containing  low-frequency 
components.  It  is  not  clear  whether  coding  schemes  can  overcome  this  shortcoming. 

In  conclusion,  several  groups  have  demonstrated  Terabit/s  transmission  experiments 
"well  ahead  of  schedule."  It  remains  to  be  seen  whether  commercial  Terabit/s  systems  will  also 
arrive  before  the  predicted  date. 
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ABSTRACT 

Ultra-high  speed  optical  time-division- 
multiplexed  (TDM)  networks,  operating  at  single 
stream  data  rates  of  100  Gb/s,  may  offer  unique 
advantages  over  wavelength  division  multiplexed 
systems.  These  advantages  include  the  ability  to 
provide  integrated  services  (including  packet 
service)  to  high-end  users,  multiple  quality  of 
service  (QoS)  levels  and  truly  flexible  bandwidth  - 
on -demand.  Realization  of  these  high  performance 
TDM  networks  requires  development  of  a  number 
of  key  technologies  such  as  high-speed  optical 
sources,  all-optical  switches,  buffers  and  rate 
converters.  In  this  paper,  we  will  give  an  overview 
of  tin  ultra-high-speed  TDM  network  architecture, 
as  well  as  describe  recent  key  technology 
developments. 

Keywords:  Optical  logic.  Nonlinear  optical 

devices.  Optical  networks.  Ultrafast  technology. 

Ultrafast  optical  time-division-multiplexed 
(TDM)  networks  have  the  potential  to  provide  truly 
flexible  bandwidth  on  demand  at  burst  rates  of  100 
Gb/s.  The  total  capacity  of  a  single  channel  local  or 
metropolitan  area  network  may  be  the  same  as  a 
number  of  wavelength  division  multiplexed  (WDM) 
lower  rate  channels,  but  TDM  networks  provide 
potential  improvements  in  terms  of  user  access 
time,  delay,  and  throughput,  depending  on  the  user 
rates  and  traffic  statistics.  In  addition,  end  node 
equipment  is  conceptually  simpler  for  single- 
channel  versus  multiple-channel  approaches. 


Recently,  network  subsystems  for  bit-interleaved 
TDM  systems  have  been  demonstrated  [1-9]. 
However,  it  has  been  argued  that  for  local  area 
networks  (LANs)  and  metropolitan  area  networks 
(MAN’s)  servicing  a  combination  of  high-speed 
and  low-speed  users,  a  100  Gb/s  slotted  TDM 
network  has  several  important  operating  advantages 
over  bit-interleaved  multiplexing  approaches 
[10,1 1].  In  this  paper,  we  describe  architecture  and 
technology  for  single-stream,  100  Gb/s 
local/metropolitan  area  shared  media  networks  with 
slotted  TDM. 

The  network  we  describe  runs  at  an 
aggregate  rate  of  100  Gb/s  but  will  serve  a 
heterogeneous  population  of  users;  high-end  single 
users,  high  speed  video  servers,  terabyte  media 
banks  and  networks  of  supercomputers,  that  may 
operate  at  speeds  from  1-100  Gb/s.  The  most 
important  features  of  the  network  a re  to  provide  a 
backbone  to  interconnect  high-speed  networks,  to 
transfer  quickly  very  large  data  blocks,  to  switch 
large  aggregations  of  traffic  and  to  provide  flexible, 
lower-rate  access  to  users.  Although  we  are 
designing  a  100  Gb/s  network,  the  architecture  will 
be  scaleable  to  much  higher  rates. 

There  tire  two  characteristics  of  these  100 
Gb/s  slotted  TDM  networks  that  significantly 
impact  the  architectural  design.  First,  they  operate 
with  long  propagation  delays,  i.e.,  there  are  many 
data  packets  in  flight  at  one  time  in  the  network-  a 
high-latency  environment.  Second,  there  is  a 
limited  amount  of  processing  that  can  be  performed 
at  the  100  Gb/s  rate.  These  two  characteristics 
make  it  difficult  to  provide  simultaneously  both 
guaranteed  bandwidth  and  bandwidth  on  demand 
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services.  Also,  it  is  difficult  to  insure  both  efficient 
and  “fair”  bandwidth  sharing  in  the  presence  of 
moderately  loaded  or  overloaded  network  traffic 
conditions.  A  third  difficulty  is  that  algorithms 
designed  to  manage  the  network  must  be  simple 
enough  to  be  executable  with  a  minimal  amount  of 
processing  available  at  the  optical  bit  rate.  There 
have  been  some  articles  addressing  these  various 
problems  in  the  literature  [12,13],  but  they  do  not 
appear  to  satisfy  simultaneously,  all  of  the  above 
criteria.  We  have  developed  a  frame-based  slotted 
architecture  called  HLAN  (helical  local  area 
network)  [11,14]  which  satisfies  the  above  criteria. 
In  early  work,  the  HLAN  architecture  was 
implemented  on  a  helical  ring  physical  structure, 
but  most  recently  has  been  explained  using  a 
unidirectional  bus  implementation. 

HLAN  is  a  frame-based  architecture, 
which  is  implemented  on  a  unidirectional  bus  as 
shown  in  Figure  1 .  A  headend  generates  frames  of 
empty  slots  and  puts  them  on  the  bus.  Guaranteed 
bandwidth  (GBW)  traffic  is  transmitted  on  the 
GBW  segment,  bandwidth  on  demand  (BOD) 
traffic  is  transmitted  on  the  BOD  segment  and  data 
is  received  on  the  RCV  segment.  Note  that  only 
one  bus  is  required  mid  that  all  receivers  are 
downstream  of  the  transmitters. 


Figure  !.  HLAN  topology 


GBW  services  are  provided  to  users  who 
request  them  by  the  headend.  The  headend 
allocates  reserved  slots  to  the  node  on  the  GBW 
segment.  Users  can  access  the  HLAN  at  their 
guaranteed  rate  using  only  a  counter,  a  flip-flop,  a 
few  gates  and  slot  marker  detection  logic  [14], 
Using  existing  logic,  HLAN  slot  rates  of  10-100 
Mslots/s  can  be  supported. 

Fair  and  efficient  BOD  service  is  provided 
via  the  BOD  segment.  The  headend  creates  credits 
and  distributes  them  at  a  given  interval.  A  user 
who  has  data  to  send  and  who  has  a  credit  can  burst 
data  onto  the  network  when  the  first  empty  slot 
comes  by.  Users  with  data  to  send  but  no  credits, 
must  wait  for  the  headend  to  distribute  more 
credits.  Users  who  accumulate  credits  but  have  no 
data  to  send  will  be  limited  to  a  finite  number  of 


reserve  credits.  To  prevent  lockouts  from  high- 
traffic  upstream  nodes,  the  headend  monitors  free 
slots  at  the  end  of  the  BOD  segment.  If  no  free 
slots  tire  observed,  the  number  of  allocated  credits  is 
decreased,  decreasing  the  bandwidth  available  to 
the  individual  nodes.  If,  on  the  other  hand, 
multiple  free  slots  are  observed,  the  number  of 
allocated  credits  is  increased,  returning  more 
bandwidth  to  the  individual  nodes.  The  system  is 
“fair”  because  all  users  will  get  equal  throughput 
when  they  have  data  to  send.  The  algorithm  is  also 
efficient  because  few  slots  that  could  be  used  are 
left  empty.  This  simple  HLAN  algorithm  performs 
like  the  “Greedy”  algorithm  under  lightly  loaded 
network  conditions  turd  transitions  to  fixed  TDMA 
as  the  load  increases  [11], 

Figure  2  shows  a  block  diagram  of  some  of 
the  hardware  components  needed  to  implement  this 
high-speed,  yet  simple  network  architecture.  The 
block  diagram  shows  the  components  in  the 
receiver  node,  but  the  components  in  the 
transmitter  node  tire  almost  identical.  The 
components  shown  in  the  shaded  boxes,  at  the 
interface  between  the  optical  bus,  ;ind  the  nixie 
electronics,  arc  high  performance  optical  devices 
that  must  operate  at  the  optical  data  rate. 


to  network 


Figure  2,  Block  diagram  of  components  in  a  user  receiver  node. 

The  data  packets  will  enter  the  receiver 
node,  via  a  passive  tap,  at  the  slot  rate  of  10-100 
Mslots/s.  The  first  function  that  must  be  performed 
is  address/header  recognition.  In  the  transmitter 
nodes,  header  recognition  includes  determining  if 
there  is  a  credit  marker  present  and  if  the  slot  is 
empty  or  full.  In  the  receiver  node,  the  incoming 
address  must  be  compared  with  a  local  address  to 
determine  whether  or  not  the  packet  requires 
further  processing.  Address  recognition  must  be 
performed  on-the-fly,  at  100  Gb/s.  Ultrahigh  speed 
optical  switches,  configured  as  AND  gates  [3]  and 
XOR  gates  [15]  can  be  used  for  this  purpose.  There 
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are  currently  many  techniques  being  investigated 
for  all-optical  AND  and  XOR  gating,  including; 
four-wave-mixing  in  waveguides  [5,  16,17],  cross¬ 
phase/gain  modulation  in  nonlinear  optical  loop 
mirrors  (NOLM’s)  [18-20],  semiconductor 
NOLM’s  [21,22],  Mach-Zehnder  devices  [23,24], 
ultrafast  nonlinear  interferometers  [25,26].  The 
referenced  work  is  by  no  a  complete  listing  of  work 
in  the  field.  Rather,  it  is  a  representative  sampling 
of  some  of  the  more  recent  results. 

It  has  been  shown  that  self-synchronizing 
codes  can  be  employed  to  eliminate  the  need  for 
clock  recovery  in  the  address  recognition  circuits,  if 
the  frequency  of  the  data  bits  is  known.  In  these 
high  speed  networks,  the  self-synchronizing  codes 
are  uniquely  spaced  pulse  pairs  [3,5].  These  pulse 
pairs  must  be  generated  with  a  well  defined  timing 
relation  to  the  optical  data  packet.  Once  generated 
however,  these  timing  pulses  travel  along  with  the 
packet  and  experience  the  same  variable  path 
delays,  due  to  link  temperature  changes,  for 
example.  Therefore,  when  the  pulse  pair  and  the 
packet  arrive  at  the  receiver  node,  the  uniquely 
spaced  pulse  pair  can  generate  a  timing  pulse  that 
is  synchronous  with  the  data  packet.  This  pulse  can 
be  amplified,  split,  delayed  and  recombined  in  a 
“hardwired”  lightwave  circuit,  to  produce  a 
synchronous  local  address,  and  then  compared  in 
an  all-optical  AND  or  XOR  gate. 

If  the  packet  address  matches  the  local 
address,  the  data  packet  must  be  stored  while  it  is 
rate  converted  down  to  a  rate  that  the  node 
electronics  can  handle.  In  the  transmitter  node, 
lower  rate  optical  data  will  be  assembled  (up- 
converted)  in  fiber  loop  buffers  and  stored  while  the 
user  waits  for  access  to  the  network.  There  have 
been  a  number  of  pulse  storage  experiments 
performed  to  date  [27-43].  However,  many  of  these 
experiments  were  designed  to  demonstrate  long 
distance  transmission.  Single  packet,  single¬ 
wavelength  buffers  have  been  demonstrated  in  two 
implementations.  One  implementation,  the 
uncompensated  loop  buffer  [29-32],  contains  an 
input/output  switch/coupler  and  a  gain  element. 
These  loops  have  stored  2  packets  of  2.5  Gb/s  data 
for  approximately  30  circulations  [30].  This 
limited  storage  time  may  not  be  acceptable  for  some 
network  applications. 

Much  longer  storage  times  and  much 
higher  data  rates  have  been  demonstrated  in  active 
fiber  loop  buffers.  In  addition  to  the  components  in 
the  passive  loop  buffers,  these  buffers  contain  an 
amplitude  modulator,  polarization  controller  and 
polarizing  elements.  These  active  loop  buffers, 


initially  demonstrated  at  1  Gb/s  [37],  and  then 
extended  to  much  higher  rates,  using  a  variety  of 
modulation  techniques  [38-40,44],  have  a  number 
of  built  in  stabilizing  mechanisms  and  have  stored 
for  many  thousands  of  circulations.  The  built-in 
stabilizing  mechanisms  include  timing  stability  due 
to  the  loss  modulation  by  the  amplitude  modulator 
and  pulse  energy  stability  due  to  intensity- 
dependent  absorption  caused  by  nonlinear 
polarization  rotation  in  the  fiber  loop.  Loading  of 
externally  generated  data  packets  has  been 
demonstrated  at  packet  rates  up  to  40  Gb/s  [43]. 

Once  the  data  have  been  loaded 
successfully  into  the  buffer,  rate  conversion  to  the 
electronic  rate  in  the  user  node  must  begin.  One 
method  for  performing  rate  conversion  is  to 
demultiplex  every  Kth  bit  of  an  N-bit  long  data 
packet  such  that  N  and  K  are  relatively  prime.  The 
time  required  to  rate  convert  an  entire  packet  using 
this  scheme  is  NKTb,  where  Tb  is  the  bit  spacing  of 
the  original  data  stream.  This  method  has  the 
disadvantage  that  it  scrambles  the  rate  converted 
data  bits  and  requires  additional  electronic 
processing  to  faithfully  reconstruct  the  original  data 
sequence. 

An  alternative  method  is  data  time  dilation 
via  optical  sampling.  This  scheme  has  the 
advantage  that  the  rate  converted  streams  require 
no  re-ordering  of  the  bits.  The  essence  of  this 
scheme,  used  previously  to  characterize  high  speed 
clock  and  data  streams  on  low-speed  oscilloscopes 
[45-48],  is  that  aliasing  brought  about  by  sampling 
a  high  speed  optical  stream  at  a  rate  lower  than  the 
Nyquist  rate  gives  rise  to  a  time  dilated  version  of 
the  packet.  The  sampling  can  be  achieved  in  a 
nonlinear  crystal  or  an  optical  switch,  for  example. 
The  cross-correlated  data  are  detected  and  low-pass 
filtered  so  that  the  cross-correlation  signal 
envelope,  and  not  the  individual  sampling  pulse 
envelopes  are  measured.  Note  that  both  schemes 
for  rate  conversion  require  repeating  input  optical 
data  patterns.  Therefore,  these  schemes  must  be 
employed  in  conjunction  with  recirculating  loop 
buffers. 

In  conclusion,  we  have  described  a 
candidate  architecture,  HLAN,  for  management  and 
control  of  single-stream  100-Gb/s  local  and 
metropolitan  area  networks,  providing  packet 
switched  services  (slotted  TDM)  in  a  unidirectional 
bus  topology.  Key  technologies,  including  100 
GHz  optical  sources  [49-51],  all-optical  switches, 
active  fiber  loop  buffers  mid  rate  conversion 
techniques  have  been  demonstrated. 
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Abstract 

We  discuss  a  project  aimed  at  demonstrating  the 
physical  feasibility  of  a  novel,  high-speed 
communications  network  based  on  encoding  and 
decoding  of  coherent  ultrashort  light  pulses. 
Relevant  component  technologies,  such  as  fiber 
pigtailed  pulse  shapers,  femtosecond  dispersion 
compensation,  and  ultrafast  optical  thresholders, 
are  also  discussed. 
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Ultrafast  technology;  Ultrafast  processes  in  fibers 

Introduction 

We  are  pursuing  a  project  aimed  at  demonstrating 
the  physical  feasibility  of  a  novel,  high-speed 
communications  network  based  on  encoding  and 
decoding  of  coherent  ultrashort  light  pulses.  In 
the  envisioned  ultrashort  pulse  code-division 
multiple-access  (CDMA)  system,  a  multiplicity 
of  users  are  connected  together  via  a  common 
fiber  optic  communications  medium;  multiple- 
access  is  achieved  by  assigning  different, 
minimally  interfering  code  sequences  to  different 
subscriber  pairs.  A  unique  attribute  of  optical 
CDMA  is  the  use  of  optical  processing,  which 
implements  directly  in  the  optical  domain  certain 
network  operations,  such  as  addressing,  routing, 
and  security,  which  traditionally  have  been 
performed  electronically.  Ultrashort  pulse 
CDMA  can  lead  to  high-rate  local-  and 
metropolitan-area  networks  with  reduced  control 
requirements,  for  applications  such  as 
supercomputer  interconnects  and  multimedia 
networking.  In  addition,  our  research  into 


various  "component  technologies"  for  ultrashort 
pulse  CDMA,  described  below,  may  also  prove 
valuable  in  themselves. 

Ultrafast  optical  networking  is  made 
possible  due  to  the  tremendous  transmission 
bandwidth  of  optical  fibers  (~4  THz  for  systems 
employing  erbium-doped  fiber  amplifiers).  This 
bandwidth  can  be  allocated  in  different  ways,  as 
depicted  in  Fig.  1.  Most  effort  has  been  devoted 
to  time-division  multiplexing  (TDM)  and 
wavelength-division  multiplexing  (WDM) 
approaches.  In  TDM  high  bit  rates  (current 
research  focuses  on  rates  up  to  -100  Gb/s)  are 
achieved  by  using  shorter  and  shorter  bits.  This 
approach  parallels  traditional  electronic 
telephony  networks  but  requires  high-speed 
synchronization  and  high-speed  device  operation. 
In  WDM  the  spectrum  is  carved  into  different 
frequency  (wavelength)  channels,  each  of  which 
may  operate  at  more  modest  rates  up  to  -20  Gb/s. 
For  networking  applications  the  use  of  N 
wavelengths  in  some  sense  corresponds  to  N 
different  addresses.  In  contrast  to  TDM  and 
WDM,  signals  from  different  users  in  a  CDMA 
system  can  overlap  both  in  time  and  in  frequency 
and  are  distinguished  on  the  basis  of  their 
different  code  sequences.  One  of  the  challenges 
for  CDMA  is  that  the  coding  process  requires  a 
modulation  rate  much  faster  than  the  overall  data 
rate,  which  is  already  rather  high  in  optical 
networks  (-Gb/s).  In  the  current  work  we  utilize 
optical  frequency  domain  coding  and  processing 
technologies  which  can  deliver  the  required  very 
high  effective  modulation  rates  without  requiring 
correspondingly  high  speed  device  operation. 
One  potential  advantage  of  CDMA  is  that  it  is 
well  matched  to  networks  with  bursty  users.  The 
use  of  N  wavelengths  for  frequency  domain 
coding  allows  many  more  than  N  addresses 
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Figure  1  Schematic  illustration  of  bandwidth 
allocation  in  TDM,  WDM,  and  CDMA  optical 
networks. 


(codes),  provided  that  the  number  of  codes  active 
at  one  time  stays  sufficiently  low.  This  allows 
rapid  access  to  the  network  without  the  need  to 
reserve  specific  time  or  frequency  slots. 
Ultrashort  pulse  CDMA  appears  to  be  best 
matched  for  applications  like  local  area 
networking,  supercomputer  interconnects,  and 
cluster  computing. 

The  architecture  for  ultrashort  pulse 
CDMA  has  been  described  in  previous 
publications  and  is  sketched  in  Fig.  2  [1,  2,  3],  In 
our  scheme  coherent  ultrashort  pulses  are  first 
encoded  into  pseudonoise  bursts  and  then 
broadcast  to  all  the  users,  most  likely  in  a  star 
topology.  The  receiver  distinguishes  the  desired 
data  from  the  multiple-access  interference  by 
decoding  signals  with  the  correct  code  back  into 
ultrashort  pulses  [1,  2],  Encoding  and  decoding 
are  based  on  a  technique  for  shaping  of 
femtosecond  light  pulses  [4,  5],  Experiments 
demonstrating  the  required  ability  to  encode  and 
subsequently  decode  ultrashort  light  pulses  were 
performed  several  years  ago  using  the  visible- 
wavelength  femtosecond  lasers  which  were  then 
available  [1,  4].  However,  transmission  of  coded 
femtosecond  pulses  over  optical  fibers  had  not 
been  reported,  nor  were  any  experiments 
stringently  testing  ultrashort  pulse  CDMA  at  the 
wavelengths  compatible  with  fiber  optic 


technology.  Advances  in  femtosecond  laser  and 
fiber  optic  technology  now  make  it  viable  to 
perform  ultrashort  pulse  CDMA  experiments  at 
the  appropriate  wavelengths  for  fiber  optics.  The 
goal  of  our  research  project  is  to  assemble  a 
simple  ultrashort  pulse  CDMA  testbed,  including 
fiber  transmission  in  1 .5  pm  band,  in  order  to 
critically  test  the  physical  layer  performance  of 
this  technique. 

CDMA  Component  Technologies 

In  order  to  construct  an  ultrashort  pulse  CDMA 
testbed,  we  must  first  perform  research  into 
several  of  the  necessary  component 
technologies.  These  include  compact 
femtosecond  pulse  sources,  encoding  and 
decoding  devices,  fiber  dispersion 
compensation,  and  nonlinear  optical 
thresholding  devices.  Our  components  research 
is  summarized  in  the  following: 

Femtosecond  pulse  sources 

At  present  we  are  using  a  femtosecond  stretched- 
pulse  modelocked  fiber  ring  laser  [6]  which 
produces  very  stable  pulses  ~60  fsec  in  duration 
with  ~60  nm  bandwidth  and  a  3 1  MHz  repetition 
rate.  For  most  CDMA  system  experiments  we 
spectrally  slice  the  pulses,  resulting  typically  in 
10  nm  bandwidths  and  250  fsec  pulse  durations. 
In  some  experiments  the  pulses  are  further 
broadened  due  to  gain  narrowing  during  fiber 
amplification.  This  source  is  well  suited  to  our 
CDMA  components  research  and  should  also  be 
useful  for  initial  CDMA  systems  experiments,  but 
in  the  future  will  need  to  be  replaced  with  a 
higher  repetition  rate  source. 

Encoding  and  decoding 

We  perform  encoding  and  decoding  by  using  a 
multielement  liquid  crystal  phase  modulator 
(LCM)  to  filter  the  spectral  phases  of  optical 
frequency  components  spatially  dispersed  within 
a  simple  bulk  optics  apparatus.  The  liquid  crystal 
modulator  array,  previously  developed  at 
Bellcore  for  visible-wavelength  pulse  shaping, 
allows  reprogramming  on  a  millisecond  time 
scale  [5].  This  technology  has  been 
commercialized  and  is  available  from  at  least  two 
vendors.  We  have  constructed  a  pair  of  fiber¬ 
pigtailed  pulse  shapers  containing  commercial 
128-element  phase  modulator  arrays  with  a 
measured  fiber-to-fiber  insertion  loss  as  low  as 
5.7  dB  for  an  individual  pulse  shaper.  We  have 
used  these  pulse  shapers  to  demonstrate  encoding 
and  decoding  at  1.56  pm.  Figure  3(a)  shows 
intensity  autocorrelation  data  for  an  uncoded 
pulse,  while  3(b)  shows  autocorrelation  data  for  a 
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Figure  2  Schematic  diagram  of  an  optical  CDMA  system  based  on  encoding  and  decoding  of  coherent 
ultrashort  light  pulses. 


coded  pulse  in  which  one  of  the  LCMs  is  set 
according  to  a  length- 15  pseudorandom  re¬ 
sequence  phase  code.  The  spectral  encoding 
transforms  the  original  pulse  into  a  longer 
duration  and  lower  intensity  pseudonoise  burst. 
Figure  3(c)  shows  a  properly  decoded  pulse  in 
which  both  LCMs  are  programmed  for  equal  and 
opposite  phase.  This  restores  the  original 
ultrashort  pulsewidth  and  intensity  comparable  to 
that  in  Fig.  3(a).  Finally,  Fig.  3(d)  shows  data  for 
an  improperly  decoded  pulse  for  which  the  codes 
in  the  two  pulse  shapers  do  not  match.  A  CDMA 
receiver  could  distinguish  between  properly  and 
improperly  decoded  pulses  on  the  basis  of  the 
contrast  in  their  intensity.  In  previous  visible- 
wavelength  experiments  coding  and  decoding 
was  demonstrated  using  pseudorandom  phase 
codes  with  lengths  as  long  as  127  [4], 
Experiments  using  longer  codes  in  our  current 
apparatus  are  now  in  progress.  We  note  that  in 
contrast  to  previous  experiments  [1]  in  which 
both  coding  and  decoding  masks  were  placed 
back  to  back  within  a  single  pulse  shaper,  the 
current  work  uses  a  separate  coder  and  decoder 
pulse  shapers  connected  by  fiber. 

As  an  aside,  we  note  that  we  have  also 
applied  programmable  pulse  shapers  for 
experiments  demonstrating  the  application  of 
phase  coding  to  broadband  incoherent  light 
(amplified  spontaneous  emission  from  an  erbium- 
doped  fiber  amplifier)  [7].  Here  we  modify  the 
optical  coherence  function  rather  than  the  pulse 
shape  itself.  This  could  be  used  for  related 
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Figure  3  Femtosecond  encoding  and  decoding 
using  a  pair  of  fiber-pigtailed  pulse  shapers. 
Data  show  intensity  autocorrelations  of  (a) 
uncoded,  (b)  coded,  (c)  properly  decoded,  and 
(d)  improperly  decoded  pulses. 
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optical  CDMA  schemes  based  on  coherence 
coding  [8]  since  in  this  case  the  expensive 
femtosecond  laser  can  be  replaced  by  an 
inexpensive  incoherent  light  source. 


Dispersion  compensation 

Dispersion  will  be  the  main  effect  limiting  the 
distance  between  subscriber  stations  in  ultrafast 
CDMA  fiber  networks.  (Note  that  soliton  effects 
cannot  be  employed  in  ultrashort  pulse  CDMA 
since  successful  decoding  requires  linear  pulse 
propagation).  Dispersion  compensation 
techniques  are  currently  receiving  considerable 
attention  for  conventional  high-bit-rate  systems; 
some  of  these  techniques  can  also  be  applied  to 
femtosecond  CDMA  systems.  One  method,  the 
use  of  special  equalizing  fibers  [9]  to  compensate 
the  dispersion  of  standard  telecom  fiber,  may  be 
particularly  advantageous  for  femtosecond 
dispersion  compensation  due  to  the  possibility  of 
compensating  both  second  and  third  order 
dispersion  simultaneously.  We  initially  tested 
this  approach  for  femtosecond  applications  by 
propagating  ~60-fsec  pulses  over  a  42-m 
dispersion  equalized  link  [10].  The  pulses  were 
first  broadened  and  then  recompressed  by  a  factor 
of  300,  resulting  in  -110  fsec  output  pulses.  The 
small  broadening  was  caused  by  residual  cubic 
dispersion  (dispersion  slope),  which  we  were  able 
to  measure  precisely  using  a  spectral 
interferometry  technique  [11],  One  interesting 
aspect  of  our  method  is  that  the  use  of  a 
modelocked  laser  source  allows  measurements  of 
fibers  tens  of  meters  in  length,  which  usually 
cannot  be  measured  using  interferometric 
methods  due  to  the  need  for  a  very  long  free- 
space  delay  arm.  Our  data  indicated  that  the 
residual  dispersion  slope  was  -6  times  less  than 
in  dispersion  shifted  fiber.  We  can  use  these  data 
to  project  dispersion-limited  propagation 
distances  for  longer  pulses.  For  example,  a  250- 
fsec  pulse  is  expected  to  experience  similar 
broadening  in  a  2.8  km  dispersion  compensated 
link  if  the  dispersion  properties  remain  constant. 
We  have  recently  performed  experiments 
verifying  this  projection  and  demonstrating 
transmission  of  250-fsec  pulses  over  a  2.5  km 
link  with  roughly  a  factor  of  two  broadening,  as 
shown  in  Fig.  4.  In  these  experiments  the  pulse  is 
stretched  and  then  recompressed  by  a  factor  of 
800  in  the  link.  Figure  4  also  shows  data  for 
longer  (470  fs)  input  pulses,  which  as  expected 
exhibit  a  smaller  amount  of  broadening.  We  plan 
to  use  this  2.5  dispersion  compensated  link  for 
our  initial  ultrashort  pulse  CDMA  local  area 
networking  experiments. 


Optical  thresholding  devices 

Optical  threshold  devices  are  required  in 
ultrashort  pulse  CDMA  receivers  to  discriminate 
between  intense  properly  decoded  data  signals 
and  improperly  decoded  but  equally  energetic 
low-level  interference  signals.  We  are 
investigating  the  use  of  nonlinear  frequency  shifts 
in  passive  optical  fibers  as  well  as  nonlinear 
waveguide  photodetectors  to  perform  this 
thresholding  function. 

For  the  fiber  based  thresholders,  our 
CDMA  receiver  consists  of  a  chirped  pulse  fiber 
amplifier,  a  fiber  pigtailed  spectral  phase 
decoder,  and  the  passive  fiber  followed  by  a  filter 
and  a  photodetector.  In  the  current  thresholder 
experiments,  we  have  only  a  single  decoder  as 
opposed  to  an  encoder-decoder  pair.  We  have 
performed  two  different  fiber  thresholding 
experiments.  In  the  first  the  fiber  is  500-m  long 
and  is  dispersion  shifted  with  a  zero  dispersion 
wavelength  of  1559  nm,  which  is  near  the  center 
of  the  amplified  pulse  spectmm.  For  sufficiently 
intense  bandwidth-limited  pulses,  nonlinear 
propagation  effects  cause  the  spectrum  to  split 
and  broaden  [12],  The  resulting  nonlinear 
frequency  shifts  are  detected  by  using  a  long 
wavelength  pass  filter  followed  by  a 
photodetector.  Coded  pulses,  which  for  the  same 
pulse  energy  have  much  lower  intensity,  do  not 
exhibit  nonlinear  frequency  effects  and  are 
blocked  by  the  filter.  With  0.44  mW  average 
power  in  the  passive  fiber,  we  achieve  a  contrast 
ratio  of  nearly  30  dB  between  coded  and  uncoded 
pulses  [13].  In  the  second  experiment  we  use 
340-m  of  fiber  with  zero  dispersion  at  1547  nm. 
Since  the  pulse  is  now  entirely  in  the  anomalous 
dispersion  regime,  at  sufficient  intensity  levels 
the  spectrum  shifts  to  longer  wavelengths  due  to 
the  Raman  effect  [14].  A  contrast  ratio  of  36  dB 
is  achieved  at  an  average  power  level  of  1.8  mW. 
Further  details  on  the  thresholder  operation  are 
given  elsewhere  in  this  volume  [see  article  by 
H.P.  Sardesai  et  al].  The  high  achieved  contrast 
ratios  should  provide  good  suppression  of 
multiple-access  interference  in  a  CDMA  system. 

In  the  waveguide  photodetector 
experiments  [15],  we  exploit  the  intensity 
dependence  of  the  two-photon  absorption 
photocurrent  for  GaAs  p-i-n  photodetectors  used 
at  1.5  pm.  For  fixed  pulse  energy,  we  have 
verified  that  the  photocurrent  is  proportional  to 
the  inverse  of  the  optical  pulsewidth  over  the 
range  180  fs  to  4  ps.  We  have  also  observed  a 
subnanosecond  electrical  response  without  any 
optimization  of  the  device  packaging.  These 
results  show  the  feasibility  of  applying  such 
devices  for  ultrafast  optical  thresholding. 
Compared  to  the  fiber  devices,  the  nonlinear 
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Figure  4  Intensity  cross-correlation  measurements  of  input  and  output  pulses  from  2.5  km  dispersion 
compensated  fiber  link.  Left:  ~250-fs  input  pulses.  Right:  ~470-fs  input  pulses. 


waveguide  photodetectors  offer  lower  latency  but 
with  a  smaller  contrast  ratio.  It  may  be  possible 
to  improve  the  contrast  in  future  experiments  by 
using  three-photon  absorption. 


Proposed  Systems  Studies 

We  are  currently  working  to  integrate  the  various 
subsystems  described  above  into  a  point-to-point 
ultrafast  optical  CDMA  link  similar  to  Fig.  2. 
We  then  plan  to  conduct  systems  studies 
verifying  the  error  rate  performance  of  this  link. 
We  will  then  inject  multiple-access  interference 
onto  the  link  in  order  to  test  a  previous  analysis 
[2]  of  the  error  suppression  capabilities  of 
ultrafast  CDMA  systems. 


We  have  also  conducted  numerical 
studies  to  investigate  possible  nonlinear  effects  in 
the  fiber  link  which  could  degrade  the 
performance  of  our  scheme  [16].  Experiments  on 
amplified  pulse  propagation  in  the  2.5  km 
dispersion  compensated  fiber  link  are  now 
underway  to  validate  our  simulations.  This  work 
will  help  us  establish  the  power  budget  for 
CDMA  systems  experiments. 

Finally,  in  addition  to  the  system 
depicted  in  Fig.  2,  we  also  look  forward  to 
investigating  novel  CDMA  systems,  such  as  the 
hybrid  WDM-CDMA  scheme  sketched  in  Fig.  5. 
As  in  overlay  schemes  used  for  cellular  radio 
communications,  CDMA  optical  channels  could 
provide  additional  transmission  bandwidth  or 
handle  bursty  traffic  for  WDM  fiber  systems 
already  at  capacity. 
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Figure  5  Proposed  hybrid  CDMA/WDM  fiber 
communications  scheme. 
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Abstract 

We  propose  and  demonstrate  a  cascaded  distribution  fabric 
for  WDM  Passive  Optical  Networks  (WDM-PON)  that 
delivers  distinct  data  to  potentially  tens  of  thousands  of 
subscribers  using  a  single,  centralized  WDM  source.  This 
is  possible  by  assigning  a  unique  time  slot  to  each 
wavelength,  and  replicating  this  ‘bit-interleaved’  WDM 
signal  in  cascaded  stages  of  amplification  and  power 
splitting,  before  data  is  encoded  for  each  WDM-PON  by  a 
single  TDM  modulator. 

Key  Words 

Optical  fiber  communications;  fiber  access;  optical  fiber 
amplifiers;  wavelength  division  multiplexing;  ultrafast 
optics. 

Introduction 

Passive  Optical  Networks  (PONs)  are  attractive  for 
delivery  of  high-bandwidth  data  directly  to  the  home  [1]. 
Such  a  PON  consists  of  a  transmitter  at  the  Central  Office 
(CO),  distribution  fiber,  a  remote  branching  device,  and  an 
Optical  Network  Unit  (ONU)  at  the  subscriber’s  location. 
In  a  conventional  power-splitting  PON,  the  transmitter 
emits  an  aggregated  signal  on  a  single  wavelength,  while 
the  branching  device  is  a  power-splitter  that  distributes 
identical  signals  to  each  ONU,  each  receiving  the  aggregate 
bit-rate.  Wavelength-division-multiplexed  (WDM)  PONs, 
in  which  each  transmitted  wavelength  carries  data  for  a 
single  subscriber,  are  attractive  because  the  branching 
device,  a  WDM  router,  establishes  a  point-to-point  link 
between  the  transmitter  and  each  subscriber,  and  hence 
offers  many  upgrade  possibilities.  However,  the 
implementation  of  WDM-PONs  is  currently  still  hampered 
by  the  high  cost  of  WDM  sources. 

We  propose  and  demonstrate  a  novel  scalable  WDM 
optical  distribution  fabric,  in  which  a  centralized  WDM 
light  source  serves  a  large  number  of  WDM  passive  optical 
networks,  leading  to  a  significant  cost  sharing  of  the 
source.  We  accomplish  this  by  using  a  source  in  which 
WDM  channels  are  bit-interleaved,  so  that  each  time-slot  is 


occupied  by  only  a  single  WDM  signal.  Data  can  then  be 
encoded  by  a  single  modulator,  operating  at  the  aggregate 
bit  rate,  given  by  the  number  of  WDM  channels  x  bit  rate 
in  each  channel  [2].  Data  encoding  with  the  external 
modulator  allows  us  to  insert  a  cascade  of  amplifiers  and 
power  splitters  to  distribute  the  WDM  carrier  to  a  large 
number  of  modulators,  each  modulator  encoding  data  for  a 
single  WDM-PON.  Previously,  amplifier  cascades  have 
been  demonstrated  for  broadcast  video  distribution  [3], 
where  each  subscriber  receives  the  same  data.  Here,  by 
using  a  bit-interleaved  WDM  source  and  an  external 
modulator,  we  can  utilize  amplifier  cascades  to  share  the 
WDM  source  among  potentially  tens  of  thousands  of 
network  users  while  still  sending  distinct  data  to  each 
subscriber. 

System  Architecture 

The  network  architecture  is  schematically  shown  in 
Figure  1  and  consists  of  the  bit-interleaved  WDM  light 
source,  a  cascadable  distribution  fabric  that  delivers  the  bit- 
interleaved  signal  to  many  WDM-PONs,  and  a  single  data- 
encoding  modulator  for  each  PON.  Each  stage  of  the 
distribution  fabric  consists  of  a  power  splitter  preceded  by 
an  optional  optical  amplifier  to  compensate  for  the  splitting 
loss.  Several  of  these  stages  can  be  concatenated  by 
connecting  other  amplifier/power-split  units  to  each  port  of 
the  preceding  power  splitter.  We  envision  a  CO  transmitter 
consisting  of  a  bit-interleaved  source,  banks  of  amplifiers, 
splitters  and  modulators,  which  may  reside  in 
interconnected  modules,  as  schematically  indicated  in 
Fig.  1.  For  k  cascaded  stages  having  M- fold  power  split 
and  N  WDM  channels,  a  single  light  source  serves 

N  -  Mk  subscribers.  If  we  require  roughly  -10  dBm  in 
each  of  16  WDM  channels  at  the  central  office,  the  output 
of  a  +21  dBm  Erbium-doped  amplifier  (EDFA)  can  be 
power-split  at  least  16  times  taking  7  dB  of  insertion  loss 
for  the  modulator  into  account.  For  such  a  WDM-PON,  a 
total  of  65,536  subscribers  could  therefore  be  served  using 
only  three  cascaded  stages  of  splitting,  and  a  single  WDM 
light  source. 
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Figure  1 .  Cascadeable  WDM  local  access  communications 
system,  consisting  of  bit-interleaved  WDM  light  source, 
sequentially  emitting  N  wavelength  channels,  a  cascadable 
distribution  fabric  consisting  of  amplifier/power-split  units,  and  a 
single  data-encoding  TDM  modulator  for  each  WDM-PON.  Bit- 
interleaved  WDM  data  streams  are  shown  at  reference  points  © 
and  (D  entering  the  distribution  stage  and  after  the  modulator, 
respectively. 

Measurements 

We  demonstrate  the  distribution  network  using  a  single 
cascading  stage,  and  discuss  the  scaling  relationship  for 
each  additional  stage.  A  particular  implementation  of  a  bit- 
interleaved  WDM  source  is  used  in  this  demonstration  [2] 
obtained  by  linearly  chirping  the  broad  spectrum  of  a 
femtosecond  fiber  laser  through  dispersion  in  optical  fiber. 
The  details  of  this  “Chirped-Pulse  WDM”  source  have 
been  described  previously  [2].  The  femtosecond  laser 
delivers  pulses  with  a  70  nm  spectral  bandwidth,  at  a 
repetition  rate  of  37  MHz.  A  22  km  length  of  Lucent 
Technologies  #5D  fiber  imparts  a  chirp  of  377  ps/nm.  After 
preamplification  in  an  Er-doped  fiber  amplifier  and  passing 
through  a  bulk  InGaAsP  modulator  [4],  the  spectral 
bandwidth  is  reduced  to  20  nm.  Data  for  each  separate 
channel  are  multiplexed  into  the  buffer  of  a  pattern 
generator,  and  delivered  in  Non-Return-to-Zero  (NRZ) 
format  to  the  modulator  at  a  TDM  rate  of  1.67  Gb/s, 
derived  from  the  45th  harmonic  of  the  laser  repetition  rate. 
In  a  real  system,  the  repetition  rate  of  the  laser  will  have  to 
be  synchronized  to  the  TDM  data  rate.  Such 
synchronization  has  become  a  feature  in  some  commercial 
modelocked  fiber  lasers  [5].  Out  of  the  45  WDM  channels 
defined  this  way,  16  channels  with  centers  from  1552.5  nm 
to  1576.5  nm  and  1.6  nm  spacing  are  within  the  3  dB 
bandwidth  of  the  source.  Each  individual  channel  is 
programmed  with  a  215  pseudo-random  bitstream  (PRBS), 
with  variable  offset.  Additionally,  each  channel  can  be 
blanked,  so  that  no  data  is  transmitted  on  that  channel. 


Output  from  the  modulator  passes  through  16  km  of 
distribution  fiber,  after  which  they  are  demultiplexed  with 
an  8x8-channel  waveguide  grating  router  (WGR)  with 
1.6  nm  channel  spacing,  a  peaked  pass-band  of  0.8  nm 
(FWHM),  and  a  free  spectral  range  (FSR)  of  12.8  nm.  The 
16  WDM  channels  therefore  cover  two  free  spectral  ranges 
of  the  WGR.  For  the  distribution  stage,  a  cladding-pumped 
Er/Yb  doped  fiber  amplifier[6]  with  a  saturated  output 
power  of  23  dBm  and  a  5.1  dB  noise  figure  is  used.  A  32- 
fold  power  splitter  is  simulated  by  a  16  dB  attenuator  after 
the  amplifier.  The  output  power  after  the  distribution  stage 
is  the  same  as  the  input  power,  with  some  spectral 
distortion  introduced  by  amplifier  gain  nonuniformity. 
Each  cascaded  distribution  stage,  consisting  of  an  amplifier 
and  power  splitter,  is  expected  to  contribute  amplified 
spontaneous  emission  (ASE)  at  a  power  level  of  64  nW 
(-42  dBm)  in  a  1  nm  optical  bandwidth  [7].  For  three 
stages  of  distribution,  such  as  a  system  capable  of  serving 
more  than  64,000  subscribers,  the  ASE  power  would  be  an 
insignificant  200  nW  (-37  dBm).  Bit  error  rates  (BER)  are 
measured  with  a  Lasertron  QDFB-40  receiver,  having  a 
NRZ  sensitivity  of  -47.9  dB.  For  impulsive  (low  duty 
cycle  RZ)  coding,  the  sensitivity  of  this  receiver  improves 
to  -50.5  dB  [8]. 

Results 

In  the  first  such  measurement,  a  PRBS  is  transmitted  on 
channel  8,  at  1563.7  nm,  while  all  other  channels  are 
blanked.  The  transmission  spectra,  Fig.  2,  show  the  light 
transmitted  into  the  distribution  fiber  (upper  trace)  and  that 
received  after  router  port  8  (lower  trace)  without  (Fig.  2a) 
and  with  (Fig.  2b)  amplifier/power-split  distribution  stage, 
respectively.  The  peaked  output  spectrum  results  from 
nonuniform  gain  in  the  optical  amplifier.  The  BER  vs. 
received  power,  Fig.  2c,  shows  that  the  received  power 


Figure  2.  Spectra  of  channel  8  transmitting  PRBS,  without  (a) 
and  with  (b)  distribution  stage.  Upper  traces  show  spectra  after 
modulator;  lower  traces  show  spectra  after  router  port  8. 
Resolution  bandwidth  is  0.1  nm.  BER  vs.  received  power  (c) 
without  (dashed)  and  with  (solid)  distribution  stage. 
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Figure  3.  Spectra  of  channels  1-15  transmitting,  without  (a)  and 
with  (b)  distribution  stage.  Upper  traces  show  spectra  after 
modulator;  lower  traces  show  spectra  after  router  port  8. 
Resolution  bandwidth  0.1  nm.  BER  vs.  received  power  (c) 
without  (dashed)  and  with  (solid)  distribution  stage. 

level  for  10'9  BER  is  -50.3  dBm,  both  with  and  without 
distribution  stage.  Within  experimental  uncertainties,  no 
power  penalty  is  incurred  by  the  introduction  of  the 
distribution  stage. 

The  effects  of  crosstalk  are  measured  by  transmitting  a 
PRBS  on  each  of  channels  1-15,  while  receiving  through 
router  port  8.  Channel  16,  one  FSR  away,  is  blanked  in 
this  experiment.  Each  PRBS  is  offset  by  736  bits,  relative 
to  the  previous  channel.  The  spectra  without  (Fig.  3a)  and 
with  distribution  stage  (Fig.  3b)  are  again  shown  after  the 
modulator  (upper  traces)  and  after  demultiplexing  (lower 
traces).  The  BER  measurements,  Fig.  3c,  indicate  a 
negative  power  penalty  of  0.2  dB  in  the  presence  of  the 
distribution  stage.  On  the  other  hand,  transmission 
measurements  on  channel  1  show  a  1  dB  power  penalty. 
This  leads  us  to  conclude  that  the  -0.2  dB  negative  power 
penalty  in  channel  8  results  again  from  the  peaked 
spectrum  of  the  distribution  stage,  which  suppresses  the 
crosstalk  levels  away  from  the  signal  channel.  The  opposite 
is  true  for  the  weak  channel  1,  where  there  is  increased 
crosstalk  from  the  stronger  neighboring  channels. 

The  measured  power  penalties  can  be  largely 
eliminated  using  a  true  1x16  router  instead  of  utilizing  two 
free  spectral  ranges  of  a  1x8  WGR.  Penalties  associated 
with  non-uniform  gain  in  the  amplifier  stage  can  be 
eliminated  by  using  gain-flattened  amplifiers,  or  by  feed¬ 
forward  equalization  of  the  spectrum  [9]. 

Conclusion 

In  summary,  we  propose  and  demonstrate  an  optically 
transparent  cascaded  distribution  fabric  that  distributes  a 
centralized  bit-interleaved  WDM  source  to  potentially  tens 
of  thousands  of  subscribers.  The  fabric  can  be  grown 
simply  by  adding  amplifiers  and  splitters.  This  novel 


cascaded  distribution  fabric  enables  large-scale  sharing  of 
the  WDM  light  source,  promising  a  significant  cost 
reduction  for  the  introduction  of  WDM  in  passive  optical 
networks. 
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Abstract 

Single  stripe  GaAs/AlGaAs  semiconductor  traveling 
wave  amplifiers  have  been  used  to  generate  four 
tunable,  synchronized  WDM  channels 
simultaneously,  each  transmitting  18  picosecond 
pulses  at  2.5GHz  for  an  aggregate  pulse  rate  of 
10GHz. 

Keywords:  multiwavelength  lasers,  semiconductor 
optical  amplifiers,  modelocked  semiconductor  lasers, 
WDM-TDM  network  sources. 


Multiwavelength  optical  signal  sources 
capable  of  generating  ultrahigh  speed  and  highly 
synchronized  picosecond  pulses  are  of  great  interest 
in  novel  photonic  networks  utilizing  combined 
optical  wavelength  division  multiplexed  (WDM)  and 
time  division  multiplexed  (TDM)  data  formats.  To 
date,  multiwavelength  picosecond  pulse  generation 
has  been  demonstrated  by  using  a  variety  of 
techniques  by  many  research  groups  [1-6].  For 
semiconductor  laser  based  devices,  recent  efforts  in 
this  field  have  focused  on  the  use  of  semiconductor 
laser  arrays.  Single-stripe  semiconductor  lasers  have 
been  thought  as  unfeasible  for  simultaneous 
multiwavelength  oscillations  owing  to  the  strong  gain 
competition  between  the  oscillating  modes. 

In  this  paper,  we  demonstrate  a  tunable  four- 
channel  modelocked  laser  suitable  for  WDM-TDM 
networks,  based  on  a  single-stripe  semiconductor 
laser  amplifier  (SLA).  By  active  harmonic 
modelocking  the  grating-loaded  external  cavity  laser 
system  at  2.5  GHz,  stable  pulses  have  been  generated 
at  four  wavelengths  simultaneously.  Pulsewidths  of 
~18  ps  have  been  demonstrated  for  the  composite 
four-wavelength  output,  and  for  each  individual 
wavelength  output.  In  this  approach,  the  main 
concept  to  be  stressed  is  the  exploitation  of  the  active 
modelocking  induced  transient  unsaturated  gain  in  a 


single-stripe  device  to  achieve  stable 
multiwavelength  picosecond  pulses  generation. 

Figure  1  schematically  shows  the  setup  of 
the  four  wavelength  laser.  Actively  modelocked 
optical  pulses  are  generated  from  the  laser  diode  by 
incorporating  an  intracavity  spectral  filter  to  define 
the  individual  spectral  components.  The  end  mirror 
M2  reflects  the  four  selected  spectral  components 
back  to  the  gain  device  to  complete  the  four 
wavelength  channel  generation.  A  colinear  composite 
four-wavelength  pulse  train  is  coupled  out  from  the 
zeroth  order  grating  reflection.  Modelocking  is  made 
by  injecting  ~1  W  rf  sinusoidal  signal  at  a  frequency 
of  2.5GHz  with  175mA  of  dc  bias  current  into  the 
diode  chip.  The  position  of  the  diode  in  the  cavity  is 
chosen  to  enhance  the  eighth  harmonic  modelocking 
frequency,  which  in  this  case,  is  designed  to  be 
2.5GHz. 


Figure  1.  Schematic  of  the  experiment  setup.  STWA-- 
single-angled-stripe  semiconductor  traveling 
wave  amplifier;  G-grating  (1800  line/mm); 
SF--spatial  filter;  L— 150mm  achromatic  lens; 
M— end  mirrors. 

Figure  2  illustrates  the  output  four 
wavelength  spectra  in  active  modelocking  (upper) 
and  in  cw  operation  (lower).  Stable  four  wavelength 
lasing  was  demonstrated  at  a  pulse  repetition  rate  of 
600  MHz,  2.1  GHz,  and  2.5  GHz.  In  comparison, 
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gain  competition  prevents  the  stable  operation  of  the 
laser  in  a  multiwavelength  cw  mode. 

In  figure  3  are  autocorrelation  traces  of  the 
composite  four-wavelength  output  and  of  each 
individual  wavelength  component. 
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Figure  2.  Output  spectra  of  four  wavelengths. 


Figure  3.  Autocorrelation  traces  of  output  pulses  at  each 
wavelength  channel  and  composite  four- 
wavelength  channel. 

It  is  observed  from  these  data  that  the 
temporal  profiles  of  the  pulses  are  identical  and 
synchronized,  with  a  deconvolved  pulsewidth  of  18 
ps.  The  peaks  impressed  on  the  composite  four- 


wavelength  pulse  show  a  correlated  phase  relation 
between  each  wavelength  channel,  where  the 
temporal  modulation  is  proportional  to  the 
wavelength  separation  between  channels. 

Figure  4(a)  shows  the  tuning  characteristic 
of  the  composite  four  wavelength  output,  with  a  fixed 
spectral  separation  of  ~lnm,  and  tuned  over  the  gain 
bandwidth  of  the  SLA  (>20nm).  Figure  4(a)  suggests 
that  as  many  as  19  wavelengths  separated  by  lnm 
could  be  supported  from  this  device.  In  Figure  4(b), 
the  tuning  characteristic  is  shown  where  the 
individual  wavelength  separation  is  varied  from 
~0.8nm  to  ~2nm.  Notice  that  in  both  cases,  the 
spectral  intensities  decrease  with  large  detuning, 
showing  the  influence  of  the  gain  spectrum  of  the 
SLA. 
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Figure  4.  Tuning  of  the  four  wavelength  spectra. 
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In  cw  single-stripe  diode  lasers,  the 
competition  of  lasing  wavelengths  is  quite  strong, 
making  simultaneous  multiwavelength  output 
difficult  to  maintain,  even  though  dual  wavelengths 
were  reported  based  on  the  theory  of  spatial  hole- 
burning  in  a  diode  array  [3],  Under  modelocked 
operation,  the  gain  of  the  single-stripe  device  is 
periodically  depleted  by  the  actively  modelocked 
pulses  inside  the  cavity.  The  pulse  width  is  typically 
tens  of  picoseconds  for  active  modelocking  and  the 
pulse  period  ranges  from  several  hundred 
picoseconds  to  a  few  nanoseconds,  depending  on 
modelocking  rate.  After  the  depletion  of  the  gain  by  a 
pulse,  the  gain  partially  recovers  before  the  arrival  of 
the  second  pulse.  During  this  period,  unlike  that  in 
the  free  running  of  diode  laser,  the  device  will 
experience  an  unsaturated  gain  that  will  provide  gain 
over  a  broader  spectral  region.  This  transient  gain  is 
the  key  behind  the  simultaneous  multiwavelength 
generation  in  our  approach. 

The  advantages  of  single-angled-stripe 
diode  lasers  over  diode  laser  arrays  for 
multiwavelength  generation  lie  in  the  enhanced  phase 
correlation  between  each  wavelength,  high  pumping 
efficiency,  ease  of  facet  anti-reflection  requirements, 
better  transverse  mode  for  coupling  into  optical 
fibers,  and  simplicity.  In  particular,  in  Figure  3  the 
interference  peaks  impressed  on  the  autocorrelation  is 
an  indication  that  the  phases  between  each  individual 
wavelength  may  be  correlated.  In  addition,  since  each 
wavelength  channel  shares  a  common  rf  and  dc 
driving  source  and  a  common  cavity,  all  wavelengths 
simultaneously  experience  the  same  cavity 
perturbation,  e.g.  cavity  length  fluctuations,  time- 
varying  refractive  index  changes  inside  the  common 
active  region  and  noise  fluctuations  superimposed  on 
the  driving  signals,  as  compared  to  techniques  which 
generate  different  wavelengths  from  independent 
gain  media  or  independent  devices. 

In  order  to  obtain  a  better  understanding  of 
the  temporal  beating  effects  observed  in  the  intensity 
autocorrelation  traces,  a  numerical  simulation  was 
carried  out  to  compare  the  resultant  autocorrelation 
for  the  experimentally  measured  spectra,  but 
incorporating  several  different  phase  spectra.  In  Fig. 
5(a-d)  are  numerical  simulations  of  the  optical 
spectrum  intensity  along  with  a  plot  of  the 
corresponding  spectral  phase  which  yielded  the  best 
fit  to  the  experimental  results.  In  this  simulation,  the 
spectral  phase  is  comprised  of  two  terms.  The  first 
term  is  the  phase  owing  to  the  integrating 
nonlinearity  associated  with  gain  depletion  and  group 
velocity  dispersion.  This  terms  is  composed 
primarily  of  quadratic  and  cubic  phase  terms  and  are 


illustrated  as  the  narrow  quasi-parabolas  positioned  at 
each  spectral  component.  The  second  term  is  also 
associated  with  quadratic  phase,  however,  this  term  is 
owing  to  the  phase  delay  impressed  by  the  intracavity 
spectrometer. 
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Figure  5.  Numerical  simulations  of  the  temporal  beating 
effects. 
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This  is  seen  as  the  parabolic  envelop  superimposed 
on  the  individual  spectral  phase  components  (see  Fig. 
5(b)).  In  Figs.  5(c,d)  are  the  resultant  temporal  pulse 
intensity  and  its  corresponding  intensity 
autocorrelation.  To  clearly  observe  the  agreement 
between  the  experimental  autocorrelation  and  the 
simulation,  a  plot  of  both  are  shown  in  Fig.  6. 


Figure  6.  Experiment  autocorrelation  and  the  simulation 
comparison.  Solid  line  is  the  experiment  data. 

It  should  be  noted  that  the  individual  pulses 
both  spatially  and  temporally  overlap.  One  salient 
feature  in  the  correlation  trace  is  the  identical 
pulsewidth  of  each  of  the  four  individual 
wavelengths,  as  well  as  the  composite  four- 
wavelength  pulse  train.  This  shows  that  any  random 
timing  jitter  between  each  wavelength  signal  is 
highly  correlated,  since  uncorrelated  jitter  would 
broaden  the  composite  autocorrelation  trace. 

In  order  to  obtain  a  clearer  understanding  of 
the  possible  spectral  phase  correlation,  the 
multiwavelength  laser  was  configured  to  operate  with 
only  two  wavelengths.  This  would  imply  that  the 
temporal  beat  signal  would  be  sinusoidal.  We  then 
measured  the  interferometric  autocorrelation,  which 
is  shown  in  Fig.  7,  with  the  corresponding  spectrum 
as  the  inset. 


Figure  7.  Interferometric  autocorrelation  of  temporal 
beat  signal  of  two  wavelengths. 


This  figure  clearly  shows  the  standard  8:1  contrast 
ratio  for  the  temporal  beat  components,  suggesting 
complete  phase  correlation  between  the  two 
wavelength  signals. 

In  conclusion,  the  dynamics  of 
multiwavelength  operation  in  a  single-stripe 
semiconductor  laser  has  been  described.  By  taking 
advantage  of  the  active  modelocking  induced 
transient  unsaturated  gain,  simultaneous  four 
wavelength  optical  signal  generation  has  been 
demonstrated  in  single-stripe  laser  diodes.  The  tuning 
characteristics  suggest  that  additional  channels  can  be 
produced  based  on  this  approach.  The  ultrafast 
temporal  modulation  also  suggests  that  the 
intracavity  dynamics  play  a  role  in  establishing  phase 
coherence  and  temporal  correlation  across  the 
composite  four- wavelength  spectrum.  These  results 
show  that  modelocked  single-stripe  diode  lasers  with 
intracavity  spectral  filtering  may  be  useful  sources 
for  novel  WDM-TDM  networks. 
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ABSTRACT -  We  demonstrate  a  206-channel 
wavelength  division  multiplexed  transmitter  using  a 
single  femtosecond  laser  at  1.55  pm  and  a  single 
modulator.  The  channel  spacing  is  0.3  nm,  and  the  bit 
rate  of  each  channel  is  36.7  Mb/s. 

KEY  WORDS-  Wavelength-division  multiplexing,  fiber 
communication,  ultrafast  optics. 

Introduction 


In  this  paper,  we  demonstrate  that  CPWDM  can  be 
scaled  to  a  record  206  WDM  channels,  with  independent 
data  transmitted  on  each  channel.  To  our  knowledge,  this  is 
the  largest  number  of  channels  ever  reported  for  a  WDM 
source.  The  bit  rate  on  each  channel  is  36.7  Mb/s,  and  the 
channel  spacing  is  about  37  GHz  (0.3  nm),  with 
wavelengths  ranging  from  1535.3  nm  to  1596.3  nm. 

Transmitter  Set-Up 

Figure  1  shows  a  schematic  of  our  transmitter. 


Wavelength-division  multiplexing  (WDM)  provides  an 
attractive  way  to  increase  the  capacity  of  optical  fiber 
networks.  Recently,  there  has  been  a  push  toward  systems 
with  very  large  numbers  of  WDM  channels  [1,2, 3, 4].  The 
network  capacity,  in  these  highly  granular  systems,  can  be 
shared  more  easily  among  many  users,  increasing  the 
flexibility  of  the  network.  In  addition,  as  the  remote  nodes 
operate  at  a  bit  rate  lower  than  the  aggregate  bit  rate, 
slower  and  cheaper  electronics  can  be  used  at  these  cost 
sensitive  locations. 

Wavelength  stabilization  and  data  encoding  of  a  large 
number  of  narrowband  lasers  (e.g.  distributed-feedback 
lasers)  can  lead  to  cumbersome  transmitters.  Spectral 
slicing  of  a  spectrally  broadband  source,  on  the  other  hand, 
provides  a  simple  alternative  for  generating  many  WDM 
channels  [5,6,7,8,9,10].  Chirped-pulse- WDM  (CPWDM) 
is  a  particularly  flexible  technique  to  define  and  encode 
data  on  a  large  number  of  WDM  channels  using  a  single 
modelocked  laser  [8].  In  this  approach,  laser  pulses  are 
chirped  by  propagation  in  a  dispersive  fiber  so  as  to 
introduce  a  linear  time-delay  between  their  frequency 
components.  Because  each  wavelength  channel  occupies  a 
unique  time  slot,  a  single  modulator  operating  in  time- 
division  multiplexed  mode  can  be  used  to  encode  data 
sequentially  onto  each  channel. 


Fig.  1  Schematic  of  the  206-channel  chirped-pulse  WDM 
transmitter. 

A  stretched-pulse  modelocked  Erbium-doped  fiber  ring 
laser  with  a  repetition  rate  of  36.7  MHz  is  used  as  a 
spectrally  broadband  source  [1 1,12,13].  Figure  2  shows  a 
schematic  of  the  laser  cavity  and  a  typical  output  spectrum. 
Passive  modelocking  is  achieved  through  nonlinear 
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polarization  rotation,  and  the  so-called  “rejection  port”  of 
the  laser  is  used  to  couple  as  much  as  40  mW  of  average 
power  in  a  single  mode  fiber  [12].  Pulses  with  a  bandwidth 
in  excess  of  70  nm  are  extracted  from  this  laser. 


Cavity  Schematic: 
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Figure  2:  Cavity  schematic  of  a  stretched-pulse  modelocked 
erbium-doped  fiber  laser  along  with  a  typical  optical  spectrum 
obtained  from  the  rejection  port. 

The  spectrum  is  mapped  onto  the  time  axis  by  propagation 
through  a  single-mode  fiber  with  total  dispersion 
D  =  -340  ps/nm.  This  stretches  out  the  pulses  to  a 
duration  of  about  24.2  ns  with  a  nearly  linear  time- 
wavelength  relationship.  Figure  3  compares  the  optical 
spectrum  at  the  output  of  the  chirping  fiber  with  the 
temporal  pulse  train.  About  3.5  stretched  pulses  are 
displayed  on  the  lower  panel.  The  features  of  the  optical 
spectrum  are  clearly  mapped  onto  the  time  axis,  with  the 
long  wavelength  preceding  the  shorter  ones.  A  certain 
amount  of  overlap  between  adjacent  pulses  is  also 
apparent,  spoiling  the  wavelength-to-time  relationship  at 
the  edges  of  the  pulses.  The  corresponding  frequencies  are 
not  used  below. 


1560  > 

Wavelength 

Pulse  train: 


Time 

Figure  3:  Optical  spectrum  and  pulse  train  at  the  output  of  the 
chirping  fiber. 

An  InGaAsP  electro-absorption  modulator  with  a  12 
GHz  bandwidth  [14]  is  inserted  at  the  output  of  the  fiber 
for  data  encoding.  A  pattern  generator  synchronized  to  the 
27 1 st  harmonic  ( v mod  =  9 .9 4 2  G  H z  )  °f  the  laser 
repetition  rate  is  used  to  drive  the  modulator.  The 
modulator  undergoes  27 1  clock  cycles  as  each  chirped 
pulse  passes  through,  defining  271  frequency  bands  on 
their  spectrum.  By  turning  on  and  off  the  modulator  during 
these  cycles,  independent  messages  are  encoded  onto  each 
channel.  As  the  WDM  channels  are  addressed  sequentially 
in  time  every  271st  clock  cycle,  their  data  streams  must  be 
time-division  multiplexed  (TDM)  at  the  modulator. 

The  short  wavelength  absorption  edge  of  the  modulator 
results  in  spectral  narrowing  of  the  pulses  to  about  24  nm. 
To  partially  restore  the  original  bandwidth  and  to  equalize 
the  transmitted  spectrum,  the  modulator  bias  is  adjusted 
dynamically  as  each  pulse  passes  through,  using  feed¬ 
forward  equalization  [15].  The  feed- forward  set-up  is 
shown  on  Figure  4.  A  fiber  tap  inserted  at  the  output  of  the 
chirping  fiber  extracts  10  %  of  the  optical  power  which  is 
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used  to  provide  the  feed-forward  signal.  The  extracted 
pulses  are  fed  to  a  second  (reference)  electro-absorption 
modulator  with  absorption  characteristics  similar  to  those 
of  the  data  encoding  modulator.  Only  a  DC  bias  is  applied 
to  the  reference  modulator,  and  its  output  is  detected  with  a 
100  MHz  inverting  receiver.  After  proper  RF  delay,  the 
output  of  the  receiver  is  finally  combined  with  the  9.94 
Gb/s  TDM  data  stream  using  a  resistive  power  combiner. 


9.94  Gb/s 

RF  delay  I  data 

JL  * 


fl]  Pwr  combiner 


bias  tee  m— °-1.3  V 


data  mod. 


Figure  4:  Feed-forward  equalization  set-up. 

Figure  5  shows  that  our  feed-forward  technique  restores 
the  transmitted  optical  bandwidth  to  about  60  nm, 
corresponding  to  20.7  ns  pulses  with  a  duty  cycle  of  76 
percent. 


Wavelength  (nm)  1600 

Figure  5:  Optical  spectra  without  encoded  data  at  the  transmitter 
output  with  and  without  feed-forward  equalization. 

Transmitter  Performance 

We  first  repetitively  encode  the  same  271 -bit  TDM  word 
onto  each  pulse,  so  that  any  given  channel  carries  either 
one  of  the  bit  sequences  “000...”  or  “1 11..”.  Figure  6 
shows  the  optical  spectrum  obtained  at  the  output  of  the 


transmitter  when  the  TDM  word  “11001 100...  1 1”  is 
repetitively  encoded  onto  every  pulse. 


Figure  6:  Optical  spectrum  at  the  output  of  the  transmitter  when 
the  same  TDM  word  “1 1001 100...  1 1”  is  encoded  on  every  pulse. 
The  52  peaks  seen  here  imply  206  WDM  channels  within  the  3 
dB  bandwidth. 

As  can  be  seen,  TDM  bits  “1”  and  “0”  are  converted  into 
frequency  bands  of  high  and  low  intensity  respectively.  A 
series  of  equally  spaced  peaks  and  valleys  are  thus 
obtained,  corresponding  to  the  “11”  and  “00”  sections  of 
the  TDM  word.  Out  of  the  271  possible  wavelength  slots 
defined  by  the  modulator,  206  can  be  identified  with  less 
than  3dB  channel-to-channel  power  variation  (in  Fig.  4,  the 
outermost  channels  with  insufficient  power  are  “blanked” 
by  zero  padding  the  first  and  last  few  digits  of  the  TDM 
word).  The  channel  center  wavelengths  range  from  1535.3 
nm  to  1596.3  and  channel  spacing  increases  from  0.29  nm 
for  wavelengths  around  1596  nm,  to  0.31  nm  for 
wavelengths  around  1535  nm.  We  attribute  this  variation 
to  third  order  dispersion  in  the  chirping  fiber.  Third-order 
dispersion  introduces  a  linear  dependence  of  the  dispersion 
coefficient,  D,  on  wavelength,  and  therefore  of  the  channel 
spacing  governed  byA/t  =  l/  DLvmod,  where  L  is  the 
length  of  the  chirping  fiber. 

Next,  we  use  different  271 -bit  TDM  words  for  every 
pulse  so  as  to  encode  independent  messages  on  every 
channel.  Pseudo-random  bit  streams  (PRBS)  with  a  length 
of  2 11  for  every  channel  are  time-division  multiplexed  and 
stored  in  the  pulse-pattern  generator  memory.  A  tunable 
filter  with  a  bandwidth  of  1.5  nm  and  a  tunable  Fabry-Perot 
filter  with  a  bandwidth  of  0.097  nm  and  a  free  spectral 
range  of  2020  GHz  are  used  to  filter  out  a  single  channel  at 
the  output  of  the  transmitter.  Figure  7  shows  a  plot  of  the 
bit-error-rate  as  a  function  of  received  power  for  channel 
92  centered  at  1562.4  nm  (multiplex  mode). 
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Figure  7:  Bit-error- rate  curves  for  channel  92  in  broadcast  and 
multiplex  modes.  A  2 11  pseudo-random  bit  stream  was  used  in 
both  cases.  The  inset  shows  an  eye  diagram  for  this  channel  in 
multiplex  mode. 


The  effect  of  cross-talk  between  adjacent  channels  on 
the  system  performance  can  be  estimated  by  encoding  the 
same  PRBS  on  every  channel  (broadcast  mode).  In  this 
case,  the  modulator  essentially  operates  at  a  36.7  MHz 
clock  cycle.  As  can  be  seen,  the  sensitivity  degradation  in 
multiplex  mode  is  less  than  1  dB.  Figure  7  also  shows  the 
eye  diagram  at  the  output  of  our  47  MHz  bandwidth 
receiver  in  multiplex  mode  for  a  received  optical  power  of 
-46  dBm.  The  pulses  in  each  channel  have  a  duration  of 
about  100  ps  and  thus  produce  an  RZ  eye  diagram 
characteristic  of  the  impulse  function  of  the  receiver. 


Conclusions 

We  report  a  WDM  transmitter  with  a  record  206  channels 
spaced  by  37  GHz.  Our  chirped-pulse-WDM  design  uses  a 
single  modelocked  fiber  laser  and  a  single  TDM 
modulator.  The  bit  rate  per  channel  is  36.7  Mb/s. 
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Abstract 

A  high  frequency  (33  GHz)  optical  pulse  train  from  a 
monolithic  mode-locked  semiconductor  laser  at  X  =  1554 
nm  was  modulated  by  pulses  from  a  low  repetition  rate  (1 
GHz)  gain-switched  distributed  feedback  laser  (DFB)  at  a 
different  wavelength  X  =  1542  nm  by  using  a  nonlinear 
optical  loop  mirror  (NOLM).  This  technique  provides  a 
scheme  of  optical  coding  of  a  high  repetition  rate  optical 
pulse  source  and  can  simultaneously  perform  N  x  1 
multi-wavelength  conversion. 

Key  Words 

Optical  coding,  Semiconductor  laser,  Hybrid  mode¬ 
locking,  Nonlinear  optical  loop  mirror,  Wavelength 
conversion 

Introduction 

The  key  components  of  optical  transmitters  for  high  bit 
rate  time  division  multiplexing  (TDM)  are  a  high 
frequency  optical  pulse  generator  and  a  high  speed 
modulator  [1].  Recently  developed  monolithic  hybrid 
mode-locked  semiconductor  lasers  (HML-SL)  can 
generate  low  jitter,  nearly  transform  limited  pulses  with 
repetition  frequencies  beyond  30  GHz  [2-3].  At  these 
frequencies,  coding  of  information  into  the  pulse  train 
using  modulators  becomes  difficult  due  to  limitations  in 
the  driving  electronics.  An  alternative  approach  is  to  use 
all-optical  switches.  Instead  of  handling  very  high  speed 
electrical  signals  by  modulators,  the  control  optical 
signals  can  be  generated  by  combining  several  low  bit 
rate  data  channels  using  all-optical  switches.  The  NOLM 
switch  [4]  is  especially  attractive  for  this  purpose. 
Previous  works  on  NOLM  have  demonstrated  its 
capability  as  a  high  speed  demultiplexer  in  high  bit  rate 
transmission  systems  [5-6].  However,  no  trial  has  been 
reported  on  the  combination  of  HML-SL  and  NOLM  as  a 
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coding  device  for  TDM  and,  at  the  same  time,  as  an  N  x  1 
wavelength  converter. 

In  this  paper,  we  report  the  successful  coding  of 
a  33  GHz  pulse  train  from  a  monolithic  HML-SL  using  a 
NOLM  switch.  The  all-optical  coding  offers  an 
additional  advantage  of  providing  WDM-to-TDM 
conversion,  where  multi-low  bit  rate  channels  of  different 
wavelengths  are  converted  into  a  high  bit  rate  channel  of 
unified  wavelength. 

Experimental  Set-up 

The  experimental  configuration  of  the  optical  coding 
demonstration  is  shown  in  Fig.  1.  Nearly  transform 
limited  pulses  are  generated  from  a  monolithic  HML-SL 
at  33  GHz  repetition  frequency  with  a  pulsewidth  of  6  ps 
and  a  center  wavelength  of  1554  nm.  These  pulses  are 
used  as  'probe'  for  the  NOLM  switch. 

Data  pulses  are  generated  by  gain-switching  a 
1.542  pm  DFB  laser  at  1  GHz  and  linearly  compressed  to 
7  ps.  These  pulses  are  split  by  a  fiber  coupler,  with  one 
pulse  train  delayed  by  an  optical  delay  line  and  then  re¬ 
combined  to  simulate  two  data  channels.  An  electrical 
delay  line  is  also  used  to  further  adjust  these  data  pulses 
relative  to  the  probe  pulses. 

The  NOLM  switch  is  composed  of  a  1  km-long 
polarization  maintaining  fiber  (PANDA)  with  zero 
dispersion  wavelength  at  1545  nm,  in  which  the  data  and 
probe  pulses  experience  normal  and  anomalous 
dispersion,  respectively,  while  having  nearly  the  same 
propagation  speed.  Hence,  the  walk-off  effect  is 
negligible.  Two  polarization  controllers  are  used  to  align 
the  polarization  of  signal  pulses  to  the  fiber  polarization 
axis.  We  estimated  the  required  switching  energy  using  7 
ps  pulses  in  this  NOLM  as  4.2  pj.  Finally,  the  coded 
pulses  are  extracted  from  the  transmitted  port  of  the 
switch  using  a  3  nm  bandpass  filter  centered  at  1554  nm. 
These  are  then  monitored  by  a  45  GHz  pin  photodiode  in 
conjunction  with  a  50  GHz  sampling  scope. 
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Results  and  discussion 

Fig.  2  shows  output  pulses  from  the  transmitted  and 
reflected  ports  of  the  NOLM.  These  measurements  are 
taken  using  only  one  data  channel.  The  transmitted  signal 
is  a  coded  pulse  train  at  1  GHz  and  X  =  1554  nm.  The 
reflected  pulse  train  shows  that  one  out  of  every  33  pulses 
is  switched.  The  switching  energy,  measured  after  1  km 
loop,  is  approximately  4  pJ,  which  is  close  to  the 
predicted  value  of  4.2  pJ.  We  noticed  that  insufficient 
switching  in  the  reflected  pulses  is  a  consequence  of  the 
jitter  of  gain-switched  laser  and  subsequent  signal 
averaging  in  the  scope. 


Time  (200  ps/div) 


Fig.  2  Reflected  and  transmitted  optical  pulses  from  the 
NOLM  at  A.  =  1554  nm. 


Another  important  function  of  the  NOLM  is 
wavelength  conversion.  With  this  coding  scheme,  the 
NOLM  can  be  used  as  a  wavelength  converter  with 
flexible  wavelength  requirement  owing  to  the  fact  that  its 
operation  does  not  depend  on  material  resonance. 

Using  the  same  principle  of  simultaneous  coding 
and  wavelength  conversion,  we  can  easily  realize  many- 
channel  operation  using  several  lasers.  Again,  coding  and 
N  x  1  wavelength  conversion  is  achieved  using  the 
combination  of  HML-SL  and  NOLM.  In  our  case,  this  is 
experimentally  simulated  using  two  data  pulse  trains, 
delayed  relative  to  each  other.  Fig.  3  shows  the  result  of 
multiplexing  separate  data  channels.  Channels  are 
identified  by  delay  time  relative  to  a  particular  channel 
(ch  1).  Hence,  channels  2,  4  and  8  have  delay  times  of  30 
ps,  90  ps  and  210  ps,  respectively.  With  1  Gb/s  for  each 
data  channel,  a  total  of  33  channels  (or  33  x  1  conversion) 
with  total  capacity  of  33  Gb/s  could  be  supported  by  this 
set-up. 

Conclusions 

All-optical  coding  of  high  bit  rate  optical  pulse  trains  has 
been  demonstrated  using  a  novel  technique.  Two-channel 
coding  of  the  33  GHz  pulse  train  from  a  mode-locked 
semiconductor  laser  is  realized  using  a  NOLM  switch 
with  gain-switched  pulses  at  1  GHz  repetition  rate.  This 
coding  scheme  can  also  convert  the  wavelengths  of 
different  data  channels  into  a  unified  wavelength,  which 
is  essential  for  long  distance  transmission. 
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Fig.  3  Multiplexed  channels  for  a  simulated  WDM-to-TDM 
conversion  with  a  total  capacity  of  33  Gb/s. 
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Abstract 

We  present  an  ultrafast  nonlinear  optical  loop  mirror 
(NOLM)  switch  based  on  multiple  collisions  between 
orthogonally  polarized  signal  and  control  solitons  in 
highly  bireffingent  optical  fiber.  The  8-m  circumference 
switch  has  an  on/off  ratio  of  80: 1  and  exhibits  tolerance  to 
timing  jitter  of  1.2  ps. 

Key  Words 

Couplers,  switches  and  multiplexers,  Pulse  propagation 
and  solitons,  Ultrafast  all-optical  devices. 

Introduction 

Since  the  nonlinear  optical  loop  mirror  (NOLM)  was 
proposed  as  a  device  for  ultrafast  all-optical  signal 
processing  by  Doran  et  al.  [1],  it  has  been  extensively 
investigated.  Because  it  is  a  fiber  ring,  the  NOLM  does 
not  require  interferometric  alignment  and  is  insensitive  to 
changes  in  the  linear  refractive  index  due  to  temperature 
fluctuations  and  other  environmental  effects.  The  NOLM 
has  been  demonstrated  as  an  ultrafast  all-optical  switch  for 
high-speed  optical  time  division  multiplexed  (TDM) 
systems  [2,3]  and  shown  to  have  wide  applications  in 
networks  as  a  timing  jitter  recovery  device  [4],  an  optical 
logic  gate  [5,6],  and  as  a  wavelength/pulsewidth  converter 
[7,8].  One  of  the  main  drawbacks  of  NOLMs  has  been  the 
long  fiber  lengths  required  to  implement  complete 
switching  due  to  the  extremely  small  nonlinearity  of  silica 
fiber.  Non-fiber  nonlinear  elements  such  as  semiconductor 
amplifiers  [9]  have  been  employed  to  enhance  the 
nonlinearity  but  have  led  to  slower  switching  speeds  and 
high  cost. 

NOLM  based  on  soliton  collisions 

One  solution  is  a  NOLM  design  that  employs  multiple 
soliton-soliton  collisions  in  highly  birefringent, 


polarization  maintaining  (PM)  fiber  to  accumulate  large 
nonlinear  phase  shifts  in  relatively  short  fiber  lengths  [10- 
12].  Two  orthogonally  polarized  soliton  pulses  can 
exchange  a  nonlinear  phase  shift  when  they  collide  in  PM 
fiber  but  remain  almost  unaffected  by  the  collision  in 
terms  of  their  temporal  and  spectral  shapes,  group 
velocities,  and  central  frequencies  if  the  exchanged  phase 
shift  is  small  compared  to  n  [10,1 1].  We  have  extensively 
modeled  collisions  between  a  continuous  range  of  solitary 
wave  control  pulse  energies  up  to  fourth-order  soliton 
energy  and  a  first  order  signal  soliton  in  PM  optical  fiber 
[12].  The  results  indicate  that  the  pulse  shape  of  the  signal 
is  virtually  unaffected  by  the  collision,  as  it  acquires  a 
collisional  phase  shift,  A<t>con,  approximated  by 


^coll 


1.17  A  2IDIA2 


(1) 


n  An  r 

where  X  is  the  center  wavelength,  D  is  the  dispersion 
parameter,  A  is  the  control  pulse  amplitude  (normalized  to 
N=1  soliton)  of  the  control  pulse,  An  is  the  birefringence, 
and  x  is  the  temporal  pulse  full  width  at  half  maximum 
(FWHM).  As  might  be  expected,  the  nonlinear  phase  shift 
is  proportional  to  the  pulse  peak  power  A2  and  inversely 
proportional  to  the  pulse  width  T,  as  high  peak  power  and 
narrow  pulse  width  incur  large  nonlinearity  and  therefore 
large  nonlinear  phase  shift.  We  have  experimentally  and 
numerically  confirmed  the  validity  of  the  analytic 
expression  of  equation  (1)  in  the  A<3.5  regime  [12].  At 
higher  control  pulse  energies,  Raman  effects  begin  to 
adversely  affect  the  switching. 


Experiment 

Based  on  our  modeling,  we  have  constructed  the  NOLM 
shown  in  Figure  1.  A  3-dB  PM  fiber  coupler  splits  the 
signal  into  two  counterpropagating  half-signals.  A  fiber 
polarizing  beam  splitter  (PBS)  introduces  an  othogonally 
polarized  control  pulse  into  the  loop  and  a  second  fiber 
PBS  extracts  the  control  pulse.  The  loop  consists  of  eight 
~  1-m-long  fiber  segments.  We  employ  a  cross-splicing 
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technique  that  periodically  alternates  the  fast  and  slow 
axes  of  the  fiber  to  achieve  repeated  collisions  between  the 
control  and  signal  pulses  [11].  These  collisions  result  in 
an  accumulation  of  the  net  nonlinear  collisional  phase 
shift.  The  cross- splice  is  achieved  by  rotating  one  fiber’s 
birefringence  axis  90°  with  respect  to  the  other  fiber 
before  fusion  splicing. 


control  pulse 
delay  stage 


Figure  1.  Experimental  setup  for  soliton  collisions  in  a  nonlinear  optical 
loop  mirror  (NOLM).  OPO  is  an  optical  parametric  oscillator,  50/50 
indicates  a  3-dB  PM  fiber  coupler,  PBS  indicates  a  polarizing  beam 
splitter,  X/2  indicates  a  halfwave  plate,  and  <8>  indicates  a  cross  splice. 


ps.  To  complete  a  collision  between  the  signal  and  the 
control,  only  30  cm  long  fiber  is  needed.  Thus,  the  extra 
70  cm  of  fiber  in  each  section  provides  timing  jitter 
tolerance.  For  other  applications,  the  window  width  can  be 
selected  as  desired  by  changing  the  fiber  lengths.  For 
instance,  keeping  other  parameters  fixed,  if  the  length  of 
each  fiber  segment  were  increased  to  1.5  m,  the  window 
width  would  be  1.9  ps. 


Figure  2.  Switching  contrast  ratio  versus  the  relative  delay  of  the 
control  soliton.  The  solid  line  corresponds  to  the  experimental  data  and 
the  dashed  line  indicates  the  result  from  a  numerical  simulation. 


The  experiments  are  performed  with  an  optical 
parametric  oscillator  (OPO)  pumped  by  a  mode-locked 
Ti:sapphire  laser,  producing  pulses  at  a  repetition  rate  of 
82  MHz.  The  OPO  generates  transform-limited  180  fs 
pulses  at  1550  nm,  which  are  split  into  signal  and  control 
pulses  at  the  PBS  cube  splitter.  A  half-wave  plate  before 
the  PBS  cube  is  used  to  continuously  vary  the  energy 
ratio  of  the  control  to  the  signal.  The  signal  is  directly 
coupled  into  the  3-dB  PM  fiber  coupler  while  the  control 
is  sent  through  an  optical  delay  stage  and  then  to  the  fiber 
PBS,  where  it  is  recombined  with  the  clockwise 
propagating,  orthogonally  polarized  half-signal.  The 
control  copropagates  with  the  signal,  repeatedly  collides 
with  it,  and  imparts  an  accumulation  of  nonlinear  phase 
shift  through  cross  phase  modulation  (XPM).  The  PM 
fiber  was  Fujikura  PANDA  fiber  with  a  birefringence  of 
An=4.4xl0"4  and  dispersion  parameter  D=15  ps/nm  km. 

Results 

We  study  the  switching  characteristics  by  monitoring  the 
routed  signal  at  the  transmission  port  of  the  loop  mirror 
while  we  scan  the  relative  delay  of  the  control.  In  our 
experiment,  the  two  half-signals  are  set  to  be  fundamental 
solitons  with  average  powers  of  30  mW  and  the  control 
pulse  corresponds  to  an  A=1.25  soliton.  Figure  2  depicts 
the  switching  contrast  ratio  versus  the  relative  delay 
between  the  control  and  the  signal.  An  ON/OFF  ratio  of 
80:1  is  obtained  when  75%  of  the  available  power  is 
switched  out  (losses  in  the  fiber  couplers  and  splices  aie 
excluded).  The  curve  remains  flat  for  approximately  1.2 


The  results  of  numerical  simulations  are  also  shown  in 
Figure  2  for  comparison.  Our  analysis  employs  the  split- 
step  Fourier  method  to  simulate  the  propagation  and 
interaction  of  the  orthogonally  polarized  signal  and  control 
solitons  as  described  by  the  coupled  nonlinear  Schrodinger 
equations  (CNLS)  [13].  The  switching  window  differs 
from  the  simulation  in  the  transition  regions  primarily 
because  the  simulation  strictly  sets  the  length  of  each 
fiber  segment  to  be  1  m.  In  the  experiment,  the  fiber 
lengths  are  not  precisely  equal  and  distributed  randomly 
between  0.9  m  and  1.1m,  which  broadens  the  transition 
region  and  causes  the  relatively  longer  wings  in  the 
switching  window. 

We  find  a  6%  fluctuation  of  the  average  power  in  the 
switched  out  signal  which  is  closely  dependent  on  the 
relative  phase  between  the  copropagating  signal  and 
control.  This  effect  indicates  that  some  interferometric 
crosstalk  is  occurring  despite  the  fact  that  the  polarization 
isolation  of  our  NOLM  is  better  than  -20  dB.  This  effect 
occurs  because  the  signal  and  control  pulses  originate 
from  the  same  laser  and  therefore  are  highly  coherent.  This 
problem  can  be  solved  by  using  incoherent  signal  and 
control  pulses.  In  actual  optical  communication  and 
networks  applications,  pulses  from  different  laser  sources 
are  used  and  this  coherent  interference  would  be  averaged 
out.  The  intrapulse-Raman-scattering  effect  is  observed  on 
both  signal  and  control  solitons.  However,  pulse  breakup 
does  not  occur  due  to  the  fact  that  different  frequency 
components  of  a  soliton  tend  to  remain  together.  As  a 
result,  the  whole  pulse  moves  to  a  longer  wavelength  but 
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remains  as  a  unit  without  noticeable  distortion  in  the 
pulse  shape. 

A  pulse  train  with  deconvolved  widths  of  -180  fs  (a 
sech  shape  is  assumed)  are  regenerated  at  the  transmission 
port  of  the  3-dB  coupler.  The  autocorrelation  traces  of  the 
switched  out  signal  is  shown  in  Figure  3  (dotted  curve).  It 
closely  matches  the  autocorrelation  trace  of  the  original 
OPO  pulse  (solid  line),  clearly  illustrating  that  the 
switched  out  signal  is  fully  recovered  and  corresponds  to  a 
first  order  soliton. 


time  (fs) 


Figure  3.  Autocorrelation  traces  of  the  switched  signal  pulse  measured 
at  the  transmission  port  of  the  3-dB  fiber  coupler.  The  dashed  line: 
control  pulse  absent.  The  dots:  control  pulse  present.  The 
autocorrelation  of  the  original  OPO  pulses  (solid  line)  is  presented  for 
comparison. 

Conclusion 

In  conclusion,  we  have  achieved  an  ON/OFF  ratio  of  80:1 
with  a  cross-spliced  NOLM.  Since  the  collision 
interaction  length  is  30  cm  and  can  occur  anywhere  within 
the  individual  fiber  sections,  the  NOLM  is  fairly  tolerant 
to  timing  jitter  between  the  control  and  the  signal  pulses. 
In  our  case,  each  fiber  segment  is  approximately  1  m  and 
the  entire  loop  is  only  8  m  long.  We  have  demonstrated 
timing  jitter  tolerance  of  1.2  ps  by  scanning  the  relative 
delay  of  the  control  and  obtained  an  ON/OFF  switching 
ratio  of  80: 1 . 
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Abstract 

We  report  experimental  results  on  a  nonlinear  fiber-optic 
receiver  which  uses  the  Raman  self-frequency  shift  effects 
in  optical  fibers  to  perform  intensity  thresholding  with 
femtosecond  response  times.  The  receiver  exhibits  a 
contrast  ratio  of  36  dB  for  received  pulse  energies  of  -  1 

pj. 
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Summary 

Optical  Code  Division  Multiple  Access  (CDMA) 
communication  systems  are  an  interesting  choice  for  local 
area  optical  networks  due  to  their  unique  attributes  of 
optical  processing,  asynchronous  transmission,  high 
information  security  and  the  capability  for  multiple  access 
which  results  in  high  overall  data  transmission  rates  [1]. 
Here  we  report  results  on  a  nonlinear  fiber-optic  receiver 
for  an  optical  CDMA  scheme  based  on  encoding  and 
decoding  of  coherent  ultrashort  pulses.  As  proposed 
previously  [1],  ultrashort  pulse  CDMA  transmitters  would 
use  a  spectral  phase  encoder  to  convert  input  femtosecond 
pulses  into  a  low  intensity  pseudonoise  burst.  Multiple- 
access  would  be  accomplished  by  assigning  different, 
minimally  interfering  phase  codes  to  different  users. 
Correctly  coded  signals  are  converted  back  into 
femtosecond  pulses  by  a  spectral  phase  decoder  in  the 
CDMA  receiver,  while  incorrectly  coded  signals  remain  as 
low  intensity  pseudonoise  bursts.  The  desired  data  can  be 
then  detected  using  a  nonlinear  optical  thresholder.  The 


key  requirement  for  the  ultrashort  pulse  CDMA  receiver/ 
thresholder  is  the  ability  to  discriminate  between  properly 
decoded  femtosecond  pulses  and  the  equally  energetic  but 
improperly  decoded  picosecond  interference  signals.  We 
describe  such  a  receiver  which  uses  intensity  dependent 
nonlinear  frequency  shift  effects  (Raman  effects)  in  optical 
fibers  to  achieve  thresholding  with  a  high  contrast  ratio  of 
nearly  36  dB  for  received  pulse  energies  as  low  as  ~  lpJ. 
To  our  knowledge,  these  are  the  first  experiments 
demonstrating  a  high  contrast  thresholder  for  ultrafast 
optical  pulses. 

The  Raman  effect  on  ultrashort  optical  pulses 
propagating  in  silica  fibers  and  the  resulting  soliton  self 
frequency  shift  effect  have  been  quite  well  investigated 
[2,3].  An  optical  intensity  dependent  switch  using  the 
soliton  self-frequency  shift  has  also  been  reported  [4]. 
Although  the  soliton  self  frequency  shift  effect  is 
considered  a  detrimental  effect  in  high  bit  rate 
communication  systems  since  it  is  a  potential  source  of 
jitter,  its  pulse-width  and  intensity  dependent  frequency 
conversion  characteristics  can  be  exploited  to  perform  a 
new  function,  namely  thresholding,  for  an  ultrashort  pulse 
CDMA  receiver.  A  block  diagram  of  the  receiver  is 
shown  in  fig.  1.  Input  pulses  to  the  experiment  are 
generated  by  a  stretched  pulse  modelocked  fiber  ring  laser 
[5]  and  are  spectrally  filtered  to  yield  pulse  durations  of 


Filtered  input  pulses  Output 


Figure  1 .  Block  diagram  of  experimental  arrangement 
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-  275  fs  with  a  repetition  rate  of  -  30  MHz  and  an 
average  power  30  |iW.  These  pulses  are  amplified  by  ~ 
27  dB  by  a  two  stage  chirped  pulse  (CPA)  erbium  doped 
fiber  amplifier.  Unlike  previous  fiber  CPA  experiments 
[6],  here  we  use  a  dispersion  compensating  fiber  for  the 
pulse  compression  stage.  The  combined  effects  of  gain 
narrowing  in  the  amplifier  and  fiber  nonlinearities  in  the 
compression  stage  broadens  the  pulses  to  ~  1  ps  with  a 
spectral  bandwidth  of  ~  3  nm  centered  at  1559  nm.  The 
amplified  pulses  are  then  passed  through  a  fiber  pigtailed 
pulse  shaper  containing  a  multi-element  liquid  crystal 
phase  modulator  as  a  programmable  spectral  encoder  [7]. 
We  have  measured  the  fiber-to-fiber  insertion  loss  as  low 
as  5.7  dB.  Although  fiber  pigtailed  pulse  shapers  have 
been  previously  demonstrated  for  WDM  applications  [8], 
to  our  knowledge,  this  is  the  first  demonstration  of  fiber 
pigtailed  pulse  shaping  for  actual  time  domain  pulse 
shaping  experiments.  The  spectral  phases  are  set  either  to 
a  length  63  m-sequence  pseudorandom  phase  code  which 
encodes  the  pulses  into  10  -12  ps  wide  pseudorandom 
bursts  or  held  constant  leading  to  unchanged  ~  lps 
uncoded  pulses. 

Coded  or  uncoded  pulses  from  the  pulse  shaper 
are  connected  to  the  nonlinear  thresholder  which  is  simply 
a  340  m  length  of  optical  fiber  with  zero  dispersion 
wavelength  Xo  ~  1547  nm  followed  by  a  long  pass  filter 
and  photodetector.  The  nonlinear  Raman  self  frequency 
shift  effect  causes  the  mean  wavelength  of  the  high 
intensity  shorter  duration  uncoded  pulse  to  shift  to  a 
longer  wavelength  [2,3].  The  magnitude  of  the  spectral 
shift  can  be  controlled  by  varying  the  intensity,  pulse 
duration,  and  propagation  distance  through  the  fiber. 
The  coded  pulse  with  a  lower  intensity  and  larger  time 
duration  propagates  through  the  same  length  of  the 
thresholder  fiber  but  exhibits  negligible  spectral  shifts. 
Figs.  2  (c)  and  2  (d)  show  the  power  spectral  data  for  1.84 
mW  average  power  in  the  thresholder  fiber  clearly 
revealing  the  differences  in  the  output  spectra  for  coded 
and  uncoded  pulses.  The  input  spectra  at  the  same  power 
levels  are  shown  in  Figs.  2(a)  and  2(b)  for  comparison. 
These  frequency  shifts  are  converted  into  a  contrast  in 
energy  by  using  a  long  wavelength  pass  filter  followed  by 
a  slower  photodetector  operating  at  speeds  comparable  to 
the  repetition  rate  of  the  system.  By  optimally  choosing 
the  average  power  and  the  filter  cutoff  wavelength  a  high 
contrast  ratio  between  coded  and  uncoded  pulses  is 
obtained  as  shown  in  Fig.  3  for  a  fixed  m-sequence  code. 
A  contrast  ratio  of  nearly  36  dB  is  achieved  for  a  1577  nm 
cutoff  wavelength  and  1.84  mW  average  power.  In  the 
future  we  intend  to  use  these  thresholders  in  system 
experiments  testing  ultrashort  pulse  CDMA  systems  over 
distances  suitable  for  local  area  networks. 


wavelength  (nm) 


wavelength  (nm) 


wavelength  (nm)  wavelength  (nm) 


Figure  2.  (a)  power  spectrum  of  the  coded  signal  at  the  input  of 
the  nonlinear  thresholder,  (b)  power  spectrum  of  the  uncoded 
signal  at  the  input  of  the  nonlinear  thresholder.  (c)  and  (d) 
power  spectrum  at  the  output  of  the  thresholder  corresponding  to 
(a)  and  (b)  respectively.  Average  power  in  the  nonlinear 
thresholder  fiber  is  1.84  mW  for  each  case. 


Figure  3.  Contrast  ratio  of  the  nonlinear  receiver  for  different 
cut-off  wavelengths  of  the  long  wavelength  pass  filter  as  a 
function  of  average  signal  power  in  the  thresholder  fiber. 
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ABSTRACT -  Impulsive  operation  of  receivers  is  shown 
to  result  in  better  sensitivities  compared  to  NRZ.  We 
show  that  contrary  to  conventional  wisdom,  the 
optimum  detection  bandwidth  for  impulsive  coding  is 
larger  than  for  NRZ. 

KEY  WORDS:  Optical  receiver,  ultrafast  technology. 


Introduction 

Non-return-to-zero  (NRZ)  coding,  in  which  optical  pulses 
occupy  a  full  bit  period,  is  the  most  widely  used  format  in 
optical  fiber  communication.  The  popularity  of  NRZ  stems, 
in  part,  from  its  minimum  use  of  electronic  bandwidth  to 
modulate  the  output  of  a  continuous-wave  laser  at  a  given 
bit  rate.  New  transmitters  using  modelocked  lasers  are 
however  being  considered  for  which  “impulsive  coding”  is 
a  more  natural  format.  Contrary  to  NRZ,  the  optical  power 
of  an  impulsively  encoded  pulse  train  occupies  only  a  small 
fraction  of  the  bit  periods  (Fig.l). 


optical 
power 


NRZ 


10  110  0 


time 


Impulsive 

optical  4 
power 


1  0  1 

Figure  1:  Pictorial  representation  of  NRZ  and  impulsively 
encoded  optical  data  streams.  T  is  the  bit  period. 

In  this  paper,  we  show  that  impulsive  coding  results  in 
better  receiver  sensitivities  compared  to  NRZ.  We  report 
impulsive  sensitivity  improvements  as  large  as  4.7  dB  and 
5.8  dB  for  two  pin-FET  front-ends  [1].  These  values  are  in 
good  agreement  with  a  model  of  the  response  and  noise 
characteristics  of  the  receivers.  They  also  confirm  a 


1  0  0 


time 


prediction  by  Personick  that  the  impulse  excitation  of  a 
receiver  produces  the  best  signal-to-noise  ratio  for  a  given 
pulse  energy  [2].  As  explained  below,  however,  we  find 
the  Personick  theory  to  be  of  limited  help  in  predicting 
quantitatively  the  magnitude  of  the  impulsive  sensitivity 
improvement  for  specific  receiver  front-ends.  In  addition 
to  being  ambiguous,  it  suggests  that  the  optimum  receiver 
bandwidth  for  impulsive  detection  is  narrower  than  for 
NRZ.  contrary  to  what  we  find  experimentally. 

Receiver  Model 

The  origin  of  the  improved  sensitivity  achieved  with 
impulsive  coding  can  be  understood  qualitatively  from  an 
/?C-circuit  model  of  the  receiver  front-end.  The  3  dB 
bandwidth  of  the  circuit  shown  in  Figure  2  is 

f3dB=S/(27TRC). 


Figure  2:  Simple  RC  model  of  a  receiver  front-end. 

For  NRZ,  the  input  photocurrent,  /,  is  either  0  or  i0 , 
depending  on  the  logical  state  transmitted  (binary  0  or 
binary  1  respectively).  These  levels  define  two  input 
voltage  values,  0  and  Ri0  respectively,  between  which  Vin 
transits  with  a  time  constant  given  by  the  RC  product  of  the 
front-end  (Figure  3).  These  asymptotic  values  are  reached 
for  long  strings  of  zeros  or  ones,  when  the  photocurrent  is 
essentially  DC  and  flows  entirely  through  the  resistor.  For 
impulsive  coding,  the  photocurrent  is  a  series  of  delta 
functions  in  time,  weighted  by  the  photocharge  per  bit, 
i0/B ,  which  is  the  same  as  for  NRZ.  This  photocharge 
appears  suddenly  at  one  terminal  of  the  capacitor,  creating 
a  voltage  swing  i0/BC .  This  value  is  3.63  f3dB/B  times 
larger  than  the  peak  NRZ  input  voltage.  The  larger  signal 
obtained  with  impulsive  coding  translates  into  better 
receiver  sensitivities. 
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1  0  1  time  time 

Figure  3:  Input  photocurrent  and  corresponding  input  voltage 
for  NRZ  and  impulsive  coding.  B  is  the  bit  rate. 


excellent  agreement  between  this  expression  and  the 
voltage  measured  at  the  output  of  a  140  MHz  pin-FET 
front-end  (see  next  section). 


5  10  15 

time  (ns) 


Although  qualitatively  correct,  the  RC  model  presented 
above  overestimates  the  impulsive  signal  enhancement 
factor  by  60  to  70  percent  for  standard  pin-FET 
transimpedance  receivers.  To  obtain  better  quantitative 
agreement  of  our  model  with  experiment,  we  consider  the 
transimpedance  circuit  of  Figure  4. 


Figure  4:  Equivalent  circuit  of  a  transimpedance  front-end.  Cs  is 
the  shunt  capacitance  across  the  feedback  resistor.  ia  and  ib  are 
current  noise  sources  discussed  in  the  text. 

The  transfer  function  for  this  circuit  is  [3]: 

l  +  J2xfCT(f)Rin(f)  ’ 

where  the  open-loop  gain  is  A(f)  =  AQ/(  1+ y ///„),  and 
where  we  defined  the  functions  Rin(f)  =  R/(l+  A(f))  and 

Q-(/)  -  Cin  +(1  +  A(f))Cs .  The  Fourier  transform  of 
H(f)  is  a  damped  sinusoidal  function  of  the  form: 

t  \ 

h(t)  =  ho0(t)exp - sin(cut,r),  (2) 

l  'o 

where  6{t )  is  the  step  function.  Expressions  for  ,  t() 
and  cOq  in  terms  of  circuit  parameters  can  be  found  in  [4], 
Increasing  the  feedback  amplifier  bandwidth  reduces  the 
oscillation  frequency  co0 ,  which  becomes  imaginary  for  a 
very  fast  preamplifier.  In  general  however,  the  open-loop 
bandwidth  is  such  that  the  “ringing”  parameter,  x0  =  co0t0 ,  is 

close  to  unity.  The  output  voltage  for  any  optical 
excitation  is  obtained  by  convolution  of  the  corresponding 
photocurrent  with  A(t).  The  output  voltage  for  a  short 
pulse  excitation,  for  example,  is  i^h{t)/B .  Figure  5  shows 


Figure  5:  Measured  and  modeled  output  voltage  of  a  Lasertron 
QDFB-100  pin-FET  receiver  front-end  excited  with  a  short  pulse. 
The  parameters  R  =  32.\kQ,  Cin=lpf  ,  Cs  =  54/F ,  4  =  120, 
and  /o  =  23 MHz  correspond  to  a  140  MHz  bandwidth. 

Using  (1)  and  (2),  the  peak  of  ioh(t)/B  can  be  related  to  the 
peak  output  voltage  for  NRZ  ,  V™f=-Ri0,  by  the 
relation: 

v;z=r(* o)£f-vpZt,  (3) 

where  y(^=l)  =  1.2;r/V3  .  Figure  6  shows  that  y  depends 
only  weakly  on  x0 .  As  for  the  RC- circuit  model,  the 
impulsive  signal  grows  linearly  with  the  receiver 
bandwidth.  The  present  model,  however,  estimates 
correctly  the  proportionality  constant  y,  which  is  indeed  60 
percent  less  than  the  value  predicted  by  the  RC  model  (i.e. 
3.63). 
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Figure  6:  Proportionality  factor  y  appearing  in  Eq.  (3),  as  a 
function  of  the  “ringing”  parameter  x0  . 

In  fact,  we  find  that,  as  long  as  eq.  (3)  is  obeyed  with 
7  =  2.17 ,  the  exact  temporal  shape  of  the  receiver  impulse 
function  is  not  crucial  to  the  evaluation  of  signal-to-noise 
ratios.  One  can  use,  for  example,  the  impulse  function  of 
an  /?C-circuit,  h(t)  =  ~^RO(t)/r)  exp(~t/  r) ,  and  simply 

scale  down  the  predicted  impulsive  signal  by  60  percent. 
This  simpler  impulse  function  allows  to  find  closed-form 
expressions  for  the  impulsive  and  NRZ  inter-symbol 
interference  penalties  by  considering  only  the  receiver 
response  to  the  words  “...0001000...”  and  “...1110111...” 
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[1].  We  shall  use  this  simplification  for  our  theoretical 
estimates  of  receiver  sensitivities  in  the  next  section. 

Consider  now  the  noise  characteristics  of  the  receiver. 
We  adopt  the  standard  practice  of  referring  all  amplifier 
noise  sources  to  the  input  of  the  receiver  as  current  noise 
sources.  The  simplest  noise  model  leads  to  an  input 
photocurrent  PSD  of  the  form  [2,3,5]: 

d  <  i2  >  ,,2 

- - —  =  a  +  bfz  .  (4) 

df 

The  first  term  in  (4)  corresponds  to  the  noise  source  ia  in 
Fig.4,  and  arises  from  thermal  noise  of  the  feedback 
resistor,  from  the  photodiode  dark  current  and  from  shot 
noise  of  the  FET  gate  leakage  current.  The  second  noise 
source,  denoted  ib  in  Fig.4,  is  the  main  contribution  from 

thermal  noise  of  the  FET  channel  conductance.  Even 
though  the  later  is  intrinsically  a  white  noise  source,  it 
becomes  frequency  dependent  when  referred  back  to  the 
input.  The  corner  noise  frequency,  <Ja/b  ,  is  the  frequency 

at  which  the  two  terms  of  eq.(4)  are  equal.  Recent  progress 
in  GaAs  MESFET  technology  has  reduced  the  importance 
of  feedback  resistor  noise  in  transimpedance  receivers. 
Most  pin-FET  available  commercially  however  still  have 
corner  noise  frequencies  comparable  the  receiver 
bandwidth  [6].  Figure  7  compares  the  output  voltage  noise 
PSD  measured  for  our  QDFB-100  receiver  front-end  with 
the  curve  obtained  from  the  product  of  (4)  with  the  squared 
magnitude  of  (1). 


Measured  voltage  noise: 


Modeled  voltage  noise: 
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Figure  7:  Measured  and  modeled  output  voltage  noise  power 
spectral  densities  (PSD)  for  a  QDFB-100  front-end.  The  transfer 
function  parameters  are  chosen  as  in  Fig.  5,  and  we  use  the 

constants  4a=1.5pAI  JHz  and  4b  =  61  f A  /  4liz  /  MHz  . 

The  agreement  is  excellent,  suggesting  that  our  simple 
noise  model  is  adequate  for  the  frequency  range  shown. 


The  corner  noise  frequency  for  this  receiver  is  112  MHz, 
corresponding  to  80%  of  its  bandwidth.  An  Optical 
Communication  Product  STZ-01  front-end  with  a 
bandwidth  of  87  MHz  was  also  modeled,  and  its  corner 
noise  frequency  was  found  to  be  57  MHz.  (66%  of  the 
bandwidth). 

The  variance  of  the  receiver  output  voltage  is  the 
integral  of  its  noise  power  spectral  density.  When  a  low- 
pass  filter  is  used  at  the  output  of  the  front-end,  the 
integration  bandwidth  must  be  reduced  accordingly.  In  the 
experiment  described  below,  additional  1/f-like  noise,  not 
included  explicitly  in  eq.(4),  was  present  at  low  frequency 
(<1  MHz).  The  exact  frequency  dependence  of  this  noise, 
is  not  important  since  it  is  always  integrated  over,  its 
bandwidth  being  much  narrower  than  our  detection 
bandwidth.  It  therefore  contributes  a  fixed  amount  to  the 
variance,  irrespective  of  the  output  filter. 

Experiment 

The  validity  of  our  model  is  tested  experimentally  using 
the  set-up  of  Figure  8. 


Figure  8:  Experimental  set-up  to  measure  impulsive  and  NRZ 
sensitivities.  The  receiver  consists  of  a  front-end  and  a  low-pass 
output  filter. 

A  modelocked  erbium-doped  fiber  ring  laser  [7]  with  a 
repetition  rate,  £=36.7  MHz  ,  and  a  bandpass  filter  are 
used  to  produce  2.5  ps  pulses  at  1.56  pm.  These  pulses  are 
about  a  thousand  times  shorter  than  the  response  time  of 
the  two  receiver  front-ends  discussed  in  the  previous 
section.  Data  are  externally  encoded  on  the  modelocked 
pulse  stream  with  an  electro-absorption  modulator  driven 
with  an  NRZ  signal  synchronized  to  the  laser  repetition 
rate.  NRZ  sensitivities,  on  the  other  hand,  are  measured 
using  a  distributed-feedback  laser  at  1.56  pm,  externally 
modulated  at  a  bit  rate  of  36.7  Mb/s.  For  both  impulsive 
and  NRZ  operation,  output  low-pass  filters  are  used  before 
detection  to  optimize  the  sensitivities.  Fig.  9  compares  the 
eye  diagrams  obtained  with  the  QDFB-100  front-end  at  an 
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average  power  of  -46  dBm  for  NRZ  and  for  impulsive 
coding.  These  data  clearly  show  a  larger  eye  opening  in 
the  case  of  impulsive  coding. 
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Figure  9:  NRZ  and  impulsive  eye  diagrams  obtained  with  the 
QDFB-100  front-end  for  an  optical  power  of  -46  dBm.  The 
inset  on  the  NRZ  panel  shows  the  same  eye  diagram  with  a  10X 
resolution.  22  MHz  and  300  MHz  low-pass  filters  are  used  at 
the  output  of  the  receiver  front-end  for  NRZ  and  impulsive 
coding  respectively.  The  lower  panel  compares  the  bit-error  rata 
curves  for  both  types  of  coding. 

Figure  9  also  compares  the  bit-error  rate  curves  obtained 
with  this  front-end  using  either  types  of  coding.  As  can  be 
seen,  an  impulsive  sensitivity  improvement  of  5.8  dB  is 
found  in  this  case.  The  PRBS  pattern  length  used  for  these 
measurements  is  2n-l.  Table  1  summarizes  our 
experimental  results  and  shows  good  agreement  with  our 
model. 


TABLE  1:  IMPULSIVE  SENSITIVITY  IMPROVEMENTS 


Output  filter 

Detection 

NRZ 

Impulsive 

Measured 

Predicted 

Front-end 

bandwdth 

bandwdth 

sensitivity 

sensitivity 

improvement 

improvement 

(MHz) 

(MHz) 

(dBm) 

(dBm) 

(dB) 

(dB) 

STZ-01 

22 

22 

-44.8 

- 

4.7 

4.3 

300 

87 

— 

-49.5 

QDFB 

22 

22 

-45.4 

5.7 

100 

300 

140 

-51.2 

5.8 

The  Personick  Theory 

As  already  mentioned,  Personick  predicted  that  short 
input  pulses  produce  better  receiver  sensitivities  than  long 
ones  [2].  The  Personick-Smith  (PS)  theory  [2,5]  is  however 
of  limited  use  for  a  quantitative  analysis  of  the  impulsive 
sensitivity  improvement  for  actual  receivers.  A  central 
feature  of  the  this  approach  is  its  use  of  a  fixed  raised- 
cosine  output  voltage  for  any  input  pulse.  This  restriction 
greatly  simplifies  the  analysis  of  receiver  sensitivity  as  it 
eliminates  completely  the  effect  of  inter-symbol 
interference.  Even  though  approximate,  this  theory  was 
found  useful  due  to  its  mathematical  simplicity  and  to  its 
reasonable  agreement  with  experiment.  The  PS  theory  has 
however  come  under  scrutiny  recently  [4].  For  our 
purpose,  a  comparison  of  NRZ  and  impulsive  coding 
sensitivities  based  on  the  PS  theory  would  be  a  comparison 
between  different  receiver  circuits.  It  is  clear  for  example 
that  very  different  receiver  transfer  functions  are  required 
to  connect  the  two  input  pulse  trains  of  Fig.l  to  the  same 
output  voltage  waveform.  Another  problem  of  the  PS 
theory  is  that,  strictly  speaking,  no  physical  receiver  can 
generate  a  raised-cosine  extending  over  the  whole  time  axis 
as  this  would  require  a  non-causal  impulse  response. 
Finally,  as  one  might  expect,  different  choices  of  raised- 
cosine  outputs  (i.e.  different  values  for  the  parameter  P  in 
[5])  lead  to  different  predictions  for  the  impulsive 
sensitivity  improvement.  In  this  sense,  the  PS  theory  is 
ambiguous.  The  approach  adopted  in  this  paper  is  based 
on  a  pre-specified  receiver  circuit,  and  does  not  suffer  from 
the  above  problems. 

It  is  generally  believed  that  the  optimum  receiver 
bandwidth  for  RZ  coding  is  narrower  than  the  optimum 
receiver  bandwidth  for  NRZ.  This  belief,  based  on  the  PS 
theory,  is  predicated  on  the  simple  observation  that  shorter 
input  pulses  require  less  receiver  bandwidth  to  achieve  a 
given  output  pulse  shape  [8].  Our  measurements,  however, 
contradict  this  conventional  wisdom,  the  optimum 
impulsive  receiver  sensitivities  being  always  obtained  with 
little  filtering  at  the  output  of  the  front-end.  The  best  NRZ 
sensitivities,  on  the  other  hand,  are  obtained  with  detection 
bandwidths  on  the  order  of  60%  of  the  bit  rate.  As  Figure 
10  shows,  our  receiver  model  predicts  the  correct 
dependence  of  the  receiver  sensitivity  on  the  detection 
bandwidth  for  either  NRZ  or  impulsive  coding.  The  front- 
end  in  this  Figure  is  fixed,  and  we  varied  the  bandwidth  of 
the  low-pass  output  filter.  The  optimum  filter  for  NRZ  has 
a  bandwidth  of  22  MHz,  whereas  the  impulsive  one  is 
nearly  opened  (300  MHz  bandwidth). 

Consider  first  the  behavior  of  the  NRZ  curve.  As  long 
as  the  output  filter  bandwidth  is  much  larger  than  the  bit 
rate,  the  output  voltage  reaches  its  top  or  bottom  rails  ( 
VgS  anc*  0  respectively)  in  every  bit  period.  Tighter 
filtering  in  this  case  reduces  the  noise  bandwidth  without 
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affecting  the  signal,  leading  to  better  sensitivities.  When 
the  output  filter  bandwidth  falls  below  the  bit  rate,  the 
output  voltage  for  isolated  “1”  and  “0”  cannot  quite  reach 
the  top  and  bottom  rails,  leading  to  inter-symbol 
interference.  The  reduction  of  the  noise  bandwidth  is  then 
increasingly  offset  by  a  reduction  in  signal,  leading  to  a 
minimum  in  the  sensitivity  curve.  The  filter  bandwidth  at 
which  this  minimum  occurs  depends  on  the  exact  frequency 
dependence  of  the  noise.  It  is  37  %  of  the  bit  rate  when  the 
corner  noise  frequency  is  zero,  and  68  %  of  the  bit  rate 
when  the  quadratic  noise  term  in  eq.(4)  is  absent  [1]. 


Low-Pass  Filter  Bandwidth  (MHz) 


Figure  10:  Sensitivity  of  the  STZ-01  receiver  front-end  (87  MHz 
bandwidth)  for  NRZ  and  impulsive  coding  as  a  function  of  the 
output  low-pass  filter  bandwidth.  The  curves  are  predictions 
from  our  model  and  the  squares  and  circles  are  actual 
measurements  for  NRZ  and  impulsive  coding  respectively. 

The  situation  for  impulsive  coding  is  quite  different 
since,  in  this  case,  the  signal  itself  depends  linearly  on  the 
receiver  bandwidth.  In  the  limiting  case  where  the  front- 
end  input  current  noise  is  white  (infinite  corner  noise 
frequency),  the  root-mean- square  deviation  of  the  voltage 
fluctuations  increases  only  with  the  square  root  of  the 
receiver  bandwidth.  In  this  limit,  the  impulsive  signal-to 
noise  ratio  increases  with  the  square  root  of  the  detector 

bandwidth!  The  presence  of  / 2  noise  in  eq.  (4)  however 
produces  a  faster  increase  of  receiver  noise  with  bandwidth 
for  realistic  receivers,  leading  to  a  finite  value  for  the 
optimum  impulse  receiver  bandwidth.  It  can  be  shown, 
nevertheless,  that  for  any  noise  corner  frequency,  the 
optimum  impulsive  bandwidth  is  larger  than  the 
corresponding  NRZ  one  [1]. 

The  two  receiver  front-ends  considered  here  clearly 
have  excess  bandwidth  for  NRZ  operation  at  37Mb/s. 
Typical  NRZ  receiver  front-ends  have  a  bandwidth  roughly 
equal  to  80%  of  the  bit  rate  to  allow  for  component 
variation  and  aging.  In  addition,  their  corner  noise 
frequency  is  about  75%  of  their  bandwidth.  For  these 
conditions,  our  model  predicts  an  impulsive  sensitivity 
improvement  of  2.5  dB. 


Conclusions 

We  observe  large  sensitivity  improvements  (5.8  dB  and  4.7 
dB)  for  two  pin-FET  receivers  operated  impulsively  at  37 
Mb/s.  These  measurements  are  well  described  by  a  simple 
model  of  the  receiver  response  and  noise  characteristics. 
Contrary  to  what  is  suggested  by  the  Personick- Smith 
theory,  the  optimum  impulsive  receiver  bandwidth  is  found 
to  be  larger  than  the  corresponding  NRZ  one.  We  finally 
note  that  the  concept  of  short  pulse  excitation  has  also  been 
investigated  in  the  context  of  nuclear  instrumentation  [9] 
and  optical  interconnections  [10] 
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Abstract 

Theory  of  optimal  control  of  distributed  me¬ 
dia  is  applyed  for  optimization  of  soliton  prop¬ 
agation  in  optical-fiber  amplifier.  The  goal  of 
optimization  was  to  eliminate  nonsoliton  radi¬ 
ation  which  arises  during  soliton  amplification 
and  disturbs  the  soliton  sequence.  Analytical 
solution  of  optimal  control  problem  describing 
ideal  soliton  amplification  was  obtained.  Meth¬ 
ods  of  optimal  control  may  be  applyed  to  other 
high  bit  rate  nonlinear  optical  communication 
systems. 

Key  Words:  Fiber  optics- amplifiers,  Soli¬ 
tons,  Optimal  control 

0.1  Introduction 

Use  of  femtosecond  soliton  pulses  in  optical 
fiber  communication  systems  may  lead  to  ultra- 
high  transmission  rates.  Optical  solitary  waves 
enable  the  localized  pulse  to  propagate  through 
the  fiber  without  distortion  due  to  dispersion 
effect  [1],  However,  soliton  pulses  can  become 
distorted  as  a  result  of  fiber  loss.  Methods  for 
handling  fiber  loss  use  all-optical  amplifiers  to 
strengthen  the  soliton  every  several  of  tens  of 
kilometers.  The  propagation  of  soliton  pulses 
in  lossless  optical  fiber  can  be  described  by  non¬ 
linear  Schroedinger  equation  (NSE)  which  may 
be  solved  using  Inverse  Scattering  Transform 
(1ST)  method.  When  soliton  propagate  in  the 


optical  fiber  with  inserted  optical  amplifiers,  it 
lose  their  ideal  soliton  shape  due  to  amplifica¬ 
tion  and  nonsoliton  radiation  appears.  A  topic 
of  particular  interest  is  the  development  of  the 
methods  of  the  theory  of  optimal  control  of 
distributed  media  for  the  nonlinear  equations 
solvable  by  the  1ST  method.  In  this  paper  we 
report  the  solution  to  the  problem  which  de¬ 
scribe  the  amplification  of  the  solitons  by  op¬ 
timal  manner  without  formation  of  nonsoliton 
radiation.  The  idea  of  the  method  is  to  choose 
the  spatial  dependence  of  the  gain  coefficient 
so  that  the  amplified  solitary  wave  remains  an 
exact  soliton  at  each  point  of  fiber  amplifier. 

0.2  Balance  of  energy  in  fiber- 
optical  amplifier 

When  soliton  propagated  in  lossy  fiber,  and  loss 
are  small,  the  process  is  adiabatically  slow,  and 
the  pulse  is  soliton  in  each  point  of  fiber-optical 
amplifier.  In  other  words,  decrease  of  ampli¬ 
tude  and  increase  of  width  of  pulse  are  self- 
consistent  and  pulse  can  be  considered  as  soli¬ 
ton  with  slowly  varying  parameters.  However, 
when  soliton  is  amplified  in  fiber-optical  ampli¬ 
fier,  the  gain  may  be  considerable,  and  increase 
of  amplitude  is  quick.  But,  soliton  cannot  de¬ 
crease  its  width  quickly,  so,  after  amplification 
we  have  not  soliton  but  lump.  From  point  of 
view  of  the  1ST  method  we  can  consider  this 
lump  as  new  initial  condition,  which  include 
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soliton(s)  and  nonsoliton  component. 
Consider  NSE  with  variable  coefficients: 

iUz  +  a{z)Utt  +  P(z)  \U\2  U  =  if{z)U 


However,  this  is  ideal  case,  real  solution  of 
NSE  may  have  deviation  from  the  goal.  But,  in 
any  case,  we  want  this  deviation  to  be  minimal. 
So,  we  can  express  the  goal  of  optimization  in 
the  following  form 


where  subscripts  denotes  partial  differentiation 
with  respect  to  spatial  coordinate  z  and  time 
t  ,  7 (z)  is  gain  (loss).  Energy  of  pulse  can  be 
expressed  in  the  following  form: 

/CO  _ 

\U(z,t)\2  At 

-oo 

where  U(z,t)  is  a  solution  of  above  NSE  equa¬ 
tion,  and  d  is  constant.  This  expression  include 
both  soliton  Es  and  nonsoliton  Er  components, 
E(z)  =  Es(z)  +  Er(z).  Using  NSE  we  can  ob¬ 
tain  the  following  equation  for  E(z)  : 


dE_ 

dz 


=  2~f(z)E 


which  have  the  solution 


|M=exp(2£7W  dz) 

On  the  other  hand,  we  can  determine  an  en¬ 
ergy  of  ideal  soliton.  Let  it  have  the  shape 

l<V(M)l  =  cosh^  (*)*] 

then  its  energy  is 

/OO 

\Uopt(z,t)\2  dt  =  2i9A(z) 

-oo 


Esjz)  =  Ajz) 

Es(zi )  A(zx) 

0.3  Goal  of  optimization 

In  ideal  situation,  which  we  want  obtain,  non¬ 
soliton  component  is  to  be  vanished,  Er{z )  = 
0,  or,  in  any  case,  ET{z2)  =  0.  Thus,  in  this 
ideal  case  we  have 

A(z)  =  A(z\)  exp(2  f  7(2)  d^) 


r  (| U{t,z2)\2  -  \Uopt(t,z2)\2)2  dt  =  min 
J  —  OO 

where  U(t,z )  is  real  solution  of  NSE,  Uopt(t,  z) 
is  the  ideal  solution,  and  z2  is  output  point 
of  fiber-optical  amplifier.  Above  expression  is 
considered  as  the  cost  functional  to  be  mini¬ 
mized.  The  minimization  takes  place  in  the 
space  of  all  functions  U(z,t )  that  satisfy  end¬ 
point  constraints  and  are  solutions  of  NSE  for 
some  control  {oc(z), (3(z), 7(2)}.  As  it  will  be 
shown,  ideal  solution  is  possible  in  special  case 
a(z)  =  1  =  p(z). 

0.4  Optimal  control  problem 

Thus,  optimal  control  problem  is  reduced  to 
standard  form 
Goal: 

/OO 

(I U(t,  Z2)\2  —  \Uopt(t,  22)|2)2  dt 

-OO 

Dynamics: 


tUx  +  a{z)Uu  +  P(z)  \U\2  U  =  ij(z)U 

Initial  conditions: 

1  tt(  +m  _ 

cosh[A(21)t] 

Termination  conditions: 


\U(z,t)\  = 


A{z  2) 


cosh[A(22)t] 

Boundary  conditions: 


U{z,  ±00)  =  0 

Control: 

{0(2),  f3(z),  7(2)} 
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We  consider  the  more  general  variational 
problem,  to  minimize  the  functional: 

J  =  [°°  H (\U{z,t)\2  -\Uopt{z,t)\2)2dtdz 
J-co  Jz 

subject  to  the  following  control  NSE  equation 
with  variable  coefficient: 

iUz  +  a(z)Utt  +  0{z)  \U\2  U  =  ii(z)U 

where  a(z),/3(z),/y(z)  are  the  distributed  dis¬ 
persion,  nonlinearity  and  loss  (gain)  parame¬ 
ters, 


t'(M)  =  iqr^ech  (;|±W5)  x 

—  f  i[«+o*-g.an 


where  a,  t0  and  z3  are  the  arbitrary  constants. 
The  advantage  of  this  method  of  ideal  soliton 
amplification  is  that  it  does  not  require  opti¬ 
cal  fiber  with  varying  dispersion  or  nonlinear 
coefficient.  The  variable  gain  factor  7(2)  can 
be  obtained  by  means  of  changing  of  erbium 
concentration  along  fiber  or  power  of  1.48  pm 
pumping  radiation. 


— 7j  =  const  z0  <  z  <  z1 
7 2(z)  z1<z<zi 

initial  condition: 

|^i,0l  =  A(*i)cosh(A(*i)<), 
with  gain  function  72(2)  as  control. 

0.5  Method 

The  Lagrange  multiplier  rule  [4],  [5],  [7]  and  the 
new  modifications  of  the  1ST  method  with  vari¬ 
able  spectral  parameter  [8],  [12],  [14]  enabled 
us  to  obtain  integrable  equations  with  time- 
and  spatial-dependent  coefficients  describing 
the  dynamics  of  spatially  inhomogeneous  fiber- 
optical  systems  [13],  [3].  The  remarkable  fact 
is  that  the  solution  of  optimal  control  problem 
can  be  obtained  analytically.  These  solutions 
describe  the  propagation  of  the  solitons  in  dis¬ 
persive  nonlinear  media  with  inserted  amplifi¬ 
cation  regions.  It  was  found  that  J  possess  a 
minimum  and,  for  some  special  gain  functions 
72(2),  J  vanishes,  that  implies  soliton  ampli¬ 
fication  by  the  optimal  manner  without  for¬ 
mation  of  nonsoliton  radiation.  The  analyt¬ 
ical  solution  for  the  soliton  in  the  fiber  with 
the  variable  gain  coefficient  7(2)  can  be  ex¬ 
pressed  as  follows:  ot(z)  =  (3(z)  —  1;  7(2)  = 
“1/(2  (z  +  23)); 


G(z) 


Figure  1:  The  dependence  of  optimized  gain  of 
fiber-optical  amplifier  on  distance 

The  vector  NSE  describing  parallel  process  in 
nonlinear  media  is  also  considered  [2],  Soliton 
solutions  in  planar  waveguides  display  interest¬ 
ing  signal  dynamics.  Interaction  of  these  soli¬ 
tons  can  be  used  as  multiplexers  and  demulit- 
plexers  in  a  number  of  potential  soliton  commu¬ 
nication  applications.  A  large  class  of  optimiza¬ 
tion  problems  in  optimal  control  theory,  and  its 
applications  to  the  signal  processing  and  image 
processing  is  considered.  Application  of  opti¬ 
mal  control  theory  to  eliminate  timing  jitter 
effect  [9],  [10],  [ll].The  new  results  have  inter¬ 
disciplinary  character  and  include  the  soliton 
theory,  theory  of  optimal  control  of  distributed 
media  and  numerous  applications  to  the  math¬ 
ematical  models  of  distributed  systems,  such  as 
parallel  and  distributed  computing. 
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Figure  2:  Soliton  propagation  in  fiber-optical 
amplifier  with  optimized  gain 
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Abstract 

Stable  numerical  propagation  of  a  (2+l)-D  spatio-temporal 
solitary  wave  is  presented  which  includes  the  higher-order 
effects  of  third-order  dispersion,  space-time  focusing,  opti¬ 
cal  shock,  Raman  scattering,  and  ultrafast  index  saturation. 

Key  Words:  Ultrafast  Nonlinear  Optics,  Raman  Effect 

The  study  of  multidimensional  spatio-temporal  optical 
solitary  waves,  or  light  bullets,  formed  by  the  balance 
between  diffraction/dispersion  and  self-focusing/self-phase 
modulation,  has  been  a  curiosity  of  recent  theoretical  in¬ 
terest  [1,2]  for  applications  in  ultrafast  all-optical  switch¬ 
ing  and  logic  [3].  A  low  energy  optical  soliton  based  logic 
gate  should  be  based  on  one  of  the  three  geometries  that 
allow  complete  three-dimensional  confinement  [3]:  (1+1)- 
D  temporal  solitons  in  fiber,  (2+l)-D  spatio-temporal  soli¬ 
tary  waves  in  slab  waveguides,  and  (3+l)-D  light  bullets. 
Here,  we  numerically  explore  the  propagation  of  the  (2+1)- 
D  spatio-temporal  solitary  wave  for  application  in  optical 
switching.  This  type  of  numerical  analysis  will  also  be 
useful  to  describe  propagation  in  short-pulse  laser  gain  me¬ 
dia  [4]. 

It  is  well  known  that  higher-dimensional  solitary  waves, 
as  described  by  the  direct  extension  of  the  (1+1)-D  Non¬ 
linear  Schrodinger  (NLS)  equation  to  (2+l)-D,  are  unsta¬ 
ble  to  propagation.  Multidimensional  propagation  can  be 
stabilized  by  the  inclusion  of  a  suitable  nonlinear  index 
saturation  mechanism  [3],  such  as  ultrafast  quintic  nonlin¬ 
earity  of  opposite  sign  to  the  cubic  Kerr  nonlinearity,  i.e. 
n  —  n0  +  n2  |A|2  +  n4  |A|4  where  A  is  a  scaler  field  and  «4  <  0 
accounts  for  the  refractive  part  of  the  quintic  nonlinearity. 
Along  with  the  quintic  term,  we  include  the  additional  ul¬ 


trafast  terms  of  third-order  dispersion  (TOD),  space-time  fo¬ 
cusing  [5],  optical  shock,  and  stimulated  Raman  scattering. 
In  the  reduced  time  coordinate  frame,  where  T  —  t-^z  and 
kf0  is  the  group  delay  at  the  center  frequency  cOq,  the  (2+l)-D 
scaler  nonlinear  evolution  equation  takes  the  form 


3A  3 2 A  n  32A  k0^o  33A  kL  33A 


2lk°dz+  dx2  kok°dT2  '* 

.kl 


+ 


3  ar3  k0dx2dT 


r»o_£i  jli  ■ 

no\  ko  _  c  2  3  T  )  V 


A/z(|A|)  A 


(1) 

=  0, 


where  the  electric  field  E(x,z,t)  =  |A(x,z,?)^()2_a3^l  -f- cc, 
kf  and  ko  are  the  free-space  and  material  propagation  phase 
factors  for  the  carrier,  is  the  group-delay  dispersion,  Ag' 
is  the  TOD,  and  the  time  derivative  of  the  nonlinear  polar¬ 
ization  is  the  first-order  shock  term.  The  nonlinear  index 
change  is  written 

An(\A(T)\)  =  nK\A(T)\2  (2) 

+ i  ”  Rr{x)  |A(r  - -  ■ t)  i2  dx+n*  iA(r)  i4  • 


Here,  hk  is  the  nonlinear  Kerr  index,  the  integral  accounts 
for  the  third-order  Raman  response,  and  n4  is  the  quintic  in¬ 
dex.  The  Raman  response  function  Rr  (t)  is  given  by 


Rr{i)  = 


Roe  irt/2sin(QflT) 
Q/j 


(3) 


with  Q/j  =  yJQ.f  —  y2/4;  £lf  is  the  natural  oscillation  fre¬ 
quency  and  y  is  the  damping  constant.  In  the  numerics,  the 
Raman  response  integral  is  evaluated  in  the  temporal  fre¬ 
quency  domain  using  the  Raman  susceptibility 


Xr(0)  = 


Ro 

q2-q2-;qy’ 


(4) 
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where  Q.  is  the  temporal  frequency  variable. 

Instead  of  solving  for  the  stationary  eigenmodes  of  equa¬ 
tion  1,  for  simplicity,  we  will  use  numerical  solutions  of  the 
normalized  (2+l)-D  NLS  equation  with  the  addition  of  the 
«4  saturation  term: 

.du  d2U  d2U  ,  „  .  ,2  ,  „  I  ,4  n  /cs 

ldi  +d&+sW2  +2^  u+2q\u\  M  =  0,  (5) 

where  the  following  definitions  are  made:  u  = 

kow0\/n2/noA  where  n2  =  hk  +  is  the  total 

Kerr-type  nonlinear  refractive  index,  z  ~  ,  x  —  x/wq , 

T  =  T/woyJ\kok>’\y  s  =  —  sign(^o),  and  q  -  non4/n\l<lwl 
with  vv0  a  measure  of  the  spatial  width  of  the  solitary-wave. 
For  a  bright  spatio-temporal  solitary  wave  with  n2  >  0, 
we  must  operate  in  a  region  of  anomalous  group-delay 
dispersion  (AGDD)  such  that  .s  -  +1.  We  will  examine  the 
effects  of  the  ultrafast  terms  on  the  numerical  propagation 
of  the  fundamental  saturated  and  unsaturated  eigenmodes. 

At  Xf~  1.55  jjm ,  the  material  constants  for  fused  silica 
are:  n0  =  1.444,  JF0  =  4.88  fs/jum,  =  -0.0283  fs 2/pm, 
k*Q  =  0.152  fs3/^/m,  and  n2  =  3.3  x  10“16  cm2/W  [6].  Note 
that  Aq  <  0  represents  the  anomalous  dispersion  regime.  The 
parameters  for  the  Raman  response  function  were  fit  to  mea¬ 
sured  values  in  fiber  [7]:  Rq  =  2.63  x  10-12  cm2/W*ps2, 
y=z  65.6  rad/ps,  and  £lf  =  89.0  rad/ps.  In  addition,  for  sat¬ 
urated  propagation,  we  set  n4  =  —  n2/ \ .66\Ao\2 ,  where  Ao 
is  the  peak  field.  The  linear  properties  were  calculated  us¬ 
ing  the  Sellmeier  coefficients  of  fused  silica  [6]  ignoring  the 
dispersive  effects  of  the  slab  waveguide  for  simplicity.  For 
these  parameter  values,  uq/c  —  &^/2  =  2.38  fs/^rni,  mean¬ 
ing  that  shock  will  occur  on  the  trailing  edge  of  the  solitary 
wave  [6]. 

In  order  to  understand  the  following  simulation  results, 
we  first  discuss  the  effects  of  the  higher-order  temporal 
terms.  Raman  scattering  results  in  a  continuous  frequency 
down  shift,  or  the  soliton  self-frequency  shift  [8],  and  in  the 
AGDD  regime,  the  down  shifted  frequencies  travel  with  a 
slower  group  velocity  thereby  delaying  the  arrival  of  the  soli¬ 
tary  wave  relative  to  one  that  is  not  down  shifted.  The  shock 
term  manifests  itself  as  an  intensity-dependent  group  veloc¬ 
ity  [6],  with  more  intense  portions  of  the  envelope  traveling 
slower  than  the  less  intense  portions.  Both  higher-order  non¬ 
linear  temporal  terms  contribute  to  delay  relative  to  the  mean 
group  velocity  vs  —  l/£^.  Positive  TOD  can  produce  oscil¬ 
latory  behavior  on  the  solitary  wave  trailing  edge  with  delay 
in  the  reduced  time  frame,  while  space-time  focusing,  which 
is  the  off-axis  projection  of  the  group  velocity  onto  the  di¬ 
rection  of  propagation  [5],  is  responsible  for  the  natural  cur¬ 
vature  of  the  energy  front  due  to  spatio-temporal  diffraction. 

Spatio-temporal  propagation  of  the  unsaturated  eigen¬ 
mode  (i.e.  n4  =  0)  is  shown  in  Figure  1.  The  first  point 
to  note  is  that  collapse  inherent  in  multi-dimensional  NLS  is 
immediately  arrested  by  the  action  of  the  higher-order  terms 


Figure  1:  Propagation  of  a  solitary  wave  of  transverse 
FWHM  41  /j m  and  temporal  FWHM  17  fs  without  satu¬ 
ration.  The  solitary  wave  width  parameters  change  during 
propagation  to  87  fjm  and  40  fs  at  7.5Zo  and  150  /jm  and  66 
fs  at  15Zo,  where  Zq  =  4.1  mm  is  the  confocal  distance,  and 
the  peak  is  delayed  in  the  reduced  time  coordinate  frame  by 
36  fs  at  the  output.  The  simulation  conserved  photon  number 
to  within  0.8%. 

which  serve  to  broaden  the  nonlinear  wave.  Specifically,  Ra¬ 
man  scattering  is  most  responsible  for  this  effect  as  a  result 
of  the  temporal  frequency  down  shift  which  also  gives  rise 
to  the  36  fs  of  delay.  The  other  point  to  note  is  that  the  non¬ 
linear  wave  is  not  sufficiently  stabilized  during  propagation 
to  be  called  a  solitary  wave;  the  initial  spatial  full-width  at 
half-maximum  (FWHM)  of  41  /jm  and  temporal  FWHM  of 
17  fs  broaden  to  150  jum  and  66  fs  after  propagation  of  15 
confocal  distances.  As  a  result,  propagation  without  a  stabi¬ 
lization  mechanism  such  as  index  saturation  will  not  result 
in  a  solitary  wave  that  can  be  used  in  all-optical  switching  in 
which  the  pump  output  of  one  gate  (typically  of  length  5-10 
Zq)  must  be  able  to  switch  the  input  to  a  subsequent  gate  [3]. 

Stabilized  spatio-temporal  propagation  of  the  saturated 
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eigenmode  (i.e.  n, 4  <  0)  is  shown  in  figure  2,  where  the 
most  noticeable  effect  is  that,  over  propagation  of  15  con- 
focal  distances,  the  spatial  and  temporal  broadening  of  the 
wave  (and  corresponding  reduction  of  the  peak  intensity)  is 
much  less  than  the  unsaturated  case  (note  the  different  spa¬ 
tial  scales).  In  the  saturated  case,  the  solitary  wave  broadens 
only  slightly  to  47  pm  and  29  fs.  The  delay  of  260  fs  relative 
to  the  mean  group  velocity  1  / is  again  due  mostly  to  Ra¬ 
man  scattering.  The  reason  for  the  larger  time  delay  is  that, 
due  to  stabilization,  the  effects  of  Raman  scattering  persist 
for  much  longer  distances.  This  is  evidenced  by  the  fact  that 
the  temporal  down  shift  of  the  peak  in  this  case  is  about  21 
THz,  versus  3.1  THz  as  in  the  unsaturated  case. 

Initially  the  solitary  wave  has  a  transverse  FWHM  spa¬ 
tial  extent  of  41  pm  and  temporal  duration  17  fs,  and  con¬ 
tains  14  nJ  of  energy  if  confined  by  a  2.0  thick  slab 
waveguide.  This  energy  can  be  reduced  by  3-4  orders  of 
magnitude  by  using  media  with  enhanced  nonresonant  non¬ 
linearity  such  as  AlGaAs  at  sub-half  bandgap  or  PTS.  Due  to 
nonlinear  spatio-temporal  propagation,  the  curvature  of  the 
solitary  wave  is  opposite  to  that  which  would  be  caused  by 
space-time  focusing  alone.  This  is  a  result  of  the  effect  of 
both  the  shock  term,  which  delays  the  center  portion  more 
than  the  wings  and  overtakes  space-time  focusing,  and  Ra¬ 
man  scattering,  which  will  down  shift,  and  hence  delay,  the 
central  portion  more  than  the  wings.  Like  the  linear  effect 
of  space-time  focusing,  this  is  a  true  spatio-temporal  effect 
and  has  no  analog  in  the  (1+1)-D  temporal  case.  The  main 
point  to  be  extracted  from  figure  2  through,  is  that  even  in 
the  presence  of  the  higher-order  temporal  effects,  the  soli¬ 
tary  wave  does  not  break  up  or  diffract/disperse  as  quickly 
as  propagation  without  saturation,  and  can  thus  be  readily 
used  for  switching  applications. 

In  conclusion,  the  use  of  spatio-temporal  solitary  waves 
in  optical  switching  will  allow  for  low  energy,  ultrafast,  spa¬ 
tially  and  temporally  parallel  operation.  We  have  shown  that 
weak  index  saturation  via  n$  <  0  provides  stabilization  in 
the  presence  of  higher-order  linear  and  nonlinear  effects  of 
third-order  dispersion,  space-time  focusing,  optical  shock, 
and  stimulated  Raman  scattering. 
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Abstract 

We  describe  a  new  RF  spread- spectrum  communications 
system.  The  system  exploits  the  proven  capability  of 
picosecond  conductivity  to  serve  in  both  generation  and 
sampling  of  precisely  timed  RF  bursts.  We  also  present 
initial  results  from  a  proof- of-principle  system. 

Key  Words:  optoelectronics,  photoconductive,  spread- 
spectrum 

Introduction 

Spread-spectrum  (SS)  modulation  techniques  are  commonly 
used  in  RF/wireless  communications  systems  that  are 
designed  for  low  probability  of  detection  (LPD),  and  low 
probability  of  jamming  (LPJ).  SS  modulation  seeks  to 
confuse  an  unintended  receiver  through  the  use  of  a  signal 
that  appears  as  wideband  and  random,  while  remaining 
deterministic  at  a  friendly  receiver. 

A  variety  of  well  established  SS  modulation  techniques 
[1]  are  used  in  both  commercial  and  military 
communications  systems  including  direct  sequence  (DS), 
and  frequency  hopping  (FH).  Conventional  SS 
transmitters  and  receivers  such  as  the  DS  architecture 
shown  in  Fig.  1  employ  digital  signal  processing  (DSP)  to 
perform  baseband  spectrum  spreading  and  despreading. 
However,  as  spreading  bandwidths  increase,  the  dynamic 
range  of  receiver  components  (such  as  front-end  mixers  and 
amplifiers)  decreases  accordingly.  If  spreading  bandwidths 
are  to  extend  beyond  a  few  GHz  it  becomes  advantageous  to 
perform  spectrum  despreading  as  close  to  the  receiver  front 
end  as  possible.  Front-end  despreading  allows  the 
following  receiver  stages  to  operate  at  the  information 
bandwidth  rather  than  the  (large)  spread  bandwidth. 


DS  presents  the  additional  challenge  that  the  spreading 
chip  rate  must  be  on  the  order  of  the  spreading  bandwidth, 
hence,  processor  speeds  become  unrealistic  at  spreading 
bandwidths  beyond  a  few  GHz. 

Time-hopped,  Burst  Mode  Spread-spectrum 

An  optoelectronic  approach  that  uses  time  hopping  (TH) 
rather  than  DS  or  FH  allows  both  the  dynamic  range  and 
processing  speed  requirements  to  be  met.  The  design  is 
based  on  the  impulse  modulator  (IM)  as  described  by 
Viterbi  [1]  and  others  [2]. 

A  time-hopped  (TH)  SS  signal  consists  of  short 
wideband  or  ultra- wideband  RF  bursts.  The  timing  of  the 
bursts  is  pseudo-random.  This  implies  that  an  unintended 
receiver  must  listen  constantly  over  the  entire  spread 
bandwidth  in  order  to  intercept  all  of  the  signal  energy. 
However,  if  the  pseudo-random  TH  sequence  is  known  to 
an  intended  receiver,  that  receiver  can  be  configured  to 
listen  only  during  the  transmission  bursts.  Hence,  the 
intended  receiver  exhibits  a  signal  to  noise  ratio  (SNR)  that 
can  be  improved  by  up  to  G^,  the  processing  gain,  over  the 

receiver  that  listens  constantly. 

In  the  ideal  case,  the  unintended  receiver  SNR,  (SNR)V, 
is 

(SNR)^  dB)  =  (SNR)fdB)-GP(dB), 
where  G^(dB)  =  -10  log  (5), 

and  (SNR)j  is  the  SNR  seen  by  an  intended  receiver,  8  is 
the  signal  duty  factor. 

In  addition,  TH  burst  transmissions  [3]  are  particularly 
robust  against  below-the-noise  non-linear  total  power 
radiometric  detection  while  direct  sequence  signals  can  be 
detected  quite  easily.  According  to  Nicholson  [4], 
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(SNR)ollt=  S1  (SNR)in2  TW 

the  output  SNR,  (SNR)0ltn  of  a  radiometric  receiver  scales 
as  the  square  of  the  signal  duty  factor,  <5,  where  T  is  the 
receiver  integration  time  and  W  is  the  receiver’s  bandwidth. 
By  using  a  TH  burst  mode  with  a  small  <5,  the  SNR  of  the 
unintended  non-linear  receiver  is  significantly  reduced. 

The  TH  burst  mode  is  particularly  well  suited  to 
insertion  of  optoelectronics.  The  short  temporal  extent  of 
the  signal  allows  the  energy  in  the  burst  to  be  easily  gated 
by  a  fast  photoconductive  sampling  switch.  Our 
optoelectronic  IM  transmitter  and  receiver  architecture  is 
shown  in  Fig.  2. 

The  IM  transmitter  generates  an  RF  impulse  on  cue  from 
a  TH  laser  pulse  sequence  by  use  of  a  photoconductive 
switch.  The  laser  is  configured  to  produce  optical  pulses  in 
synchronization  with  a  binary  clock  multiplied  by  a 
pseudo-random  binary  sequence,  an(k).  The  sequence  is 
weighted  such  that  a  logic  “one”  occurs  with  a  probability 
of  1  IN.  Hence  the  laser  pulse  sequence  appears  hopped  in 
time  when  the  sequence  is  clocked  at  the  chip  rate  Rchip  - 
ND ,  where  D  is  the  data  rate.  The  impulse  is  then 
multiplied  by  the  input  logic  state  (±1  for  bipolar  shift 
keying  or  1/0  for  on/off  keying).  An  asynchronous  to 
synchronous  converter  keeps  the  data  in  synchronization 
with  the  TH  sequence.  The  waveshaping  filter  is  used  to 
shape  the  signal  in  order  to  deliver  a  particular  bandwidth 
and  center  frequency.  The  signal  is  finally  amplified  and 
radiated  by  a  broadband  antenna.  The  temporal  shape  of  the 
radiated  signal  is  the  result  of  the  combined  impulse 
responses  of  the  waveshaping  filter,  amplifier,  and  antenna. 

The  received  signal  arriving  from  the  demodulator’s 
antenna  is  then  sent  to  the  receiver’s  waveshaping  filter. 
Ideally,  this  waveshaping  filter  is  a  matched  filter.  The 
matched  filter  output  is  a  sequence  that  is  slightly  delayed, 
but  in  synchronization  with  the  TH  pulse  sequence  of  the 
transmitter.  The  impulse  needs  only  to  be  sampled  by  a 
fast  closing  and  opening  switch  that  runs  in 
synchronization  with  the  TH  sequence  in  order  to  determine 
if  it  represents  a  valid  bit  intended  for  the  receiver.  The 
sampled  signal  is  then  sent  to  a  decision  circuit  which 
determines  the  logic  state  of  the  bit  and  re-clocks  the  data 
back  to  the  serial  data  rate. 

The  key  element  of  the  receiver  is  the  sampling  gate.  A 
photoconductive  switch  serves  as  an  excellent  sampling 
gate  because  of  its  important  properties: 

•  Picosecond  response  time 

•  Jitter-free  response 

•  Large  dynamic  range 

Alternately,  a  fast  photodiode  may  be  used  to  perform  the 
correlation  with  some  sacrifice  in  the  dynamic  range. 


The  sampling  gate  is  triggered  by  a  short  laser  pulse 
sequence  that  is  synchronized  to  the  TH  sequence,  an(k). 
The  fast,  jitter-free  response  time  means  that,  if  correctly 
synchronized,  a  high  processing  gain  can  be  realized  by  use 
of  short  sample  times  and  small  duty  factors.  It  is  also  the 
fast  response  time  that  allows  us  to  correlate  the  RF  pulse 
directly  at  the  front  end  of  the  receiver. 

Front  end  correlation  gives  us  the  opportunity  to  utilize 
another  property  of  the  photoconductive  switch,  large 
dynamic  range.  With  no  other  non-linear  components 
(mixers,  etc.)  appearing  before  the  sampling  gate,  the 
system  dynamic  range  is  set  by  the  dynamic  range  of  the 
gate.  Large  dynamic  range  is  necessary  in  a  burst  mode 
system  where  peak-power  will  exceed  average  power  by  a 
factor  of  approximately  the  processing  gain.  Furthermore, 
the  large  breakdown  voltage  of  the  photoconductive  switch 
serves  to  isolate  the  following  stages  from  large  transient 
signals. 
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Figure  1.  Conventional  direct  sequence  (DS)  modem,  shaded 
regions  indicate  areas  of  potential  performance  limitations  for 
large  bandwidth  systems. 
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Figure  2.  Opto-electronic  impulse  modulation  (IM) 
transmitter  and  receiver. 
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Experiment/Results 

Many  aspects  of  this  system  have  now  been  realized  in  a 
system  that  uses  a  diode-laser-pumped  mode-locked  laser 
and  regenerative  amplifier  that  is  configured  to  produce  a 
TH  optical  pulse  train.  While  we  began  with  a 
demonstration  of  the  physical  layer  similar  to  that  described 
above,  we  have  now  interfaced  this  system  [5]  with  a  pair 
of  personal  computers  (PCs)  in  order  to  demonstrate 
wireless  SS  messaging.  Figure  3  shows  the  first  message 
sent  across  our  laboratory  between  PCs. 

We  experimented  with  both  a  packet  (AX.25)  and  a  serial 
wireless  data  link.  Both  links  were  set  up  to  transmit  data 
at  1.2  kB/s  with  a  moderate  transmission  bandwidth  of  350 
MHz  as  determined  by  the  waveshaping  filter  and  antenna 
of  our  transmitter.  The  packet  system  used  time  hopping 
with  a  clock  running  at  19.2  kHz. 

Without  forward  error  correction  coding,  a  transmitter 
final-stage  average  RF  output  power  of  less  than  1  |iW 
provided  a  reliable  link.  The  serial  link  produced  no  errors 
when  sending  several  pages  of  text  across  the  laboratory  (2 
m),  however  a  true  bit-error-rate  test  must  be  performed  in 
the  future  to  determine  the  actual  error  rate.  The  packet  link 
sent  >90%  of  all  packets  (16  bytes/  data  frame)  without 
error.  However,  the  packet  errors  appeared  to  have  been 
caused  by  a  problem  with  the  interface  to  the  packet 
controller. 

In  this  first  demonstration,  synchronization  was 
maintained  by  operating  both  the  transmitter  and  receiver 
with  pulses  from  the  same  master  laser.  However,  the  next 
generation  system  that  we  have  designed  will  use  an 
external  global  positioning  system  time  reference  to  aid  in 
gaining  and  maintaining  synchronization. 

In  order  to  demonstrate  the  benefits  of  processing  gain, 
we  attempted  to  jam  the  signal  with  a  10  mW,  1.2  GHz 
narrowband  carrier.  The  jamming  signal  was  sent  from  an 
antenna  identical  to  the  transmitter’s  antenna  and  co¬ 
located  with  the  transmitter.  The  jamming  signal  caused 
no  noticeable  change  in  the  transmission  of  data. 

Conclusion 

We  have  proposed  a  new  technique  for  the  generation  and 
correlated  reception  of  time-hopped  spread-spectrum 
signals.  This  technique  uses  the  large  frequency  bandwidth 
and  the  temporal  precision  available  from  optoelectronic 
sampling  to  generate,  radiate,  and  correlate  a  precise  TH  RF 
pulse  sequence.  A  key  feature  of  this  approach  is  that 
correlation  can  take  place  in  the  front-end  of  the  receiver. 


We  have  demonstrated  many  of  the  critical  features  of 
such  a  system  in  a  simple  communications  link  between  a 
pair  of  computers.  The  “proof-of-principle”  data  rate  was 
limited  to  1.2  kB/s  as  a  result  of  the  limited  laser 
regenerative  amplifier  repetition  rate. 

However  by  use  of  small  (<10  pm)  photoconductive 
sampling  gaps,  laser  pulse  energies  on  the  order  of  nJ  can 
be  used  to  perform  sampling.  Hence,  the  system  can  be 
driven  by  laser  diodes,  resulting  in  much  higher  data  rates 
and  a  much  smaller  package. 


Figure  3.  Test  message  sent  between  computers  over  opto¬ 
electronic  spread-spectrum  link. 
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This  section  of  the  TOPS  Volume  focuses  on  recent  advances  in  ultrahigh  speed  device 
technology.  This  area  spans  technologies  ranging  from  novel,  high  speed  vertical  cavity  surface 
emitting  semiconductor  lasers  to  ultrafast  photodetectors  and  devices  for  generating  ultrashort 
electrical  pulses.  The  importance  of  these  devices  is  that  they  will  serve  as  key  components  in 
ultrahigh  speed  measurement,  test  and  diagnostic  equipment  as  well  as  play  vital  roles  in 
computing,  communications  and  signal  processing  applications. 

From  the  technical  papers  presented  within  this  section  of  TOPS,  one  will  notice  that  the 
development  of  new  devices  comes  on  the  heels  of  advancements  in  areas  of  material  growth, 
material  processing,  and  fabrication  techniques.  This  synergistic  interaction  between  material 
science,  device  design  and  fabrication  engineering,  and  systems  integration  are  allowing  new 
material  and  devices  to  be  used  in  compact  laser  sources,  high  speed  optical  interconnects, 
millimeter  wave  generation,  and  high  speed  electro-optic  sampling  oscilloscopes. 

Several  years  ago,  researchers  in  the  field  of  ultrafast  electronics  and  optoelectronics 
promised  new  devices  which  would  play  important  roles  in  high  speed  commercial  applications. 
From  the  recent  developments  and  breakthroughs  which  are  summarized  in  this  section,  it  is 
clear  that  these  researchers  have  definitely  hit  their  mark.  It  remains  to  be  seen  what  these  new 
advances  in  materials,  fabrication  and  device  technology  will  bring  for  the  next  millennium. 
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We  have  previously  demonstrated  record  modulation  bandwidths  for  oxide-confined 
vertical  cavity  surface  emitting  lasers  (VCSELs)  based  on  strained  InGaAs/GaAs  quantum 
wells[l].  The  monolithic  oxide-confined  structure^]  provides  good  optical  confinement,  low 
thresholds,  efficient  operation,  and  acceptable  thermal  resistance;  these  qualities  promote  high 
speed  operation.  Here  we  report  work  on  nominally  850  nm  wavelength  oxide-confined  VCSELs 
with  modulation  bandwidths  in  excess  of  20  GHz.  This  is  believed  to  be  the  highest  frequency 
reported  to  date  for  any  GaAs  quantum  well  laser  diode  [3]. 

High  modulation  bandwidths  were  achieved  with  an  oxide  confined  VCSEL  structure 
modified  to  decrease  parasitic  circuit  elements.  Figure  1  shows  a  schematic  cross  section  of  the 
VCSEL  with  a  corresponding  small  signal  equivalent  circuit.  Coplanar  waveguide  pads  designed 
for  on  wafer  probing  were  placed  on  a  5  pm  thick  polyimide  to  reduce  the  capacitance  between  the 
pad  and  the  conducting  substrate  to  approximately  50  fF.  The  device  capacitance  was  further 
reduced  by  implanting  the  mesa  area  lying  outside  the  active  region.  This  was  necessary  due  to  the 
high  capacitance  of  the  thin  oxide  layer.  The  non-radiative  recombination  associated  with  the  deep 
implant  damage  may  also  reduce  the  charge  storage  associated  with  diffusion  underneath  the  oxide 
region.  Finally,  the  sheet  resistance  of  the  upper  mirror  layer  was  reduced  to  ~30Q/square  by 
making  it  n-type  instead  of  the  conventional  p-up  structure. 


Figure  1.  Schematic  cross  section  of  high  speed  VCSEL  structure  with  superposed  equivalent 
circuit. 


Reprinted  from  Ultrafast  Electronics  and  Optoelectronics 
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The  laser  diodes  feature  DC  characteristics  that  are  important  for  high  speed  modulation. 
Figure  2  shows  quasi-static  light-current  and  voltage-current  characteristics  indicating  a 
submilliampere  threshold  current,  operation  to  several  times  threshold  before  thermal  rollover,  ^ 
good  efficiency  coupled  into  the  fiber,  and  moderate  resistance  for  this  size  of  device  (~4x4  |im  ). 
This  device  also  operated  in  the  fundamental  mode  to  approximately  4  mA  as  necessary  to  obtain 
increasing  photon  densities  in  the  mode.  Other  similar  sized  devices  remained  single-moded  at  all 
operating  currents. 

The  small  signal  response  of  VCSELs  as  a  function  of  bias  current  was  measured  using  a 
calibrated  vector  network  analyzer.  Air  coplanar  waveguide  probes  were  used  to  drive  the  lasers 
and  the  output  was  collected  into  a  cone-tipped  50  Jim  core  diameter  fiber.  A  New  Focus 
photodector  specified  to  have  a  -3dB  response  >30  GHz  was  connected  through  approximately 
2  m  of  the  multimode  fiber.  The  modulation  response  of  this  system  is  plotted  in  Figure  3  for  one 
laser  at  various  bias  currents.  The  -3dB  frequency  increases  rapidly  to  10  GHz  at  1mA  and  15 
GHz  at  1  6  mA  The  maximum  observed  -3dB  bandwidth  was  21.5  GHz  at  4.8  mA  as  shown  in 
the  figure.  The  majority  of  the  devices  in  this  region  of  the  wafer  exhibited  maximum  bandwidths 
in  excess  of  19  GHz.  For  low  biases,  there  is  a  droop  of  up  to  2dB  in  the  response  at  low 
frequencies  (<  5  Ghz).  The  droop  decreases  at  higher  bias  currents.  Contributions  to  this  droop 
may  include  the  detector  response,  current  crowding  in  the  laser,  or  other  bias  dependent  circuit 
effects. 


Figure  2.  Fiber  coupled  power  (solid  line)  and 
voltage  (dashed  line)  as  a  function  of  bias 
current  for  a  high  speed  VCSEL. 


Figure  3.  Frequency  response  of  a  VCSEL 
coupled  to  a  high  speed  detector  for  various 
laser  bias  currents. 


The  dynamics  of  the  VCSEL  were  analyzed  by  fitting  the  frequency  response  with  a 
traditional  damped  resonator  model  modified  to  include  a  low  frequency  droop  (~l/r  )so  as  to 

improve  the  fit.  The  resonant  frequency,  equivalent  damping  frequency  (y/27t),  and  -3dB 
bandwidth  are  plotted  in  Figure  4.  At  low  bias  currents,  the  bandwidth  and  resonant  frequency 
increase  in  proportion  to  the  square  root  of  the  current  above  threshold  as  expected  from  the 
conventional  rate  equation  analysis.  The  rate  of  increase  in  this  region  yields  a  modulation  current 
efficiency  factor  (MCEF)  of  14.2  GHz/VmA  which  is  slightly  lower  than  the  highest  value  we 
previously  reported  for  oxide  confined  VCSELs  with  InGaAs  quantum  wells[l].  The  resonant 
frequency  increases  steadily  to  15  GHz  at  2.7  mA  and  then  becomes  nearly  constant.  While 
multimode  operation  could  limit  the  photon  density  in  the  fundamental  mode  and  thus  the  resonant 
frequency  of  the  fundamental,  this  is  not  expected  to  occur  until  4  mA  based  on  observation  ot  the 
laser  output  spectra.  Other  possibilities  include  higher  junction  temperatures  reducing  the 
differential  gain  and  current  crowding  reducing  the  overlap  of  the  modulated  carrier  density  and  the 

mode. 
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Figure  4.  Resonance  frequency  (squares),  -3dB 
frequency  (circles),  and  equivalent  damping 

frequency(y/27c)  (triangles)  as  a  function  of 
square  root  of  current  above  threshold. 


Figure  5.  Fit  of  damping  rate’s  (y’s)  parabolic 
dependence  on  resonance  frequency  to 
determine  the  intrinsic  frequency  response  of  the 
laser. 


The  dependence  of  the  damping  rate  on  resonance  frequency  was  examined  to  determine 
the  intrinsic  frequency  response  of  the  laser.  A  fit  of  the  data  for  resonance  frequencies  below  15 
GHz,  as  shown  in  Figure  5,  produced  a  K-factor  of  0.159  ns  corresponding  to  a  maximum 
intrinsic  bandwidth  of  58  GHz.  Damping  rates  for  higher  resonance  frequencies  fell  above  this  fit 
yielding  a  K-factor  of  0.227  ns.  The  actual  bandwidth  is  limited  to  less  than  58  GHz  by  heating, 
multimode  operation,  and  electrical  circuit  effects.  Higher  bandwidths  should  be  achieved  by 
combining  better  heating  sinking,  designs  for  extended  single-mode  operation,  and  fabrication  on 
semi-insulating  substrates  to  reduce  pad  capacitance. 
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Abstract 

A  new  ultrafast  photodiode,  uni-traveling-carrier 
photodiode  (UTC-PD)  is  proposed,  and  its  photoresponse 
characterization  on  fabricated  devices  is  presented.  The 
prime  feature  of  this  PD  is  much  higher  output  saturation 
current  than  that  in  a  conventional  pin-PD.  This  is 
achieved  by  reducing  the  space  charge  effect  by  utilizing 
electron  velocity  overshoot  in  the  carrier  collecting  layer.  A 
20  jam2-area  UTC-PD  fabricated  with  MOVPE-grown 
InP/InGaAs  heterostructure  generated  an  output  voltage  as 
high  as  2  V  for  a  25  ft  load  while  maintaining  an  f3dB  of 
80  GHz.  Proper  device  operations  at  high  photocurrent 
densities  up  to  400  kA/cm2  were  observed. 

Key  Words 

Detectors,  Optoelectronics,  Ultrafast  Devices. 

Introduction 

It  is  very  important  to  achieve  high  saturation  power  and 
broad  bandwidth  simultaneously  in  the  photodetectors 
used  in  various  fiber-optic  communication  systems  and  for 
ultrafast  measurements.  A  high  output  voltage  with  no 
post-amplification,  for  example,  would  enable  us  to 
simplify  the  receiver  configurations  in  ultrahigh-bit-rate 
TDM  systems.  Major  constraints  on  meeting  the  above 
requirement  are  the  absorption  volume  vs.  CR  time 
constant  tradeoff  and  the  current  density  limitation  caused 
by  the  space  charge  effect.  Distributed  photodetector  design 
is  one  direction  which  would  overcome  such  constraints. 
[1,  2] 

In  a  conventional  pin-PD  structure,  both  electrons  and 
holes  photogenerated  in  the  depletion  layer  produce  space 
charges,  resulting  in  field  modulation  and  limitations 


in  possible  current  densities  during  high  frequency 
operations.  Because  of  the  much  lower  drift  velocity,  holes 
are  responsible  for  the  dominant  space  charge,  and  induced 
field  modulation  can  more  easily  decelerate  low-mobility 
holes.  Another  important  fact  is  that  photoresponse  speed 
is  mostly  determined  by  hole  transport  due  to  the  same 
reasons.  However,  when  only  high-velocity  electrons  are 
used,  it  is  possible  to  delay  the  onset  of  the  space  charge 
effect,  which  can  lead  to  much  easier  high  current 
operations. 

This  paper  proposes  a  uni-traveling-carrier  photodiode 
(UTC-PD)  in  which  only  electrons  are  used  as  active 
carriers  for  enhancing  saturation  output  current.  The  key  to 
the  higher  output  is  superior  high-field  electron  transport 
properties  to  those  for  hole  in  InP/InGaAs  materials.  We 
also  study  photoresponse  speed  of  the  UTC-PDs  by  small 
signal  analysis.  The  analysis  predicts  the  response  to  be 
sufficiently  fast.  A  preliminary  experiment  on  InP/InGaAs 
PDs  showed  that  a  photocurrent  density  in  the  mid  105 
A/cm2  range  permitted  an  output  voltage  as  high  as  2  V  for 
a  25  Q  load  as  well  as  a  3-dB  bandwidth  of  80  GHz. 

Design  Considerations 

UTC-PD  Structure  The  UTC-PD  is  basically  a  pin-PD, 
and  it  has  an  active  layer  comprised  of  a  p-type  absorption 
layer  and  a  widegap  carrier  collecting  layer  (Fig.  1). 
Although  similar  structures  have  been  developed  by 
Peasall  et  al.  to  suppress  dark  current  [3]  and  by  Davis  et 
al.  to  reduce  diode  capacitance[4],  these  have  not  been 
regarded  as  having  ultrafast  photoresponse.  Holes 
photogenerated  in  the  absorption  layer  are  majority  carriers, 
so  they  can  respond  very  quickly  with  dielectric  relaxation 
time.  Electrons,  on  the  other  hand,  diffuse  (and  drift) 
toward  the  carrier  collecting  layer.  The  bandgap-grading  to 
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Diffusion  Block  Potential 


Figure  1.  Band  diagram  of  a  UTC-PD 


yield  a  potential  gradient  <|>  can  be  incorporated  to  generate 
a  quasi-field  to  effectively  accelerate  electrons  (Fig.  1). 
Doping-grading  can  also  be  used  for  this  purpose.  The 
widegap  diffusion  block  layer  is  placed  to  avoid  the  back 
diffusion  of  electrons  toward  the  anode.  Compared  to 
conventional  pin-PDs,  the  carrier  traveling  distance  over 
the  absorption  and  collecting  layers  is  considerably  larger 
in  UTC-PDs.  Actually,  a  delay  in  electron  injection  from 
the  absorption  layer  to  the  collector  does  exist  in  UTC- 
PDs.  The  average  electron  traveling  distance  in  the 
collecting  layer  is  twice  that  in  a  conventional  structure. 
Thus,  to  achieve  fast  photoresponse  in  UTC-PDs,  high 
electron  mobility  in  the  absorption  layer  and  velocity 
overshoot  in  the  collection  layer  both  play  essential  roles. 

Space  Charge  Effect  We  consider  space  charge  effect  in 
the  collection  layer  and  roughly  estimate  the  maximum 
current  densities  Jmax  where  the  field  modulation  starts  to 
degrade  proper  high-field  carrier  transport.  Figure  2 
illustrates  the  band  diagrams  for  a  UTC-PD  and  a 
conventional  PD.  Here,  we  assume  constant  carrier  drift 
velocities.  Distribution  of  negative-charge  is  uniform  in  the 


UTC-PD  Conventional  pin-PD 


Figure  2.  Band  vending  due  to  space  charge. 


UTC-PD  while  that  of  positive-charge  (neglecting  electron 
charge)  is  triangular  in  the  conventional  PD.  As  injection 
level  increases,  carrier  accumulation  creates  band  bending, 
in  which  the  field  intensities  are  lowered  on  the  p-type 
layer  side  in  the  UTC-PD  and  on  the  n-type  layer  side  in 
the  conventional  PD.  Finally,  such  fields  are  reduced  to 
below  the  critical  electric  fields,  EC(eiec.)  and  EC(hole)> 
required  to  maintain  saturation  velocities.  The 
corresponding  carrier  densities  nc  and  pc  to  give  such 
electric  fields  are 

nc  =  2e[-Vbjas  +  Vbi  -  EC(elec ,)Wc]/(qWc2)  (la) 

Pc  =  6e[-Vbjas  +  Vbj  -  EC(hoie)Wc]/(qWc2),  (lb) 

where  e  is  dielectric  constant,  Vbjas  is  applied  voltage,  Vbj 
is  built-in  voltage,  and  Wc  is  the  depletion  width. 
Neglecting  the  critical  field  terms,  the  resulting  ratio 
between  Jmax's  can  be  approximated  as 

Jmax(UTC)/Jmax(conv.)  =  qncve/qpcvh  «  (ve/vh)/3,  (2) 

where  ve  and  vb  are  electron  and  hole  drift  velocities, 
respectively.  The  hole  saturation  velocity  is  about  5  x  106 
cm/s  in  InGaAs,  while  electron  overshoot  velocity  is  as 
high  as  4  x  107  cm/s  in  InP  which  has  been  confirmed  in 
heterostructure  bipolar  transistors  by  Kurishima  et  al.[5] 
This  situation  gives  Jmax(UTC)/Jmax(conv.)  =  3.  In  spite 
of  the  less  critical  carrier  density,  Eq.  (la),  the  InP/InGaAs 
UTC-PD  is  expected  to  be  able  to  drive  a  greater  current. 
We  notice  that  the  term  f  ciholclWc  is  not  negligibly  small 
in  actual  structures.  For  example,  for  Ec(hole)  =  50  kV/cm 
and  Wc  =  0.4  pm,  EC(hole)Wc  is  calculated  to  be  2  V, 
which  can  considerably  reduce  Jmax(conv.)  at  low  reverse 
bias  voltages. 

Small  Signal  Analysis  We  will  first  discuss  the 
procedure  to  obtain  small  signal  photoresponse  in  the 
UTC-PD,  which  is  based  on  drift-diffusion/small  signal 
model.  The  photoresponse  can  be  divided  into  two 
induced  current  terms, 


1  A  c  5E 

+  —  J  [J(Wa)R(oo)  +  e  —  ]dx,  (3) 

where  Jn  is  the  electron  current,  Jp  is  the  hole  current,  E  is 
the  field,  W  is  the  total  active  layer  thickness,  W^  is  the 
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absorption  layer  thickness,  Wc  is  the  depleted  collecting 
layer  thickness,  Jn(WA)  is  the  injection  current  from  the 
absorption  layer  to  the  collecting  layer,  and  R(co)  is  the 
transfer  function  thought  the  collecting  layer.  The  first  and 
second  terms  are  the  responses  from  the  absorption  and  the 
collecting  layers,  respectively.  Using  the  current  continuity 
and  neglecting  hole  diffusion,  Jp  can  be  written  by  Jn.  For 
simplicity,  we  assume  the  integration  of  Jn(WA)R(co)  to  be 
the  induced  current  with  a  constant  carrier  velocity  in  a 
parallel  capacitor,  and  consider  the  output  under  short 
circuit  conditions.  Then,  Jtot  of  the  UTC-PD  can  be 


reduced  to  the  general  form, 

1  Wa  jOUR  Jn(X) 

'.=i!  w-T^'-W1* 


Zc 

w 


sin(coxc/2) 

ootc/2 


exp(-jC0Tc/2)], 


(4) 


where,  xR  is  the  dielectric  relaxation  time  of  the  absorption 
layer,  and  Xq  is  the  electron  traveling  time  (W  c/ve)  in  the 
collecting  layer.  Here,  by  using  a  proper  absorption  layer 
doping  level  (>  mid  lO^/cnv3),  the  relaxation  time  effect 
can  be  made  negligible. 

Analytically  calculating  Jn(x)  in  the  absorption  layer, 
we  obtain  response  Jtot  from  Eq.  (4).  In  calculating  J  n(x), 
we  used  a  boundary  condition  at  the  absorption 
layer/collecting  layer  interface  which  took  account  of  the 
effect  of  thermionic  emission  velocity  Vth-  This  boundary 
condition  is  important  to  accurately  determine  the  electron 
concentration  profile.  We  can  confirm  this,  for  example, 
from  the  variations  in  response  of  the  injection  current 
Jn(WA).  When  electron  transport  is  dominated  by  diffusive 
motion  (namely,  with  no  quasi-field)  and  light 
illumination  is  uniform,  Jn(WA)  can  be  approximated  to 


J0  1 +jco(WA/vth+W^/2De) 

where  De  is  the  electron  diffusion  coefficient.  One  can  see 
that  the  response  is  significantly  limited  by  vth  in  high 
mobility  material  (WA/vth~  W2A/2De)  like  InGaAs.  For  a 
constant  quasi-field  (linear  potential  gradient  for  (j>  in  Fig. 
1),  the  response  can  also  be  obtained  by  solving  a 
linearized  continuity  equation  for  electron  density. 

Calculated  Bandwidth  Figure  3  shows  how  the 
transit-time-limited  3dB  bandwidth  (f3dB)  changes  with 
WA  (here,  WA  =  Wc)  in  a  UTC-PD  and  a  conventional 


0.1  0.2  0.3  0.4 


WA,WC(pm) 

Figure  3.  Calculated  3  dB  bandwidth. 

pin-PD.  Here,  the  velocity  overshoot  effect  has  been 
introduced  to  both  structures  and  uniform  light 
illumination  is  assumed.  In  the  calculations,  we  assumed  a 
minority  electron  mobility  \iQ  =  4000  cm2/Vs  in  p-type 
InGaAs,  a  thermionic  emission  velocity  vth  =  2.5  x  107 
cm/s,  an  electron  overshoot  velocity  ve  =  4x  107  cm/s  in 
InP  and  InGaAs,  and  a  hole  saturation  velocity  Vh  =  5  x 
106  cm/s.  In  our  previous  work  on  Monte  Carlo 
simulation  for  an  InP/InGaAs  heterostructure  bipolar 
transistor,  it  has  been  shown  that  electron  velocity  at  the 
base/collector  interface  is  close  to  vth  [6],  which  should  be 
similarly  applied  to  UTC-PDs.  The  effect  of  dielectric 
relaxation  time  was  neglected  here,  but  exact  solutions  for 
Jn(x)  were  used.  In  the  figure,  the  values  for  UTC-PDs 
are  smaller  than  those  for  conventional  pin-PDs  when  WA 
is  wide.  This  is  basically  because  the  absorption  layer 
traveling  time  is  proportional  to  WA2  in  the  UTC-PDs, 
while  it  is  proportional  to  WA  in  the  conventional  ones. 
As  WA  is  reduced,  f3dB  increases  more  sharply  in  the 
UTC-PDs,  resulting  from  the  drastic  change  in  the 
traveling  time.  The  effect  of  the  quasi-field  is  very 
significant  when  high-mobility  InGaAs  is  used.  The 
potential  gradient  <j)  required  to  yield  an  effective  quasi- field 
can  be  as  small  as  50  mV.  Consequently,  due  to  both  the 
higher  breakdown  voltage  of  InP  and  the  use  of  the  quasi¬ 
field  effect,  an  f3aB  of  several  100  GHz  can  be  attained  in 
UTC-PDs. 
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Figure  4.  Fabricated  InP/InGaAs  UTC-PD  structure. 


Device  Fabrication 

We  fabricated  InP/InGaAs  UTC-PDs  with  uniform- 
bandgap  absorption  layers.  The  epitaxial  layers  were  grown 
on  semi-insulating  InP  substrates  by  MOVPE.  A 
schematic  cross-section  and  a  band  diagram  are  shown  in 
Fig.  4.  The  absorption  layer  is  p-Ino.53Gao.47As  doped  at 
2.5  x  1018  /cm3  (220-nm  thick)  .  The  collection  layer 
consists  of  undoped  InP  (10  nm),  n-InP  (n  =  2.0  x  1018 
/cm3,  15  nm)  and  undoped  InP  (200  nm).  Here,  n-InP  was 
inserted  to  lower  the  potential  spike  produced  at  the 
absorption  layer/collecting  layer  interface.  The  diffusion- 
block  layer  is  pseudomorphic  p+-Ino.46Gao  54AS  (p  =  2.0  x 
1019  /cm3,  10  nm).  The  contact  layers  (p+-Ino.53Gao.47As 
and  n+-InP)  were  heavily  doped  to  over  p  =  2.0  x  1019 
/cm3  to  minimize  contact  resistance.  The  dopants  were  C 
and  Si,  respectively,  for  p  and  n-type  layers. 

Diodes  were  processed  in  double-mesa  structures  by 
conventional  wet  etching  and  metal-liftoff  techniques,  and 
integrated  with  double  50  Q-coplanar  lines  on  a  semi- 
insulating  InP  substrate.  Junction  capacitance  and  series 
resistance  were  estimated  to  be  1 1  fF  and  less  than  15  Q, 
respectively,  for  a  5  pm  diameter  device.  The  external 
quantum  efficiency  was  evaluated  to  be  12%  in  broad-area 
devices.  The  fabricated  devices  were  characterized  with  a 
1.55  pm  incident  pulse  (FWHM  =  700  fs,  100  MHz 
repetition  rate)  by  illuminating  through  the  AR-coated 
back  of  the  substrate. 

Characterization  of  Fabricated  InP/InGaAs  UTC-PDs 

Optical  Pulse  Response  Figure  5  shows  the  photoresponse 
of  a  5-pm  diameter  UTC-PD  measured  by  a  pump-probe 
electro-optic  sampling  technique  using  an  external  CdTe 
modulator.  A  high  peak  voltage,  Vp  =  1.8  V,  was  obtained 
for  an  equivalent  25  Q  load  when  biased  at  -7  V.  From 


this  Vp  value,  the  diode  was  found  to  operate  at  average 
current  densities  up  to  as  high  as  400  kA/cm2.  The 
FWHM  of  the  output  signal  is  3.4  ps  and  the  Fourier 
transform  of  the  pulse  response  gives  an  f3de  of  80  GHz. 
This  f3dB  value  is  slightly  greater  than  the  theoretical 
prediction  in  Fig.  3.  Probable  reasons  are  higher  minority 
electron  mobility  and/or  a  self-biasing  effect  on  the 
absorption  layer  in  the  actual  device. 


Figure  5.  Photoresponse  of  an  InP/InGaAs  UTC-PD. 

Output  Saturation  Behavior  The  output  peak  voltage 
Vp  is  shown  in  Fig.  6  as  a  function  of  input  power  with 
the  bias  voltage  Vt,jas  as  a  parameter.  The  input-output 
curves  clearly  indicate  saturation  of  the  output  voltage  (= 
current),  where  Vp's  change  first  linearly  prior  to  the 
saturation.  We  also  confirmed  that  values  decrease 
rapidly  when  Vp's  saturated.  The  saturation  behavior  is 
basically  dominated  by  two  mechanisms:  The  first  is  the 
shift  in  the  operating  point  to  lower  reverse  bias.  The 
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Figure  6.  Input-output  characteristics. 


Figure  7.  Output  current  at  saturation  point. 


second  is  the  space-charge  effect.  Actually,  these  two 
mechanisms  coexist.  We  can  see  this  situation  more 
clearly  by  plotting  the  saturation  peak  current  as  a  function 
of  operating  voltage  at  each  peak.  As  shown  in  Fig.  7,  the 
output  saturation  current  (Isat )  sharply  increases  with  bias 
up  to  approximately  V  bias  =  -  2  V.  It  then  exhibits  a  more 
gradual  increase.  On  the  other  hand,  the  space-charge- 
limited  saturation  current  (broken  line  in  the  figure) 
changes  linearly  with  bias  when  a  constant  electron 
velocity  (v^  =  4  x  107  cm/s)  is  assumed.  This  indicates 
that  electron  velocity  does  not  actually  remain  constant  but 
change  with  the  bias,  resulting  in  a  variation  in  field 
modulations.  It  is  also  interesting  to  note  that  the  peak 
voltages  on  the  curves  for  Vbias  =  -7  and  -9  V  in  Fig.  6 
show  slight  increases  with  input  power,  where  the  charge- 
induced  electron  velocity  enhancement  may  be  happening. 
These  output  saturation  charcteristics  can  be  explained  in 
terms  of  the  electron  velocity  overshoot  effect  which,  in 


principle,  depends  on  the  applied  voltage,  namely,  on 
electron  energy  distribution. 

Summary 

We  have  investigated  a  high  output  and  fast  response 
heterostructure  photodiode  that  utilizes  uni-traveling-carrier 
transport.  The  3-dB  bandwidths  calculated  by  small  signal 
analysis  indicate  the  possibility  of  diode  operations  at 
several  100  GHz.  The  experimental  results  on  InGaAs/InP 
UTC-PDs  with  uniform-bandgap  absorption  layers  showed 
good  bandwidths  at  current  densities  up  to  around  400 
kA/cm2  which  is  roughly  one  order  of  magnitude  higher 
than  that  in  a  conventional  pin-PD.  A  20  |am2-area  device 
generated  an  output  voltage  about  2  V  for  a  25  Q  load 
while  maintaining  a  3-dB  bandwidth  of  80  GHz.  These 
observations  confirm  the  potential  of  this  PD  structure. 
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Abstract 

Design,  fabrication  and  testing  of  a  GaAs-based  high¬ 
speed  resonant  cavity  enhanced  (RCE)  Schottky 
photodiode  is  reported.  The  top-illuminated  RCE  detector 
is  constructed  by  integrating  a  Schottky  contact,  a  thin 
absorption  region  (In0.08Ga0.92As)  and  a  distributed 
AlAs/GaAs  Bragg  mirror.  The  Schottky  contact  metal 
serves  as  a  high  reflectivity  top  mirror  in  the  RCE 
detector  structure.  The  devices  were  fabricated  by  using  a 
microwave-compatible  fabrication  process.  The  resulting 
spectral  photoresponse  had  a  resonance  around  895  nm, 
in  good  agreement  with  our  simulations.  The  full- width- 
at-half-maximum  (FWHM)  was  15  nm,  and  the 
enhancement  factor  was  in  excess  of  6.  The  photodiode 
had  an  experimental  set-up  limited  temporal  response  of 
18  psec  FWHM,  corresponding  to  a  3-dB  bandwidth  of  20 
GHz. 

Key  Words 

Photonic  integrated  circuits,  Ultrafast  devices,  Schottky 
photodiodes,  Resonant  cavity  enhancement. 

Introduction 

High-speed,  high-efficiency  photodetectors  play  an 
important  role  in  optical  communication  and 
measurement  systems.  The  high-speed  properties  of 
Schottky  photodiodes  have  already  been  shown  with 
reported  3-dB  operating  bandwidths  exceeding  200  GHz 
[1-2].  However,  the  efficiency  of  these  detectors  have  been 
typically  limited  to  less  than  10%,  mostly  due  to  the  thin 
absorption  region  needed  for  short  transit  times.  One  can 
increase  tire  absorption  region  thickness  to  achieve  higher 
efficiencies.  But  this  also  means  longer  transit  times 
which  will  degrade  the  high-speed  performance  of  the 
devices.  Resonant  cavity  enhanced  (RCE)  photodetectors 


potentially  offer  the  possibility  of  overcoming  this 
limitation  of  the  bandwidth-efficiency  product  of 
conventional  photodetectors[3-5].  The  RCE  detectors  are 
based  on  the  enhancement  of  the  optical  field  within  a 
Fabry-Perot  resonant  cavity.  The  increased  field  allows 
the  usage  of  thin  absorbing  layers,  which  minimizes  the 
transit  time  of  the  photo-carriers  without  hampering  the 
quantum  efficiency.  High-speed  RCE  photodetector 
research  has  mainly  concentrated  on  using  p-i-n  type 
photodiodes,  where  near  100%  quantum  efficiencies 
along  with  a  3-dB  bandwidth  of  17  GHz  have  been 
reported  [6],  There  are  only  a  few  reports  on  RCE 
Schottky  photodiodes,  where  a  2-fold  enhancement  has 
been  observed  for  RCE  InGa As/In A1  As  based  Schottky 
photodiodes[7].  In  this  paper,  we  report  our  work  on 
design,  fabrication  and  testing  of  high-speed  RCE 
Schottky  photodiodes  for  operation  at  900  nm. 

Design 

We  used  an  S-matrice  method  to  design  the  epilayer 
structure  of  the  RCE  Schottky  photodiodes.  The  structure 
was  optimized  for  top-illumination  and  it  consisted  of  a 
bottom  Bragg  mirror  integrated  with  a  Schottky  diode 
structure.  The  mirror  was  formed  by  15  pair  AlAs(755 
A)/GaAs(637  A)  quarter  wave  stack  designed  to  operate  at 
900  nm.  The  Schottky  diode  region  had  a  0.630  |im  thick 
N+  (Nd=  3x1018  1/cm3)  layer  for  ohmic  contacts,  and  a  0.3 
jam  thick  N"  (ND  =  1.2  x  1017  1/cm3)  region  for  the 
generation  and  transport  of  photogenerated  carriers.  The 
N'  region  consisted  of  a  1300  A  thick  photoactive 
Ino.08Gao.92As  region,  sandwiched  between  two  GaAs  N" 
layers.  The  top  GaAs  N'  layer  between  the  Schottky  metal 
and  the  In0.08Ga0.92As  region  had  a  thickness  of  500  A, 
while  the  other  N' region  had  a  thickness  of  1200  A.  The 
photoactive  Ino.08Gao.92As  region  was  placed  closer  to  the 
metal  contact  in  order  to  equalize  the  transit 
times  of  photogenerated  electrons  and  holes.  The 
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Ino.08Gao.92As/GaAs  interfaces  were  graded  to  avoid  hole¬ 
trapping.  The  total  length  of  the  cavity  was  designed  to  get 
the  resonance  to  occur  at  900  nm. 

Fabrication 

The  epitaxial  layers  are  grown  by  a  solid-source  MBE  on 
semi-insulating  GaAs  substrates.  We  fabricated  the 
epitaxial  wafers  using  a  monolithic  microwave-compatible 
fabrication  process.  A  microphotograph  of  the  fabricated 
photodiodes  is  shown  in  Figure  1.  First,  ohmic  contacts  to 
the  N+  layers  were  formed  by  a  recess  etch  through  the  0.3 
micron  N-  layer.  This  was  followed  by  a  self-aligned  Au- 
Ge-Ni  liftoff  and  a  rapid  thermal  anneal.  The  semi¬ 
transparent  Schottky  contact  was  formed  by  deposition  of 
200  A  Au.  Using  an  isolation  mask,  we  etched  away  all  of 
the  epilayers  except  the  active  areas.  Then,  we  evaporated 
Ti/Au  interconnect  metal  which  formed  coplanar 
waveguide  (CPW)  transmission  lines  on  top  of  die  semi- 
insulating  substrate.  The  next  step  was  the  deposition  and 
patterning  of  a  2000  A  diick  silicon  nitride  layer.  The 
thickness  of  the  nitride  layer  was  chosen  to  act  as  an 
antireflection  coating  for  the  RCE  Schottky  photodiode  at 
the  design  wavelength.  Besides  passivation  and  protection 
of  die  surface,  the  nitride  was  also  used  as  the  dielectric  of 
the  metal-insulator-metal  bias  capacitors.  Finally,  1.5 
micron  thick  Au  layer  was  used  as  an  airbridge  to  connect 
tiie  center  of  the  CPW  to  the  top  Schottky  metal.  The 
resulting  Schottky  diodes  had  breakdown  voltages  larger 
than  12  V.  The  dark-current  of  a  150x150  |rm  device  at  - 
IV  bias  was  30  nA.  Using  the  forward  current-voltage 
characteristics,  we  measured  the  barrier  height  of  the 
Schottky  junction  to  be  0.83  eV. 


Figure  1.  Microphotograph  of  •  the  fabricated  RCE 
photodiode 

Experiment 

For  photoresponse  measurements,  white-light  from  a 
tungsten  lamp  was  passed  through  a  monochromator.  The 
output  of  the  monochromator  was  then  coupled  into  a 


multi-mode  fiber,  and  the  other  end  of  the  fiber  was 
brought  in  close  proximity  to  the  wafer,  where  a  circular 
region  with  ~  75  |xm  diameter  was  illuminated.  The 
spectral  response  of  the  photocurrent  obtained  from  this 
set-up  was  corrected  by  first  measuring  the  optical  power 
coming  out  of  the  fiber  with  a  power  meter.  For 
photospectral  measurements,  we  used  a  150x150  pm 
photodiode  biased  at  -2.0  Volts. 


800  850  900  950 

Wavelength  (nm) 


Figure  2.  (a)  Measured,  and  (b)  simulated  photoresponse 
of  the  RCE  photodiode. 

The  photoresponse  of  the  device  obtained  by  using 
the  aforementioned  set  up  is  shown  in  Figure  2(a).  For 
comparison  purposes,  the  simulated  quantum  efficiency 
of  the  epitaxial  structure  is  shown  in  Figure  2(b).  There 
is  a  reasonable  agreement  between  the  calculated  and  the 
measured  spectral  responses.  The  resonant  wavelength  of 
the  device  is  895  nm,  which  is  very  close  to  the  design 
wavelength  of  900  nm.  When  compared  with  a  single¬ 
pass  structure,  the  enhancement  factor  of  the  device  is  in 
excess  of  6  at  the  resonant  wavelength.  The  full-width  at 
half  maximum  was  15  nm,  corresponding  to  a  -1.6% 
spectral  width.  Although  we  predicted  a  peak  quantum 
efficiency  of  70%,  the  measured  peak  quantum  efficiency 
was  around  18%.  The  discrepancy  between  the 
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experiment  and  simulation  is  due  to  the  shift  of  the 
Bragg  mirror  center  wavelength  during  the  MBE  growth, 
which  resulted  in  a  60%  bottom  mirror  at  900  nm. 

High-speed  measurements  were  made  with  short 
optical  pulses  of  1.5  ps  FWHM  at  895  nm  wavelength. 
The  optical  pulses  from  the  laser  were  coupled  into  a 
single-mode  fiber,  and  the  other  end  of  the  fiber  was 
brought  in  close  proximity  of  the  photodiode  by  means  of 
a  probe  station.  We  used  a  8x9  |im  device  biased  at  -2 
Volts,  and  the  photodiode  output  was  measured  by  a  50 
GHz  sampling  scope.  Figure  3  shows  the  measured 
photodiode  output  which  had  a  FWHM  of  18  psec,  and  a 
fall-time  of  20  psec.  There  is  no  residual  photocurrent 
after  the  pulse  fall-time  (except  the  smaller  bumps  due  to 
reflections  from  the  electrical  contacts)  which  indicates 
that  there  is  no  diffusion  component  which  may  limit  the 
bandwidth  of  the  device.  This  is  in  accordance  with  our 
expectations,  as  the  photoactive  region  is  totally  depleted, 
and  the  other  regions  are  transparent  at  the  resonant 
wavelength.5  The  Fourier  transform  of  the  measured 
output  had  a  3-dB  bandwidth  of  20  GHz.  The 
symmetrical  shape  of  the  temporal  response  suggested 
that  the  measurement  was  limited  by  the  experimental 
set-up.  Considering  the  measurement  set-up  limitations, 
and  the  dimensions  of  the  device  under  test,  we  estimate 
the  actual  temporal  response  of  the  device  to  be  around 
5.0  psec. 
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Figure  3.  Pulse  response  of  the  RCE  photodiode 


A  Complete  Monolithically-Integrated  Circuit  for  All  Optical  Generation  of  Millimeter- Wave 

Frequencies 


G.  Allen  Vawter,  Alan  Mar,  Vincent  M.  Hietala,  John  Zolper  and  John  Hohimer 


Sandia  National  Laboratories 
Albuquerque ,  NM 87185-0603 
USA 


Abstract 

The  first  monolithic  integrated  circuit  for  all-optical  generation  of 
millimeter  wave  signals  is  reported.  The  design  integrates  a 
mode-locked  semiconductor  ring  diode  laser  with  an  optical 
amplifier  and  high-speed  photodetector  into  a  single  optical 
integrated  circuit.  Signal  generation  is  demonstration  is 
demonstrated  at  30,  60  and  90  GHz  frequencies. 
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Introduction 

Today,  the  generation  of  mm-wave  signals  typically  uses  discrete 
negative  differential  resistance  diodes  coupled  to  a  metallic 
waveguide  cavity  resonant  at  the  desired  frequency.  At 
frequencies  near  100  GHz,  the  output  power  and  efficiency  of 
these  sources  is  low  (typically  10  mW  output  power  and  21% 
efficiency);  and  higher  frequencies  are  only  accessible  by 
frequency  multiplying.  Demonstration  of  passive  mode-locking 

of  semiconductor  ring  lasers  at  high  pulse  repetition  rates ^ 
suggests  the  possibility  of  a  photonic  integrated  circuit  (PIC) 
comprising  a  mode-locked  ring  laser  and  traveling-wave 

photodiode  2-4  (TWPD)  for  direct  generation  of  mm-wave 
electrical  signals.  Such  a  PIC  could  be  much  more  compact  and 
efficient  compared  to  current  technology  and  operate  in  the 
regime  above  60  GHz  where  existing  semiconductor-based  mm- 
wave  sources  are  inefficient  or  simply  non-existent.  In  particular, 
Gunn  diodes  and  IMP  ATT  devices  are  limited  to  efficiencies  of 
only  a  few  percent.  GaAs  mm-wave  integrated  circuit  (MMIC) 
oscillators  are  limited  to  roughly  5%  and  InP  MMICs  are  limited 
to  between  5  and  25%  efficiency.  Power  output  and  efficiency  of 
these  devices  drops  rapidly  above  100  GHz.  By  contrast  a  ring 
laser-  and  TWPD-based  PIC  could  eventually  reach  efficiencies 
up  to  50%  at  frequencies  above  100  GHz.  In  addition,  such  a 
PIC  may  be  cleaved  to  separate  the  TWPD  from  the  amplifier  and 


an  optical  fiber  used  to  transport  the  mm-wave  power  over  large 
distances  before  conversion  to  mm-waves  at  the  point  of  use. 

We  demonstrate  the  first  monolithic  PIC  for  generation  of 
mm-wave  signals.  This  new  PIC  integrates  a  passively  mode- 
locked  semiconductor  ring  laser,  optical  amplifier  and  high-speed 
photodiode  for  generation,  amplification  and  detection  of  an 
optical  pulse  train  with  30  to  90  GHz  pulse-repetition  frequency. 
Output  is  an  electrical  signal,  generated  by  the  photodiode, 
whose  fundamental  frequency  is  the  pulse  repetition  rate  of  the 
mode-locked  laser.  The  circuit  uses  a  novel  waveguide 
photodiode  (WGPD)  integrated  with  a  mm-wave  transmission 
line  specifically  designed  for  high-speed  operation  and  signal 
extraction  on  a  heavily-doped  GaAs  substrate. 


a^rn 


Lmplifier 


L>»1< 


waveguide  photodiode 
transmission  line 
saturable  absorber  nrnbd  nads 


Figure  1 .  Schematic  of  actual  mm-wave  generation  circuit. 

The  mm-wave  signal  generation  PIC  design  for  60  and  90 
GHz  signals  is  shown  in  Fig.  1.  A  closed-ring  GaAs/AlGaAs 
diode  laser  with  a  separately  contacted,  reverse-biased  saturable 
absorber  is  passively  mode  locked  generating  a  continuous  train 
of  short  (1  to  10  ps)  optical  pulses  in  the  ring  cavity.  Output  of 
the  ring  laser  is  coupled  to  optical  waveguide  amplifier  using  a 
multi-mode  Y-junction.  A  direct-waveguide  photodetector 
(WGPD)  converts  the  optical  pulse  train  emerging  from  the 
amplifier  to  a  mm-wave  electrical  output.  Finally,  a  50-Ohm 
transmission  line  is  integrated  with  the  WGPD  for  removal  of  the 
electrical  signal.  A  WGPD  was  chosen  rather  than  a  velocity- 
matched  TWPD  so  that  the  PIC  requires  only  one  epitaxial 
growth  sequence.  The  pn-junction  design  is  optimized  for  laser 
and  amplifier  operation  and  does  not  have  a  large  enough 
depletion  width  to  accommodate  a  velocity-matched 
photodetector.  An  alternate  configuration  was  used  for  30  GHz 
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signals  wherein  the  reverse-biased  saturable  absorber  also 
functions  as  a  high-speed  photodetector,  converting  a  fraction  the 
lasing  pulse  train  into  a  mm-wave  electrical  output.  Although 
more  simple,  this  configuration  does  not  offer  the  output  power 
potential  of  the  PIC  using  an  optical  amplifier  and  WGPD. 

Design 

The  pulse  repetition  frequency,  f  of  the  mode-locked  laser  is 
fixed  by  the  cavity  round  trip  time  which  is  determined  by  the 
diameter  of  the  ring  according  to  (1) 


Contact  Meta 
Si02- 


p-type  Upper  AIGaAs  Cladding 

GRINSCH-SQW 
Waveguide/Active 
'  Layers 


n-type  Lower  AIGaAs  Cladding 


(a) 


n+  GaAs  Substrate 


/= 


c  1 


(1) 


where  c  is  the  vacuum  speed  of  light,  nefT  the  group  effective 
refractive  index  of  the  multimode  ring  waveguide  and  d  the  ring 
diameter.  Using  the  known  86  GHz  rate  for  a  300  pm  ring 
employing  6-pm  wide  multilateral-moded  rib  waveguides,  rings 
of  nominally  30,  60  and  90  GHz  pulse-repetition  frequency  were 
designed  having  diameters  of  860,  430  and  290  pm  respectively. 
Light  output  from  the  ring  laser  is  coupled  by  an  equal-width 
branching  Y-junction  into  a  1-mm  long  waveguide  optical 
amplifier  providing  optical  gain  to  the  pulse  train  prior  to 
coupling  into  the  WGPD.  Fig.  2  shows  cross  sections  of  the  four 
circuit  elements. 

The  WGPD  was  designed  for  high-speed  operation  and 
minimum  capacitive  loading  caused  by  the  n-type  doped 
substrate.  The  WGPD,  Fig.  2b,  has  a  small  active  area  and  is 
coupled  directly  into  a  50  Ohm  transmission  line,  Fig.  2c,  and 
ground-signal-ground  contact  pads.  Dimensions  of  the 
transmission  line  were  selected  to  give  low  loss  and  50  Ohm 
characteristic  impedance.  The  WGPD  is  fabricated  by  inserting 
the  pn-junction  waveguide  material  between  the  center  electrode 
and  ground  plane  of  the  transmission  line.  The  additional  loss 
and  capacitance  of  the  diode  lowers  the  characteristic  impedance 
and  raises  the  effective  refractive  index  sufficiently  that  device 
lengths  below  200  pm  are  adequately  viewed  as  lumped 
photodiodes.  Both  10  and  80  pm  WGPD  lengths  were  integrated 
with  the  60  and  90  GHz  lasers.  All  detectors  are  6  pm  wide, 
matching  the  width  of  the  laser  and  amplifier  waveguides. 
Calculated  optical  absorption  within  the  waveguide  due  to  the 
reverse-biased  quantum  well  is  430  dB/cm.  At  this  absorption 
level  10%  of  the  light  intensity  will  be  absorbed  by  the 
photodiode  in  10  pm  of  waveguide  length  and  55%  in  80  pm. 
These  values  are  the  upper  limit  of  WGPD  efficiency.  The  end 

of  the  WGPD  was  etched  at  an  angle-*  to  suppress  reflections  and 
feedback  to  the  ring  laser. 


Fabrication 


The  epitaxial  structure  for  our  mm-wave  generation  OEIC  is  a 
single-quantum-well  (10  nm)  graded  index  separate-confinement- 
heterostructure  in  GaAs/AlxGaUxAs  with  x=0.6  cladding  layers. 
Overall  thickness  of  the  undoped  graded  layers  and  quantum  well 
is  0.41  pm.  Oxygen  ion  implantation  of  the  p-type  layers  in  the 
regions  between  circuit  elements  was  used  to  provide  electrical 
isolation.  The  implant  was  annealed  at  850°C  for  30  s  to  recover 

optical  transparency  while  maintaining  high-resistivity  A  7  jhe 


■■II 

L 

Figure  2.  Cross-section  views  of  the  three  principle  circuit 
elements  comprising  the  all-optical  mm-wave  signal  generator, 
(a)  Laser  and  amplifier  active  waveguide.  (b)  Waveguide 
photodiode.  (c)  Millimeter- wave  transmission  line.  Key 
dimensions  are:  W  =  12  pm,  S  =  5  pm  and  G  =  10  pm. 


Figure  3.  Electron  micrograph  view  of  complete  all-optical  mm- 
wave  signal  generation  PIC.  Total  length  of  the  circuit  is  less 
than  2  mm. 
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6-jxm  wide  laser,  output  coupler,  amplifier  and  WGPD 
multilateral  mode  rib  waveguides  were  formed  simultaneously  by 
chlorine  reactive  ion  beam  etching  (RIBE)  through  the  active 
layer.  The  deep  trench  for  the  WGPD  and  transmission  line  was 
formed  in  a  second  RIBE  step.  WGPD  n-type  ohmic  contacts 
and  transmission  line  ground  plane  metalization  were  deposited 
in  the  trench  followed  by  a  polyimide  dielectric  used  to  support 
the  p-type  WGPD  contact  and  transmission  line  center  electrode. 
The  laser,  amplifier  and  WGPD  p-type  ohmic  contacts  and 
transmission-line  center  electrode  were  deposited  in  a  single  step. 
Completed  PICs  were  tested  p-side  up  without  heat  sinking.  Fig. 
3  is  an  SEM  image  of  a  complete  PIC.  Although  the  straight 
amplifier  section  is  broken  into  two  separately  contacted  sections, 
all  data  presented  here  was  taken  by  shorting  the  two  sections 
together  and  applying  a  common  bias  current. 

Table  1.  Operating  currents  and  voltages  for 

selected  mm-wave  generation  PICs. 


Ring  Dia. 
(gm) 

Ring 

Curren 

t(mA) 

Absorber 
Bias  (V) 

Amp. 

Curren 

t 

(mA) 

WGPD 

Bias 

(V) 

860 

130 

-2.9 

70 

-2.9 

430 

180 

-3.3 

70 

-18 

290 

192 

-3.4 

70 

-17 

Results 

Millimeter-wave  output  of  PICs  was  measured  using  DC  bias 
currents  to  the  ring  laser  and  amplifier.  Mode-locking  of  the  ring 
laser  was  established  by  reverse  biasing  the  saturable  absorber 
while  monitoring  the  WGPD  using  Cascade  co-planar  probes  and 
an  HP8565E  spectrum  analyzer.  Harmonic  mixers  were  used  at 
the  input  of  the  spectrum  analyzer  for  heterodyne  detection  of 
frequencies  above  50  GHz.  Table  1  details  the  required  bias 
conditions  of  the  three  ring  diameters  for  stable  mode-locking. 

Output  frequency,  power  is  plotted  in  Fig.  4.  Measured 
output  power  and  frequency  of  the  860,  430  and  290  pm 
diameter  of  rings  were  -12  dBm  at  29.1  GHz,  -23  dBm  at  57.5 
GHz  and  -27  dBm  85.2  GHz  respectively.  Frequency  generation 
close  to  the  desired  value  was  achieved  for  all  three  laser 
diameters.  The  signals  have  a  typical  linewidth  of  0.3  -  1.0 
MHz.  influenced  primarily  by  timing  jitter  of  the  pulse  train. 
This  jitter  was  determined  by  integrating  the  sideband  noise  and 
ranged  from  about  0.3  -  1 .0  ns  RMS,  such  values  are  not  unusual 
for  passively  mode-locked  semiconductor  lasers. 

Gain  of  the  optical  amplifier  was  measured  in  the  range  of  3 
to  4  dB  per  0.5  mm  amplifier  segment  under  CW  operation.  Data 
was  taken  using  the  same  bias  currents  indicated  in  Table  1.  At  a 
fixed  laser  drive  current,  gain  of  an  individual  amplifier  section  is 
determined  by  the  ratio  of  photocurrents  measured  using  the  first 
amplifier  stage  in  reverse  bias  and  then  forward  biasing  the  first 


amplifier  stage  while  using  the  second  stage  in  reverse  bias. 
Since  intra-band  carrier  relaxation  times  are  similar  to  the  mode- 
locked  pulse  length,  measurement  of  CW  gain  is  an 
approximation  of  the  actual  gain  under  mode-locked  operation. 


u 

^-10 

— 

i — i — i — 

Large  Ring 

-i — i — i— 

— i — 

m-20 

Medium  Ring 

2- 

a>-30 

— 

— 

S 

£-40 

- 

- 

“O 

3-50 

o 

© 

o-60 

— 

— 

_ 

D 

l  Small  Ring 

-70 

— 

— 

-80 

i — i — i — 

-i — i — i — 

_i — 

20  30  40  50  60  70  80  90  100 

Frequency  (GHz) 


Figure  4.  Measured  performance  of  three  different  mm-wave 
signal  generation  PICs.  Large,  medium  and  small  rings  are  860, 
430  and  290  pm  diameter  respectively. 

Discussion 

The  output  frequency  of  our  PIC  is  well  described  by  (1).  Cavity 
frequencies  are  approximately  5%  below  the  predicted  values, 
this  error  is  dominated  by  variation  of  nefr  from  the  ideal.  Output 
power  of  these  first  demonstration  PICs  is  limited  by  WGPD 
efficiency.  By  comparison,  optical  autocorrelation  measurements 
of  pulse  output  of  cleaved  ring  lasers  have  shown  up  to  0  dBm 

average  power  output  at  87  GHz  repetition  rate.*  Direct 
measurement  of  relative  response  of  WGPDs  separated  from 
PICs  shows  a  20  dB  roll-off  at  40  GHz.  WGPD  performance 
may  be  limited  by  factors  such  as  contact  resistance,  incomplete 
absorption  within  the  device,  and  RF  losses  within  the  metal  and 
polyimide.  Considering  the  WGPD  response  of  no  better  than  - 
20  dB  and  approximately  6  dB  gain  available  from  the  optical 
amplifier,  our  integrated  ring  lasers  appear  to  be  generating 
average  output  power  similar  to  the  earlier  discrete  devices. 

Output  power  of  the  mm-wave  PIC  is  influenced  by  a 
number  of  factors  including  the  internal  circulating  power  of  the 
ring,  the  amount  of  power  coupled  out  of  the  ring,  gain  of  the 
amplifier  and  the  efficiency  of  the  photodiode.  All  of  these 
require  optimization  to  extract  the  maximum  mm-wave  power. 
Power  extraction  from  the  laser  could  be  improved  through  use 

of  reflective  facet  output  couplers8  in  place  of  Y-junctions, 
thereby  improving  control  of  the  ratio  of  output-coupled  power 
to  circulating  power.  Wider  pulses,  up  to  a  duty  cycle  of 
approximately  50%,  could  improve  the  output  power  at  the 
fundamental  frequency  by  as  much  as  10  dB.  Such  pulse 
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broadening  may  be  achievable  using  grating  or  waveguide- 
coupler  filters  within  the  ring  cavity  to  reduce  the  lasing  spectral 
bandwidth.  Improvements  in  amplifier  gain,  detector  efficiency 
and  detector  power  handling  capability  would  also  increase  the 
output  power  of  the  PIC.  Use  of  a  TWPD  would  increase  the 
output  by  as  much  as  a  factor  of  10  at  these  demonstration 
frequencies  and  may  be  required  above  100  GHz  due  to  the  poor 
WGPD  efficiency.  A  flared  amplifier  with  one  or  more 
photodiodes  operating  in  parallel  at  the  wide  amplifier  output  end 
may  result  in  dramatic  power  enhancements.  Finally,  pulse-to- 
pulse  timing  jitter  could  be  reduced  to  the  femtosecond  regime 
through  the  use  of  an  electronic  phase-lock  loop  providing 
feedback  from  the  pulse  output  to  the  saturable  absorber  section. 

Conclusion 

In  summary,  we  have  demonstrated  the  first  PIC  for  direct 
generation  of  mm-wave  frequencies.  This  PIC  integrates  a 
passively  mode-locked  semiconductor  ring  laser  with  an  optical 
amplifier  and  high-speed  waveguide  photodiode.  By  generating 
and  amplifying  a  train  of  optical  pulses  and  using  and  integrated 
waveguide  photodiode  to  convert  the  optical  pulses  into  an 
electrical  signal,  this  circuit  has  been  used  to  generate  -23  and  - 
27  dBm  of  mm-wave  power  at  57.5  and  85.2  GHz  respectively. 
Similarly,  direct  sampling  of  the  saturable  absorber  has  generated 
-12  dBm  at  29.1  GHz.  PICs  using  this  concept  can  used  in  a 
wide  variety  of  applications  where  a  very  compact,  lightweight 
mm-wave  source  is  required. 
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Abstract 

Photoconductive  switches  with  a  gap  of  43  nm  have  been 
fabricated  by  using  an  atomic  force  microscope.  Ultrafast 
response  of  the  switches  have  been  measured  by  electrooptic 
sampling  method.  Intrinsic  response  of  the  switch  has  been 
estimated  as  210  fs  by  extrapolation  of  impulse  response  at 
zero  distance. 
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I.  Introduction 

Metal-semiconductor-metal(MSM)  photoconductive 

switches  have  been  developed  as  a  source  of  high  speed 
electrical  signals.  Electrical  signals  in  femtosecond  region 
have  been  generated  from  MSM  photoconductive  switches. 
It  is  efficient  to  decrease  carrier  life  time  and  transit  time  of 
electrons  and  holes  to  achieve  ultrafast  MSM 
photoconductive  switches.  Low  temperature  crystal 
growth[l]  and  ion  implantation[2]  have  been  also  utilized  to 
decrease  carrier  life  time  in  femtosecond  region.  Nano-meter 
fabrication  technology  has  been  utilized  to  decrease  transit 
time  of  carriers.  Electron  beam  lithography [1]  and  scanning 
probe  process[3]  have  been  developed  to  realize  narrow 
photoconductive  gaps.  The  probe  process  based  on  a 
scanning  tunneling  microscope(STM)  or  an  atomic  force 
microscope(AFM)  has  been  developed  rapidly  in  recent 
years.  We  made  43-nm-gap  photoconductive  switches  by 
the  oxidation  process  which  is  recently  proposed[4]  and 
developed[5]. 

II.  Fabrication  Process 


The  sample  was  set  in  an  air-ambient  AFM  after  the 
deposition  of  a  4  nm  thick  titanium  layer  on  an 
unintentionally-doped  semi-insulating  GaAs  substrate.  The 
oxide  line  was  formed  by  moving  the  cantilever  at  the  bias 
voltage  of  8  V  negatively  to  the  sample.  The  scan  speed  for 
this  sample  is  10  nm/sec.  We  formed  narrower  oxidized 
wire(43  nm)  by  reducing  the  bias  voltage  compared  to  the 
line  of  100  nm  at  the  bias  voltage  of  10V[3].  The  relation 
between  the  dark  current  and  the  bias  voltage  is  shown  in 
Figure  1.  The  resistance  is  2  M£2  at  low  bias  condition, 
and  is  773  kD  at  the  bias  voltage  of  2  V.  The  resistance  is 
smaller  than  the  reported  value  of  10  MQ  for  the 
photoconductive  switch  with  a  gap  of  100  nm[3].  The 
decrease  of  Schottkey-barrier  height  is  enhanced  due  to  the 
strong  electric  field  between  the  electrodes  at  the  same  bias 
condition  compared  to  a  100-nm-gap-switch.  The  excess 
capacitance  due  to  the  oxidized  titanium  is  calculated  to  be 
0.14  fF  from  the  measured  dielectric  constant(er  =  24)[5], 
which  is  much  smaller  than  the  capacitance  caused  by  the 
GaAs  substrate.  This  oxide  wire  is  not  only  transparent  to 
the  excitation  beam  but  also  a  good  insulator.  After  the 
oxidization,  we  formed  coplanar  transmission  lines.  The 
transmission  lines  were  made  of  Ti  /  Au,  and  they  were  10 
Urn  wide  and  200  nm  thick.  The  line  separation  was  10 
(im.  We  removed  the  excess  titanium  thin  film  except  for 
the  part  of  the  photoconductive  switch  by  reactive  ion 
etching. 

III.  Measurement 

The  ultrafast  electrical  pulses  from  the  photoconductive 
switch  were  measured  on  the  coplanar  transmission  line  by 
the  electrooptic  sampling  system[6]  which  can  estimate 
both  transverse  component  and  longitudinal  component  of 
electric  field  without  changing  the  configuration  of  the 
device  under  test.  The  longitudinal  component  cannot  be 
ignored  since  electrical  signals  in  femtosecond  region  cannot 
be  expressed  by  a  simple  TEM  approximation.  The 
electrooptic  sampling  system  is  based  on  a  colliding  pulse 
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mode-locked  dye  laser  which  provides  60  fs  optical  pulse 
train.  The  average  output  power  was  12  mW  and  the  laser 
beam  was  divided  into  a  pump  beam  for  the  excitation  of  the 
photoconductive  switch,  and  a  probe  beam  for  the 
measurement  The  probe  beam  goes  through  the  probe 
crystal,  and  is  reflected  at  the  bottom  by  the  dielectric  mirror 
deposited  on  the  probe  crystal.  The  probe  crystal  is  made  of 
LiTaC>3  at  the  thickness  of  50  pm.  We  can  measure  two 
components  of  electric  field  sensitively,  since  LiTa03 
crystal  has  two  large  electrooptic  coefficients. 

IV.  Results  and  Discussion 

The  output  signals  from  the  43-nm-gap  photoconductive 
switch  were  measured  at  the  point  of  80  pm,  180  pm,  280 
pm  from  the  photoconductive  gap.  The  measured  signal 
contains  the  radiation  modes  if  we  measure  signals  close  to 
the  photoconductive  gap.  The  measured  two  output  signals 
at  the  point  of  80  pm  at  the  bias  voltage  of  5  V,  are  shown 
in  Figure  2.  These  two  signals  are  correspond  to  the 
transverse  and  the  longitudinal  component  of  the  electric 
field.  The  full  width  at  half  maximum  for  the  transverse 
component  is  530  fs.  It  is  plausible  to  explain  these  fast 
response  as  velocity  overshoot  of  electrons  in  such  a  strong 
electric  field.  The  waveform  for  longitudinal  component  is 
similar  to  the  differential  of  the  transverse  component.  The 
longitudinal  component  cannot  be  ignored  at  the  impulse 
region  of  the  transverse  component  The  pulsewidth  gets 
wider  as  they  propagate  along  the  transmission  line.  The 
pulsewidth  at  180  pm  is  940  fs  and  the  pulsewidth  at  280 
pm  is  2.07  ps.  Pulsewidth  increases  rapidly  at  the 
position  of  280  pm  since  the  electron  current  peak  cannot 
be  observed  clearly  due  to  the  dispersion  of  the  transmission 
line.  We  estimated  the  impulse  response  at  zero  distance  as 
210  fs.  This  value  is  close  to  the  value  of  206  fs  for  the 
100-nm-gap  photoconductive  switch[3]  at  the  bias  voltage 
of  10  V.  It  is  plausible  to  determine  the  intrinsic  response 
of  the  43-nm-gap-switch  by  CR  constant  since  the  transit 
time  is  estimated  to  be  about  half  compared  to  the  transit 
time  for  the  100-nm-gap-switch. 
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Figure  1.  I  -  V  characteristic  for  the  photoconductive  switch 


Figure  2.  The  transverse  and  the  longitudinal  electric  field 
at  the  position  of  80  mm 


Figure  3.  The  relation  between  the  pulsewidth  and 

the  distance  from  the  switch.  The  intrinsic 
response  of  the  switch  is  estimated  as  210  fs 
for  43  nm-gap-switch. 
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Abstract 

Polymer-based  sandwich  microstrip  transmission  lines 
are  investigated  for  the  use  as  ultrafast  interconnects 
in  microelectronic  circuits.  Electronic-grade  Benzocy- 
clobutene  (Cyclotene)  is  applied  as  dielectric  medium. 
Optoelectronic  pulse-propagation  measurements  com¬ 
paring  the  microstrip  lines  with  standard  coplanar 
waveguides  show  that  the  waveguides  are  free  of  modal 
dispersion  up  to  the  highest  frequencies  of  1.2  THz. 
Signal  attenuation  is  low  (<1  dB/mm  at  0.1  THz,  ph  6 
dB/mm  at  1.2  THz),  dominated  by  conductor  losses. 
Radiation  losses  are  negligible  for  all  sandwich  mi¬ 
crostrip  lines  tested.  Shielding  by  the  ground  conductor 
ensures  that  the  waveguides  are  immune  against  Drude 
absorption  in  lossy  substrates. 

Keywords 

Thin-film  microstrip  lines,  Ultrafast  measurements, 
Polymer  waveguides,  Optoelectronics 

Introduction 

The  continuing  rise  in  operation  frequency  of  the  fastest 
microelectonic  circuits  [1]  necessitates  a  reevaluation  of 
the  way  how  devices  are  interconnected  on  chip.  At 
present,  the  coplanar  waveguide  (CPW)  design  concept 
is  applied  in  GHz  applications.  CPWs  have  widely 
replaced  the  classic  microstrip  line  (MSL)  approaches 
with  the  signal  conductor  on  the  front  and  the  ground 
conductor  on  the  backside  of  the  wafer.  This  choice  has 
been  made  mainly  for  two  reasons:  (i)  to  avoid  the  need 
for  via  holes  for  contacting  of  the  ground  conductor  and 
(ii)  because  the  conventional  MSL  requires  a  conduc¬ 
tor  width  comparable  to  the  thickness  of  the  substrate 
in  order  to  obtain  the  conventional  50  H  impedance. 


Since  substrate  thinning  has  its  limitations,  the  con¬ 
ductor  width  remains  fairly  large.  As  a  consequence, 
higher  transverse  modes  can  propagate  already  at  fre¬ 
quencies  on  the  order  of  tens  of  GHz,  leading  to  pro¬ 
nounced  modal  dispersion  (see,  e.g.  [2])  that  makes  con¬ 
ventional  MSLs  unsuitable  for  applications  in  the  range 
at  and  above  tens  of  GHz.  CPWs,  however,  also  have 
their  problems.  As  they  consist  of  three  conductors, 
undesired  modes  with  antisymmetric  field  distributions 
and  different  propagation  constants  can  be  excited  [3]. 
These  modes  must  be  suppressed  by  equilibration  of 
the  ground  potential  via  incorporation  of  air  bridges. 
Furthermore,  CPWs  are  prone  to  radiation  losses  that 
must  be  minimized  by  chosing  suitably  small  waveguide 
dimensions  [4]. 

In  recent  years,  an  alternative  microstrip  concept  has 
emerged  that  avoids  the  fundamental  problems  of  MSLs 
and  CPWs:  thin-film  microstrip  lines  (TFMSLs),  also 
known  as  sandwich  microstrip  lines  [2],  [5],  [6].  Both 
signal  and  ground  conductors  are  located  on  the  wafer 
surface  separated  by  a  thin  dielectric  insulator  layer. 
Because  the  width  of  the  dielectric  can  be  chosen  over 
quite  a  wide  range,  there  is  considerable  freedom  for 
the  selection  of  the  width  of  the  signal  conductor.  It 
can  be  realized  with  lateral  dimensions  down  to  the  1- 
fim  scale  allowing  to  adjust  the  impedance  while  min¬ 
imizing  the  line  width  and  the  modal  dispersion.  An 
important  consequence  of  the  mode  confinement  above 
the  substrate  is  that  sandwich  MSLs  are  unaffected  by 
substrate  properties,  such  as  electric  conductivity  or 
high  permittivity,  that  would  be  detrimental  to  CPWs. 
The  mode  confinement  furthermore  promises  reduced 
crosstalk  between  neighboring  lines  and  thus  high  pack¬ 
ing  densities  in  integrated  circuits.  Another  advan¬ 
tage  is  that  the  availability  of  various  suitable  poly¬ 
mers  makes  TFMSL  fabrication  nearly  as  easy  as  that 
of  CPWs  while  improving  the  range  of  possible  applica- 
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tions  considerably  [6].  In  this  paper,  we  discuss  the  fab¬ 
rication  technology  of  TFMSLs  based  on  the  polymer 
Cyclotene.  Comparative  electrooptic  sampling  mea¬ 
surements  show  that  the  TFMSLs  exhibit  superior  at¬ 
tenuation  and  dispersion  properties  over  the  whole  GHz 
frequency  range  making  them  attractive  candidates  for 
ultrahigh-frequency  interconnects  [7] . 

Fabrication 

Our  TFMSLs  (see  Fig.  1)  are  fabricated  on  low- 
resistivity  (5-8  Ocm)  Si  substrates.  First,  an  800- 
nm-thick  A1  ground-conductor  metallization  is  de¬ 
posited  onto  the  Si  wafer  by  electron  beam  evapora¬ 
tion.  Then,  the  insulator  material,  commercially  avail¬ 
able  Cyclotene  3022-46  from  Dow  Chemicals,  is  spin- 
deposited.  Cyclotene  is  a  resin  based  on  Bisbenzocy- 
clobutene  (BCB)  momomers  developed  for  applications 
in  microelectronics  such  as  passivation  coatings  and  di¬ 
electrics  for  inter-chip  connects  in  multi-chip  modules 
[8].  It  is  cured  for  60  minutes  at  250°C  in  a  iV2  ambi¬ 
ent.  After  polymerization,  the  signal  conductor  with 
an  integrated  photoconductive  (PC)  switch  is  fabri¬ 
cated.  First,  a  500x500  pm2  piece  of  500-nm-thick 
lift-off  LT-GaAs  (LT:  low-temperature-grown)  is  van- 
der-Waals  bonded  onto  the  polymer  at  the  position  in¬ 
tended  for  the  PC  switch  (see  below).  After  removal 


Cross  Section 


Fig.  1.  Schematic  representation  of  the  waveguide  in  cross  section 
(upper  part)  and  of  the  experimental  setup  for  the  electrooptic 
on-wafer  pulse  propagation  measurements  (lower  part). 


of  the  Apiezon  coating  utilized  for  handling  of  the  LT- 
GaAs,  the  latter  one  is  patterned  into  a  20-/im-small 
stripe.  Finally,  an  800-nm-thick  A1  film  is  deposited 
and  patterned  by  lift-off  technique  into  an  8-^m-wide 
signal  conductor  with  a  5  pm  PC  gap  on  top  of  the  LT- 
GaAs.  We  have  prepared  two  samples,  one  with  1.7- 
/xm-thick  Cyclotene  (spin-coating  at  9000  rpm  for  30  s) 
and  the  other  with  5.4-/xm-thick  polymer  (1000  rpm 
for  30  s).  Because  the  signal  conductors  have  the  same 
width,  the  characteristic  impedance  varies.  Simulations 
yield  35  Cl  for  the  1.7  pm  sample  and  70  Cl  for  the  5.4  pm 
version. 


Compared  to  polyimides  that  may  be  employed  as 
dielectrics  in  waveguides  as  well,  cured  Cyclotene  resin 
supposedly  absorbs  less  moisture  while  it  exhibits  a 
static  dielectric  constant  as  low  as  that  of  polyimides 
(criStat  =  2.7  for  Cyclotene)  [9]. 

The  piece  of  LT-GaAs  layer  utilized  in  the  PC  switch 
is  taken  from  a  wafer  that  has  been  grown  by  molec¬ 
ular  beam  epitaxy  at  200°C'  on  (lOO)-oriented  semi- 
insulating  GaAs  after  following  deposition  of  a  layer  of 
100  nm  sacrifical  AlAs  at  550°C.  The  wafer  has  been 
annealed  in  situ  at  615°<7  for  15  minutes  in  an  As- 
rich  atmosphere.  The  epitaxial  lift-off  process  and  the 
bonding  of  LT-GaAs  on  Cyclotene  follow  the  proce¬ 
dure  first  presented  in  Ref.  [10].  Small  pieces  are  coated 
on  top  with  Apiezon  W  for  better  mechanical  stability 
and  handling  of  the  LT-GaAs  films  after  lift-off.  The 
LT-GaAs/ Apiezon  stack  is  lifted  off  by  dissolving  the 
AlAs  layer  in  diluted  (10%)  HF  at  0°C  over  several 
hours.  The  LT-GaAs/ Apiezon  film  is  placed  onto  the 
substrate  and  van-der-Waals  bonded  during  a  drying 
step  at  85°C. 

Electrooptic  characterization 

The  waveguides  are  characterized  by  time-domain  elec¬ 
trooptic  (EO)  sampling  (see  Fig.  1)  with  150-fs  pulses 
from  a  76-MHz  Ti:sapphire  laser  operating  at  a  wave¬ 
length  of  780  nm.  Two  excitation  schemes  are  em¬ 
ployed.  In  the  measurements  on  the  TFMSLs,  a  pump 
beam  (4  mW  average  power)  illuminates  the  15-V- 
biased  integrated  PC  gap  generating  picosecond  electric 
pulses  directly  on  the  TFMSL.  The  time-delayed  pulses 
of  the  probe  beam  detect  the  electric  transients  after 
a  propagation  distance  zi  with  the  help  of  a  LiTa03 
EO  transducer.  In  the  measurement  on  the  CPW,  that 
does  not  contain  an  integrated  PC  switch,  excitation  is 
achieved  with  the  help  of  a  freely  positionable  PC  probe 
[11],  [12]. 

Figure  2  displays  detected  pulses  in  the  time  do¬ 
main  for  the  35-fI  TFMSL  (upper  graph)  and  the  70-H 
TFMSL  (lower  graph)  at  various  positions  zu  (l  =  1, 
2,  3,  ...)  along  the  lines.  The  values  of  zi  are  given  in 
mm  from  the  first  sampling  position  z\  =  0.  Effects  of 
finite  propagation  velocity,  attenuation  and  dispersion 
are  directly  obvious  from  the  time-domain  data.  With 
increasing  propagation  length,  the  pulses  decrease  in 
amplitude  and  increase  in  pulse  width.  For  the  35 -Cl 
line,  losses  and  dispersion  are  more  pronounced.  In  ad¬ 
dition,  we  observe  for  both  lines  pulse  pedestals  that 
increase  slightly  with  increasing  zi.  The  pedestals  are 
barely  discernible  in  the  case  of  the  70-H  line  but  clearly 
visible  for  the  35-Cl  line.  Finally,  a  closer  look  at  the 
first  three  locations  on  the  70-ft  TFMSL  (for  zi  =  0, 
0.4, 1.7  mm)  reveals  a  ringing  in  the  decaying  part  of  the 
pulse.  It  is  caused  by  excitation  of  polar iton  modes  in 
the  LiTa03  detector  crystal.  These  are  mixed  modes  of 
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the  electromagnetic  signal  with  lattice  vibrations  whose 
propagation  direction  is  oriented  perpendicular  to  the 
wafer  surface  [13].  Reflection  at  the  topside  of  the  elec¬ 
trooptic  crystal  results  in  a  standing-wave  resonance. 


Fig.  2.  Electric  signals  probed  at  several  positions  zi  (given 
in  mm)  on  the  35-Q  TFMSL  (upper  graph)  and  on  the  70-H 
TFMSL  (lower  graph).  The  signals  are  normalized  to  the  maxi¬ 
mum  of  the  first  pulse. 

For  our  probe,  the  resonance  occurs  at  a  frequency  of 
1.25  THz.  The  polariton  feature  is  not  observed  on  the 
35-ft  TFMSL  because  a  different  EO  transducer  has 
been  used. 

For  a  more  detailed  analysis,  the  frequency- 
dependent  propagation  constants  are  extracted  up  to 
1.2  THz  from  the  time-domain  data.  The  complex 
propagation  constant  t(/)  =  a(f)  +  i  -  /?(/),  with  a 
describing  the  attenuation  and  (3  the  dispersion  as  a 
function  of  frequency  /,  is  determined  from  the  Fourier 
transforms  of  the  time-domain  data. 

Figure  3  displays  er>e//(/)  for  the  two  TFMSLs.  In 
accordance  with  the  low  optical  dielectric  constant  of 
Cyclotene  (er}Stat  —  2.7,  Coo  =  2.43)  the  values  of 
er,eff(f)  in  the  (sub)millimeterwave  regime  are  fairly 
low  leading  to  high  signal  velocities  on  the  order  of 
0.2  mm/ps.  For  both  lines,  erjC//  decreases  monotoni- 
cally  with  increasing  frequency.  There  is  no  indication 
for  modal  dispersion  that  would  reveal  itself  by  an  in¬ 


crease  of  er,e//  with  rising  /  when  the  cut-off  frequency 
for  the  next  highest  mode  is  approached  [2],  [5].  The  rise 
of  erteff  for  /  0  results  from  the  finite  conductiv¬ 

ity  of  the  metallization  (skin  effect)  and  is  well  known 
in  the  analysis  of  waveguides  including  low-dispersive 


Fig,  3.  Frequency  dependence  of  the  effective  permittivity  of  both 
TFMSLs. 

CPWs  [14].  The  more  pronounced  dispersive  behavior 
of  the  35 -fl  line  as  compared  to  70-fi  TFMSL  reflects 
the  expected  trend  that  the  rise  of  er,e//  for  /  — >  0  is 
more  pronounced  when  the  conductor  losses  are  higher. 

Fig.  4  presents  the  attenuation  a(f)  as  a  function  of 
frequency  for  the  two  TFMSLs.  In  both  cases,  a(f) 


SLs. 

rises  strongly  from  the  low-frequency  values  to  about 
ten  times  these  values  at  1.2  THz.  The  relative  differ¬ 
ences  between  the  two  TFMSLs  are  more  pronounced 
in  a(f)  than  in  cr,e//(/)-  Over  the  entire  frequency 
range,  the  attenuation  of  the  35-fl  line  is  about  twice 
that  of  the  70-fi  TFMSL.  This  is  consistent  with  the  ex¬ 
pectation  that  a  ~  R!  /Z,  where  R*  denotes  the  Ohmic 
resistance  per  length  of  the  signal  line  and  Z  is  the 
characteristic  impedance. 

Comparison  of  the  experimental  data  with  results 
of  method-of-lines  simulations  (not  shown  here)  yield 
good  agreement  if  a  frequency-independent  loss  tan- 


100 


Ultrafast  Electronics  and  Optoelectronics 


gent  with  a  value  tan5e  =  0.015  and  negligible  radia¬ 
tion  losses  are  assumed  [7].  Conductor  losses  (scaling 
with  y/f)  dominate  over  dielectric  losses  ( alphddiei  ~ 
f  tan  5^)  over  the  full  frequency  range  of  the  measure¬ 
ments.  Dielectric  loss  is  more  significant  for  the  high- 
impedance  line,  where  it  amounts  about  one  third  of 
the  attenuation  at  1.0  THz. 

Comparison  with  coplanar  waveguides 

For  a  comparison  of  the  pulse-propagation  properties  of 
TFMSLs  with  those  of  CPWs,  we  have  performed  EO- 
sampling  studies  on  a  state-of-the-art  50 -fi  CPW.  Its 
signal  conductor  is  12  pm  wide  and  20  mm  long,  the 
signal-ground  separation  is  8  pm.  Conductor  losses 
are  minimized  by  employing  a  thick  800-nm  Au  met¬ 
allization,  radiation  loss  is  reduced  by  selecting  a  small 
ground-conductor  width  of  12  pm.  For  low  dielectric 
losses,  a  high-resistivity  (1000-5000  ficm)  Si  substrate 
is  chosen.  The  metallization  is  deposited  directly  onto 
the  Si  without  an  insulating  layer  inbetween. 

Because  the  CPW  does  not  contain  an  integrated 
PC  switch,  electric-pulse  generation  is  performed  with 
the  help  of  a  freely  positionable  PC  probe  as  illus¬ 
trated  in  Fig.  5.  We  employ  a  second-generation  probe 
that  has  been  improved  compared  to  earlier  silicon-on- 


pulses  that  might  interfere  with  each  other.  The  ampli¬ 
tude  of  the  detected  signal  is  800  mV  (bias  on  the  PC 
gap:  15  V),  the  full  width  at  half  maximum  is  750  fs. 
To  our  knowledge,  this  is  the  shortest  pulse  ever  ob- 


Fig.  6.  Electrooptically  detected  transient  on  a  50-Q  CPW  after 
pulse  injection  with  a  freely  positionable  PC  probe.  Inset:  Fourier 
spectrum. 

tained  by  external  injection  with  a  probe.  The  Fourier 
transform  of  the  pulse,  displayed  in  the  inset  of  Fig.  6, 
shows  that  the  pulse  has  an  extremely  large  bandwidth 
with  useful  frequency  components  up  to  1.5  THz. 


Optical 
Probe  Pulse 


Optical 
Pump  Pulse 


Fig.  5.  Pulse  propagation  experiment  on  the  CPW:  A  freely  po¬ 
sitionable  probe  injects  electric  pulses  that  are  detected  with  an 
EO  crystal. 


sapphire-based  probes  with  respect  to  probe  invasive¬ 
ness  and  switching  efficiency  [11],  [12].  These  advances 
are  achieved  by  employing  thin  and  narrow  slabs  of 
quartz  glass  as  probe  substrates  (lower  dielectric  con¬ 
stant  than  sapphire)  and  lift-off  LT-GaAs  as  PC  mate¬ 
rial  (higher  switched  voltages).  The  electrode  consists 
of  a  600-nm-thick  and  15-/im-wide  Au  metallization 
with  a  gap  at  the  PC  switch  close  to  the  end  of  the 
probe.  The  gap  is  realized  as  an  interdigitated  finger 
structure  with  finger  widths  and  spacings  of  3  pm.  For 
contacting  of  the  sample,  a  Ni  tip  (5-pm  diameter,  1- 
pm  high)  is  deposited  onto  the  short  electrode  stub  by 
electroplating. 

Figure  6  displays  a  pulse  detected  on  the  CPW  at  a 
distance  of  750  pm  away  from  the  injection  point.  Care 
has  been  taken  to  place  the  probe  tip  onto  the  very  end 
of  the  signal  conductor  of  the  CPW  in  order  to  inject 
only  a  single  pulse  instead  of  two  counterpropagating 
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Fig.  7.  Frequency-dependent  wave  propagation  characteristics  of 
the  CPW. 


Measurements  of  the  waveform  at  different  positions 
along  the  line  allow  us  to  extract  the  attenuation  and 
permittivity  functions  of  the  CPW.  The  data  are  shown 
in  Fig.  7  over  the  large  frequency  range  0-1.5  THz.  Up 
to  0.9  THz,  the  attenuation  exhibits  the  (sub) linear  fre¬ 
quency  dependence  typical  for  the  dominance  of  con¬ 
ductor  and  dielectric  losses.  The  rise  at  higher  frequen¬ 
cies  is  characteristic  for  the  onset  of  radiation  losses. 
The  permittivity  data  reveal  significant  dispersion  of 
the  line  over  the  full  frequency  range  except  for  a  win¬ 
dow  between  200  and  350  GHz.  Dispersion  is  skin- 
effect  related  below  that  frequency  window  [14],  while 
it  results  from  the  onset  of  higher-order  modes  for  fre¬ 
quencies  above. 
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Comparing  the  permittivity  of  the  CPW  with  that 
of  the  TFMSLs  as  displayed  in  Fig.  3,  we  find  that 
the  performance  of  the  CPW  is  in  all  respects  inferior 
to  that  of  the  TFMSLs:  The  permittivity  is  generally 
higher  and  has  a  stronger  frequency  dependence.  The 
higher  values  are  a  consequence  of  the  high  static  di¬ 
electric  constant  of  Si  as  compared  to  Cyclotene.  This 
is  also  revealed  in  the  lower  pulse  propagation  velocity 
of  0.12  mm/ps.  While  the  CPW  exhibits  modal  disper¬ 
sion  at  very  high  frequencies,  the  TFMSL  do  not.  On 
the  low  frequency-side,  that  is  more  important  for  ap¬ 
plications,  the  CPW  is  hampered  by  more  pronounced 
skin-effect-related  dispersion. 

With  respect  to  attenuation,  the  differences  between 
the  CPW  and  the  TFMSLs  are  minor.  While  the  35- 
ft  TFMSL  has  about  twice  higher  overall  losses  than 
the  CPW,  signal  attenuation  on  the  70-ft  TFMSL  up 
to  1.2  THz  is  comparable  to  that  on  the  CPW.  Signal 
propagation  on  a  properly  designed  50 -fi  TFMSL  will 
surely  be  more  lossy  than  on  the  CPW,  although  the 
difference  should  be  moderate  . 

Conclusions 

Thin-film  microstrip  lines  (TFMSLs)  with  Cyclotene 
dielectric  exhibit  low-dispersive  quasi-TEM  properties 
with  negligible  radiation  loss  up  to  frequencies  of  1.2 
THz.  Since  the  waveguide  structure  is  confined  to 
the  top  of  the  substrate,  TFMSLs  can  readily  be  em¬ 
ployed  on  low-resistivity  substrates.  These  proper¬ 
ties  make  the  TFMSL  a  highly  attractive  candidate  as 
transmission-line  element  in  GHz  integrated  circuits. 

Acknowledgments 

We  are  grateful  to  Dow  Chemicals  for  supplying  us  with 
free  samples  of  Cyclotene.  This  project  has  been  funded 
by  the  DFG  under  contract  Ku  540/22-1. 

References 

1.  See,  e.g.,  the  contribution  by  the  group  of  M.  Rod- 
well  in  this  book. 

2.  H.  Roskos,  M.  C.  Nuss,  K.  W.  Goossen,  D.  W. 
Kisker,  A.  E.  White,  K.  T.  Short,  D.  C.  Jacobson, 
and  J.  M.  Poate,  ” Propagation  of  picosecond  elec¬ 
trical  pulses  on  a  silicon-based  microstrip  line  with 
buried  cobalt  silicide  ground  plane”,  Appl.  Phys. 
Lett.  58  2604  (1991). 

3.  S.  Alexandrou,  R.  Sobolewsky,  and  T.  Y.  Hsiang, 
”  Time-domain  characterization  of  bent  coplanar 
waveguides”,  IEEE  J.  Quantum  Electronics,  28 
2325  (1992). 

4.  S.  Alexandrou,  C.-C.  Wang,  M.  Cur¬ 
rie,  R.  Sobolewski,  and  T.  Y.  Hsiang,  ’’Loss  and 
dispersion  at  subterahertz  frequencies  in  coplanar 


waveguides  with  varying  ground-plane  width,”  in 
SPIE-OE/LASE  ’94,  Proc.  Tech.  Optical  Fiber 
Communication  (Los  Angeles  CA,  pp.  108,  1994). 

5.  J.  Gondermann,  E.  Stein  von  Kamienski, 
H.  G.  Roskos,  and  H.  Kurz,  ”  Al-Si02-Al  sandwich 
microstrip  lines  for  high-frequency  on-chip  inter¬ 
connects”,  IEEE  Trans.  Microwave  Theory  Tech. 
MTT-41  2087  (1993). 

6.  S.  Banba  and  H.  Ogawa,  ’’Small-sized  MMIC  am¬ 
plifiers  using  thin  dielectric  layers”,  IEEE  Trans. 
Microwave  Theory  Tech.  MTT-43  485  (1995). 

7.  H.-M.  Heiliger,  M.  Nagel,  H.  G.  Roskos,  H.  Kurz, 
F.  Schnieder,  W.  Heinrich,  R.  Hey,  and  K. 
Ploog,  ”  Low-dispersion  thin-film  microstrip  lines 
with  Cyclotene  (Benzocyclobutene)  as  dielectric 
medium”,  Appl.  Phys.  Lett.  70  (17),  28  April 
(1997). 

8.  P.  B.  Chinoy  and  J.  Tajadod,  ’’Processing  and 
microwave  characterization  of  multilevel  intercon¬ 
nects  using  Benzocyclobutene  dielectric”,  IEEE 
Trans.  Components,  Hybrids,  and  Manufactoring 
Tech.  16  704  (1993). 

9.  Data  taken  from  Dow  Chemical’s  product  informa¬ 
tion  sheet  ’’Cyclotene  Advanced  Electronic  Resin 
Introduction” . 

10.  E.  Yablonovitch,  D.  M.  Hwang,  T.  J.  Gmitter, 
L.  T.  Florez,  and  J.  P.  Harbison,  ’’Van  der  Waals 
bonding  of  GaAs  epitaxial  liftoff  films  onto  arbi¬ 
trary  substrates”,  Appl.  Phys.  Lett.  56  2419 
(1990). 

11.  H.-M.  Heiliger,  M.  Vossebiirger,  H.  G.  Roskos, 
H.  Kurz,  R.  Hey,  and  K.  Ploog,  ’’Application  of 
liftoff  low-temperature-grown  GaAs  on  transpar¬ 
ent  substrates  for  THz  signal  generation”,  Appl. 
Phys.  Lett.  69  2903  (1996). 

12.  T.  Pfeifer,  H.-M.  Heiliger,  T.  Loffler,  C.  Ohlhoff, 
C.  Meyer,  G.  Lupke,  H.  G.  Roskos,  and  H.  Kurz, 
’’Optoelectronic  On-Chip  Characterization  of  Ul¬ 
trafast  Electric  Devices:  Measurement  Techniques 
and  Applications” ,  IEEE  Selected  Topics  in  Quan¬ 
tum  Electronics,  April  1997  edition. 

13.  O.  Hollricher,  ” Elektrooptische  Hochstfrequenzun- 
tersuchungen  an  Supraleitern  und  Halbleitern” , 
Ph.D.  dissertation  (University  of  Cologne,  1993). 

14.  W.  Heinrich,  ’’Full-wave  analysis  of  conductor 
losses  on  MMIC  transmission  lines”,  IEEE  Trans. 
Microwave  Theory  Tech.  MTT-38  1468  (1990). 


An  ultrafast  high-7^  superconducting  Y-Ba-Cu-O  photodetector 


Mikael  Lindgren*,  Wen-Sheng  Zeng,  Marc  Currie,  Carlo  Williams, 
Thomas  Y.  Hsiang,  Philippe  M.  Fauchet,  and  Roman  Sobolewski 
Department  of  Electrical  Engineering  and  Laboratory  for  Laser  Energetics , 
University  of  Rochester,  Rochester,  NY  14627,  USA 


Steven  H.  Moffat,  Robert  A.  Hughes,  and  John  S.  Preston 
Brockhouse  Institute  for  Materials  Research,  McMaster  University,  Hamilton,  Ontario  L8S  4M1,  Canada 


Frank  A.  Hegmann 

Quantum  Institute,  University  of  California,  Santa  Barbara,  CA  93106-5100,  USA 


Abstract 

The  single-picosecond  photoresponse  of  a  YBa2Cu307^ 
photodetector  has  been  measured  using  electro-optic  sam¬ 
pling  and  modeled  by  the  Roth warf-Tay lor  equations  de¬ 
scribing  nonequilibrium  conditions  in  the  superconductor. 
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Introduction 

The  photoresponse  based  on  nonequilibrium  processes  in 
high  Tc  superconducting  YBa2Cu307.x  (YBCO)  thin  films 
has  been  studied  extensively,  aimed  at  determining  the 
maximum  possible  speed  of  a  photodetector  fabricated  in 
this  material  [1-4].  The  experimentally  observed  response 
has  been  attributed  to  nonequilibrium  electron  heating  (near 
the  critical  temperature  Tc )  and  superconducting  kinetic  in¬ 
ductance  (far  below  Tc).  In  recent  work,  we  have  shown 
that  both  mechanisms  have  single-picosecond  speed  [5]. 
Thus,  the  intrinsic  speed  of  a  YBCO  photodetector  allows 
bit  rates  exceeding  100  Gbit/s,  making  it  well  suited  for 
digital  and  communication  applications.  When  considering 
applicability  of  YBCO  for  such  high  repetition-rate  sig¬ 
nals,  the  electron-heating  mechanism  has  a  drawback,  since 
it  is  associated  with  some  temperature  rise  of  the  entire  de¬ 
tector  element,  due  to  the  bolometric  response.  In  this  re¬ 
spect,  the  kinetic  inductive  photoresponse  mechanism  is 
much  better  suited  for  very  high  speed  photodetectors. 

In  this  work  we  report  the  ultrafast  response  of  a  cur¬ 
rent-biased  YBCO  microbridge,  fabricated  from  a  very-high- 
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quality  epitaxial  YBCO  film,  irradiated  by  femtosecond  op¬ 
tical  pulses.  The  sample  was  biased  in  the  superconducting 
state,  with  a  current  significantly  smaller  than  the  mi¬ 
crobridge  critical  current.  We  find  that  the  response  can  be 
modeled  using  the  Roth  warf-Tay  lor  equations,  which  are 
fundamental  for  describing  nonequilibrium  conditions  in  a 
superconductor  [6,  7].  All  our  experiments  were  performed 
using  a  cryogenic  electro-optic  (EO)  experimental  setup, 
characterized  by  <300-fs  temporal  resolution  and  <150-|iV 
voltage  sensitivity. 

Experimental  method 

In  order  to  measure  the  intrinsic  speed  of  YBCO  photore¬ 
sponse,  the  detector  element  was  integrated  with  a  coplanar 
waveguide  (CPW).  The  CPW  constituted  a  very  convenient 
configuration  for  the  EO  sampling  measurement  technique. 
Since  it  is  very  difficult  to  accurately  terminate  the  CPW 
for  a  broadband  signal  such  as  the  picosecond  electrical 
pulse,  we  made  the  transmission  line  as  long  as  possible 
and  achieved  in  that  way  an  80-ps-long  reflection-free  time 
window  for  the  EO  measurements,  eliminating  artifacts 
that  may  be  caused  by  reflections  at  the  end  of  the  trans¬ 
mission  line. 

We  used  high-quality,  100-nm-thick  epitaxial  YBCO 
films,  grown  on  0.5-mm-thick,  6  x  6-mm2  LaA103  sub¬ 
strates  using  pulsed  laser  deposition.  The  experimental 
structure  (shown  as  inset  in  Fig.  1)  consisted  of  a  4-mm- 
long  CPW  with  a  30-pm-wide  center  line  and  7-|im-wide 
gaps  to  the  ground  planes.  A  5-jlm-wide,  7-jim-long  mi¬ 
crobridge  was  placed  in  the  middle  of  the  CPW  center  line. 
The  sample  was  mounted  on  a  copper  block  inside  an  ex¬ 
change-gas,  liquid-helium  dewar,  with  optical  access.  One 
end  of  the  CPW  was  wirebonded  directly  to  a  semirigid,  50- 
Q  coaxial  cable,  while  the  other  end  was  wirebonded  to 
ground.  As  shown  in  the  Fig.  1  inset,  the  entire  test  struc- 
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Figure  1.  Photoresponse  transient  measured  at  T  =  50  K. 
The  inset  shows  the  sample  configuration  and  the  electro¬ 
optic  sampling  beams. 


Figure  2.  Solution  of  the  Rothwarf-Taylor  equations  used  to 
model  the  photoresponse.  The  solid  lines  are  the  excess  quasi¬ 
particle  and  phonon  densities,  and  the  dashed  line  is  the  quasi¬ 
particle  generation  term. 


ture  was  overlaid  with  an  electro-optic  LiTa03  crystal  to 
facilitate  the  EO  sampling  measurements.  The  EO  sam¬ 
pling  setup  has  been  described  in  detail  previously  [8].  In 
short,  the  detector  was  excited  with  ~100-fs  wide  pulses  at 
400  nm  wavelength,  with  -60  jitW  average  power.  The 
propagating  pulse  was  probed  with  an  800-nm  wavelength 
beam  only  -20  |im  from  the  detector  element,  see  Fig.  1 
inset.  During  the  measurements,  the  microbridge  was  cur¬ 
rent-biased  through  a  microwave  bias-tee  and  kept  at  a  con¬ 
stant  temperature  T<TC. 

Results 

We  observed  a  -1  -ps-wide  transient  of  the  shape  shown  in 
Fig.  1 .  This  bipolar  signal  is  characteristic  for  the  kinetic 
inductive  response  [1].  Nearly  identical  transients  were  ob¬ 
served  for  all  different  bias  currents  in  the  entire  tempera¬ 
ture  range  from  20  K  to  80  K.  After  the  main  transient,  a 
small  oscillatory  signal  can  be  observed.  These  trailing  os¬ 
cillations  were  present  in  all  traces,  but  their  origin  is  not 
understood  at  this  point.  The  period  of  these  oscillations 
does  not  correspond  to  any  feature  size,  as  it  would  if  tran¬ 
sient  reflections  were  the  cause. 

Nonequilibrium  conditions  in  superconductors  are  of¬ 
ten  described  by  the  use  of  the  Rothwarf-Taylor  equations 
[6,  7].  The  two  coupled  differential  equations  describe  the 
interplay  between  the  quasiparticles  (QPs)  and  the  phonons 
with  an  energy  greater  than  or  equal  to  twice  the  supercon¬ 
ducting  gap  A  (called  2 A  phonons): 


d  t 


(1) 


Aqp  and  Na  are  the  number  per  unit  volume  of  QPs  and  of 
2A  phonons,  respectively.  7qp  is  the  external  generation  rate 
for  the  QPs.  In  our  simulation,  7qp  is  assumed  to  be  a 
broadened  Gaussian- shaped  pulse,  generating  a  maximum 
number  of  QPs  -200  X  106  in  the  microbridge.  R  repre¬ 
sents  the  recombination  rate  for  the  QPs  into  Cooper  pairs, 
and  tb  and  Tes  are  the  phonon  pair  breaking  and  the  phonon 
escape  times,  respectively.  Fig.  2  shows  a  typical  solution 
of  Eq.  (1).  The  quasiparticle  and  phonon  densities  reach  a 
plateau  due  to  the  slow  process  of  phonon  escape.  Tcs  is  on 
the  order  of  nanoseconds  [3],  so  the  densities  will  decay 
back  to  their  thermal  equilibrium  values  before  the  next 
laser  pulse. 

Physically,  a  nonequilibrium  condition  is  induced  by 
photons  breaking  Cooper  pairs  into  highly  excited  QPs. 
Next,  the  excess  energy  is  rapidly  redistributed  within  the 
electron  system  through  electron-electron  interactions,  de¬ 
scribed  by  us  as  the  broadening  of  the  Gaussian  generation 
term  and  defined  by  the  electron  thermalization  time,  Tel 
[5].  As  the  system  evolves,  the  population  of  QPs  grows 
and  the  population  of  Cooper  pairs  decreases.  The  excited 
QPs  interact  with  the  phonons  and  transfer  their  energy  to 
the  lattice.  The  speed  of  this  latter  process  is  determined  in 
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Figure  3.  Measured  transient  (dots)  at  T  =  20  K  and  the  results 
from  the  simulation  (solid  line). 


the  model  by  tb,  while  the  excess  heat  transfer  between  the 
microbridge  and  the  substrate  is  defined  by  Tes. 

According  to  kinetic  inductance  theory  [1],  a  photoin- 
duced  change  in  the  Cooper  pair  density  gives  rise  to  a 
voltage  transient 


1/  _  y  ^Acin 

kin  d  t 


(2) 


where  the  kinetic  inductance  can  be  calculated  as 


J  l 

:i"  £0®p  2NCji  -  iVqp  wd 
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where  is  the  vacuum  permittivity,  cop  =  1.67  x  1015  s'1 
is  the  plasma  frequency  of  YBCO,  N()  is  the  total  carrier 
density,  NCp  is  the  number  of  Cooper-pairs  at  the  operating 
temperature,  and  /,  w,  and  d  are  the  bridge  length,  width, 
and  film  thickness,  respectively.  The  photoresponse  volt¬ 
age  can  thus  be  calculated  as 


parameters  extracted  from  the  fit  were  rB  =  2.0  ps  and  R  = 
3.8  x  10'17  ps'1  cm3. 

Conclusions  and  outlook 

We  have  demonstrated  that  electrical  transients  of  single¬ 
picosecond  duration  can  be  generated  by  a  YBCO  mi¬ 
crobridge  biased  in  the  superconducting  state.  Nonequili¬ 
brium  conditions  govern  the  observed  photoresponse  and 
can  be  accurately  modeled  by  the  Rothwarf-Taylor  equa¬ 
tions.  From  our  experiments  we  have  extracted  the  charac¬ 
teristic  time  constants  ret  =  0.93  ps  and  rB  =  2.0  ps,  which 
must  be  regarded  as  the  intrinsic  speed  for  a  YBCO  kinetic 
inductive  photodetector.  The  mechanism  for  the  photore¬ 
sponse  is  spectrally  very  broadband  and  detection  from  ul¬ 
traviolet  to  10  gm  wavelengths  has  been  experimentally 
demonstrated  [4,  5]. 

Our  studies  prove  the  high-speed  capabilities  of  YBCO 
photodetectors,  opening  the  door  to  many  interesting  appli¬ 
cations  in  the  area  of  superconducting  optoelectronics.  The 
measured  time  constants  demonstrate  that  such  photodetec¬ 
tors  can  operate  in  digital  applications  requiring  data  rates 
far  exceeding  100  Gbit/s.  YBCO  detectors,  based  on  kinetic 
inductive  response,  operate  in  the  fully  superconducting 
regime,  with  extremely  low  power  consumption  (no  ther¬ 
mal  background)  and  low  noise.  The  output  signal  is  di¬ 
rectly  proportional  to  the  bias  current,  so  implementation 
of  films  with  high  critical  current  densities  ensure  high  re- 
sponsivity  and  long-term  stability.  The  biasing  scheme  is 
simple  and  the  material  has  a  high  absorption  coefficient  in 
the  wavelength  range  from  the  ultraviolet  to  10  pm.  It  is 
expected  that  YBCO  fiberoptic  communication  receivers 
with  Gbit/s  rates  find  applications  as  ultrafast  optical-to- 
electrical  transducers  for  digital  electronics  using  rapid  sin¬ 
gle-flux  quantum  (RSFQ)  circuits  and  optical  fibers  for 
high-speed  data  transmission  into  the  cryogenic  environ¬ 
ment. 
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Figure  3  shows  a  photoresponse  signal  (dots),  very 
similar  to  that  presented  in  Fig.  1,  but  acquired  at  T  =  20 
K.  The  solid  line  is  a  fit  to  the  waveform,  and  was  obtained 
by  solving  Eqs.  (1)  and  (4).  From  this  simulation,  by  us¬ 
ing  a  least-square  fit,  Tel  was  found  to  be  0.93  ps.  Other 
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Abstract 

Polycrystalline  silicon  films,  deposited  on  fused  silica 
substrates,  have  been  implemented  as  fast-response-time 
photoconductive  switches.  The  switches  were  illuminated 
with  800-nm,  100-fs  optical  pulses  from  a  Ti:sapphire 
mode-locked  laser,  and  the  photoresponse  was  observed 
using  both  a  34-GHz  sampling  oscilloscope  and  a 
subpicosecond  electro-optic  (EO)  sampling  system.  We 
observed  a  3-ps  transient  with  the  EO  sampler,  which  is  the 
fastest  signal  ever  reported  for  this  type  of  material.  The 
switch  also  responded  to  1.55-^m  femtosecond  laser 
pulses  with  transient  signals  as  short  at  36  ps,  limited  by 
the  switch  geometry. 

Keywords:  picosecond  photoconductive  detector,  poly¬ 
crystalline  silicon  semiconductor,  ultrafast  photoresponse 
measurements 

Introduction 

Motivated  by  the  need  to  integrate  fast  photoconductors  into 
silicon  VLSI  circuits,  Auston  [1]  and  others  in  the  1980s 
explored  processing  methods  of  reducing  the  Si  photo¬ 
response  time  far  below  the  microsecond  limit  set  by  the 
intrinsic  free-carrier  lifetime.  Although  very  fast  responses 
were  generated,  the  temporal  resolution  of  the  measurement 
equipment  at  that  time  was  not  sufficient  to  directly  resolve 
the  rise-  and  fall-times  of  the  resulting  photoresponse.  To 
circumvent  this  measurement  bandwidth  limitation, 
optoelectronic  correlation  methods  were  developed  [2], 
Correlation  takes  advantage  of  the  switch  itself  by  using 
another,  similarly  fast  photoconductive  switch  in  a  pulser/ 
sampler  configuration.  The  measured  response  from  the 
sampler  is  then  a  correlation  of  the  two  switch  responses. 
This  does  not  allow  direct  reconstruction  of  the  switch 


response,  because,  even  if  the  switch  geometries  are 
identical,  the  measured  response  is  not  a  true  autocorrelation 
since  the  electric  fields  across  the  gaps  have  different  time 
evolutions.  This  is  important  because  many  parameters  of 
the  photoconductive  switches,  such  as  carrier  mobility  and 
trapping,  vary  with  the  applied  electric  field  strength. 
Therefore,  detailed  knowledge  of  the  Si  photoresponse  and 
how  it  depends  on  the  switch  bias  and  illumination  for 
different  Si  process  conditions  could  not  be  determined. 

Our  work  uses  an  electro-optic  (EO)  sampling  system 
capable  of  measuring  submillivolt  and  subpicosecond 
responses  [3].  This  allows  direct  observation  of  the  photo¬ 
response  rise-  and  fall-time.  We  have  also  measured  the  Si 
switch  response  at  the  typical  communication  wavelength 
of  1 .55  jam  using  a  34-GHz  sampling  oscilloscope,  to  quickly 
and  easily  measure  properties  dependent  on  charge  (current 
integral)  effects  such  as  quantum  efficiency  and  saturation. 

Sample  Preparation  and  Characterization 

The  tested  samples  were  2.3-^m-thick,  2x2  mm,  liquid- 
phase  chemical-vapor-deposited  (LPCVD)  films  of 
polycrystalline  silicon  (polySi)  grown  at  a  substrate 
temperature  of  600°C  in  22  Torr  of  silane.  A  l-/im-thick 
multilayer  of  metal  was  evaporated  onto  the  polysilicon  in 
an  interdigitated  fashion.  The  top  layer  is  Au  for  solderability, 
while  the  bottom  layer  is  A1  for  good  adhesion  and  to 
promote  ohmic-like  contacts.  The  samples  were  not 
annealed,  and  no  implantation  or  etching  was  performed. 
Instead  of  growing  the  film  on  a  silicon  substrate  with  an 
oxide  insulating  layer,  we  used  a  fused  silica  substrate  in 
order  to  facilitate  switch  illumination.  This  optimized  the 
oscilloscope  test  fixture  bandwidth,  because  the  sample 
could  be  directly  soldered  in  a  flip-chip  manner  across  a 
microstrip  gap,  eliminating  bandwidth-limiting  discon¬ 
tinuities  such  as  inductive  wire-bond  leads.  Also,  because 
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the  sample  was  illuminated  through  the  substrate  for  the 
scope  measurements,  reflection  of  the  incident  laser 
illumination  from  the  metal  contacts  improved  the  quantum 
efficiency  rather  than  lowering  it,  as  front-side  illumination 
would  have  done. 

For  characterization  purposes,  the  polyS i  surface  was 
etched  preferentially  at  the  grain  boundaries,  and  a  scanning 
electron  microscope  (SEM)  image  was  taken  of  the  surface 
(see  Fig.  1),  revealing  a  grain  size  of  approximately  30  nm. 
A  sample  was  also  cleaved,  and  a  4-nm  conductive  silver 
layer  was  evaporated  onto  the  exposed  face,  allowing  a  high- 
resolution  SEM  photograph  of  the  switch  cross  section  to 
be  taken  (see  Fig.  2).  The  image  shows  the  silica  substrate 
at  the  bottom,  2.3  /im  of  polySi,  and  on  top  a  multilayer  of 
metal  to  allow  a  robust,  repeatable  low-temperature- solder 
contact  between  the  polySi  and  the  microstrip  transmission 
line.  Some  evidence  of  granularity  in  the  growth  direction 
of  the  Si  grains  can  be  observed;  however,  this  did  not  affect 
the  measurements  as  the  current  flow  was  primarily  in  the 
direction  normal  to  the  silicon  growth. 

In  order  to  independently  confirm  the  polySi  grain  size 
and  obtain  preliminary  data  on  absorption  depth,  a  Perkin- 
Elmer  Lambda  9  spectrophotometer  was  used  to  measure 
the  transmission  of  the  polySi-on-silica  sample  (see  Fig.  3). 
The  interpolated  data,  corrected  for  thin-film  etalon  fringes, 
show  a  broadened  absorption  band  edge  and  a  small  but 
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measurable  amount  of  absorption  in  the  energy  bandgap, 
which  is  consistent  with  the  small-grain  microcrystalline  film 
morphology  observed  earlier  in  the  SEM. 

Measurement  and  Experimental  Results 

A  34-GHz  (10-ps  internal  rise  time)  sampling  oscilloscope 
measurement  setup,  shown  in  Fig.  4,  allowed  convenient 
measurement  of  relative  quantum  efficiencies  for  various 
laser  wavelengths,  since  our  EO  sampling  system  operated 
up  to  only  near-infrared  wavelengths  and  did  not  extend  into 
the  fiber  optic  communication  wavelengths.  The  oscilloscope 
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Figure  2.  An  SEM  cross-section  image  showing  some  columnarity  in  the 
2.3-jUm  polySi  layer. 


Wavelength  (nm) 


Figure  1.  The  SEM  image  of  the  polysilicon  surface  after  preferential  Figure  3.  The  solid  line  shows  transmission  spectra  of  polySi  sample, 

etching  at  grain  boundaries  reveals  grain  sizes  on  the  order  of  30  nm.  after  accounting  for  the  thin-film  etalon  effects  (dashed  line). 
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measurements  also  permitted  convenient  testing  of  the  switch 
signal  dependence  on  voltage  bias  (Fig.  5)  and  illumination 
power  (Fig.  6).  These  two  plots,  taken  at  a  laser  wavelength 
of  800  nm,  show  that  the  switch  response  is  linear  with  both 
the  voltage  bias  and  incident  laser  fluence,  indicating  that 
the  switch  was  not  saturated.  Additionally,  the  pulse-width 
dependence  (Fig.  7)  on  bias  voltage  was  nearly  nonexistent, 
indicating  that  the  photoresponse  time  was  not  due  to  carrier 
sweep-out  but  either  limited  by  free-carrier  lifetime  or  the 
RC  time  constant  of  the  switch.  Since,  as  we  will  demonstrate 
later,  EO  sampling  measurements  show  that  the  material 
response  is  in  the  3-ps  range,  we  can  conclude  that  the 
observed  photoresponse  of  our  polySi  switch  is  limited  by 
the  switch  interdigitated  geometry  and  the  switch  fixture 
RC  time  constants. 

To  measure  the  response  at  1.55  jim ,  an  optical 
parametric  amplifier  (OPA)  pumped  by  an  810-nm 


Figure  4.  Sampling  oscilloscope  measurement  setup.  Inset  shows  the 
interdigitated  switch  geometry.  Switch  dimensions  2  mm  x  2  mm;  finger 
separation  100  pm. 


Figure  5.  The  photoresponse  at  800-nm  illumination  wavelength  measured 
for  different  switch  bias  levels.  The  inset  plots  a  linear  dependence  on  gap 
voltage  bias. 


regenerative  amplifier  and  a  white-light  continuum  system 
at  1-kHz  repetition  rate  were  used.  Since  our  switch  was 
not  processed  to  improve  its  subband  absorption  charac¬ 
teristics,  the  quantum  efficiency  of  the  device  in  the  infrared 
was  less  than  10-4.  We  were  able,  however,  to  observe  a 
response  at  1.55  ^m  (Fig.  8),  which  was  again  a  switch- 
limited  signal  of  36-ps  full-width  at  half-maximum 
(FWHM).  This  result  indicates  that  with  suitable  efficiency 
improvement,  a  high-speed  monolithic  all-silicon  opto¬ 
electronic  integrated  circuit  is  feasible,  using,  for  example, 
porous  silicon  [4]  as  the  transmitter  and  a  type  of  polySi 
material  for  the  detector. 

Our  switch  configuration  was  not  designed  for  EO 
measurements  [3].  Nevertheless,  we  managed  to  get 
preliminary  results  by  connecting  the  switch  as  a  meander- 
type  slot  line.  The  signal  was  generated  and  measured 
entirely  on  the  face  of  the  switch  structure.  It  propagated  in 


Figure  6.  The  photoresponse  at  800  nm  illumination  wavelength  measured 
for  different  pulse  average  power  levels.  Inset  shows  linear  response  versus 
illumination  fluence. 
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Figure  7.  The  photoresponse  FWHM  at  800-nm  wavelength  and 
40  nJ/cm2  fluence  versus  the  switch  bias. 
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Figure  8.  The  photoresponse  at  \.55-pm  illumination  wavelength.  The 
quantum  efficiency  was  less  than  10-4. 


a  meander  line  fashion  along  the  gap  from  one  end  of  the 
switch  to  the  other.  The  transient  measured  before  entering 
the  first  band  is  shown  in  Fig.  9.  We  note  a  subpicosecond 
(system  limited)  rise  time,  followed  by  a  decay  with  an  initial 
fall-time  of  approximately  3  ps. 

Conclusions 

A  standard  fabrication  technique  was  implemented  to 
design  small-grain  polySi  photoconductive  switches  fully 
compatible  with  Si  VLSI  processing.  By  means  of  EO 
sampling,  a  material  photoresponse  of  3-ps  FWHM  was 
observed.  The  switch  responded  to  800  nm  and  1.55-/im 
femtosecond  laser  illumination  with  switch-geometry- 
limited  photocurrent  pulses  shorter  than  40-ps  FWHM.  The 
far-infrared  response  time  was  generated  in  material  that 
was  not  implanted  or  damaged,  with  ohmic-like  metal- 
semiconductor  contacts,  indicating  the  response  was  limited 
by  the  relaxation  time  of  the  extended-state  (free)  carriers 
into  localized  (nonmobile)  states.  Our  preliminary  results 
indicate  that  simple  process  changes  such  as  annealing  at 
moderate  temperatures,  sputter-etching  for  surface  damage, 
or  Fe  and  Au  deep-level  defect  doping  should  allow  the 
response  time  and  efficiency  to  be  optimized  while  still 
allowing  the  switch  to  be  integrated  with  Si  IC’s. 


Figure  9.  Electro-optically  measured  signal  from  a  polySi  switch 
connected  as  a  meander-type  slot  line. 
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Abstract 

Experimental  measurements  and  2-dimensional  compu¬ 
ter  simulations  illustrate  that  the  use  of  a  low  temperature 
grown  GaAs  (LT  GaAs)  buffer  layer  in  GaAs  FETs  reduces 
ion-induced  charge  collection  by  two  orders  of  magnitude. 
A  similar  reduction  in  collected  charge  is  observed  for 
above-band-gap  pulsed  laser  excitation,  in  which  the  bulk  of 
the  carriers  are  deposited  above  the  LT  GaAs  buffer  layer, 
reiterating  the  central  role  of  charge-enhancement  (gain) 
mechanisms  in  determining  the  single-event  vulnerability  of 
GaAs  FET-based  circuitry. 

Key  Words 

Low-temperature  grown  GaAs,  Single-event  effects, 
Charge  collection,  Photoconductivity 

Introduction 

Radiation  effects  pose  a  serious  problem  for  space- 
based  high-performance  electronic  and  optoelectronic 
circuitry.  Applications  such  as  data  encryption/  decryption, 
data  compression/decompression,  and  on-board  fiber-optic 
communications  require  high-performance  digital  compon¬ 
ents  capable  of  operating  at  speeds  of  1  GHz  or  above. 
While  GaAs  electronics  exhibit  many  features  that  are 
desirable  to  systems  designers,  including  their  insensitivity 
to  total-dose  radiation  effects,  such  high-performance 
circuitry  typically  is  extremely  susceptible  to  single  event 
effects  (SEEs)  caused  by  cosmic  rays  and  by  the  protons 
trapped  in  the  Earth's  radiation  belts. 

For  the  past  several  years  we  have  been  involved  in  a 
program  to  address  the  SEE  problem  in  GaAs  ICs  [1-8].  In 
contrast  to  previous  circuit-  and  system-level  approaches  to 
this  problem,  we  chose  to  investigate  the  basic  mechanisms 
responsible  for  the  SEE  vulnerability  of  GaAs  ICs  at  the 
transistor  level,  with  the  hope  that  once  the  basic 
mechanisms  were  understood  a  solution  could  be  found. 
This  approach  has  been  very  fruitful,  and  has  led  to  a 
powerful  solution  based  on  low-temperature  grown  GaAs 
that  has  the  potential  to  eliminate  single  event  effects  in  the 
natural  space  environment,  with  no  loss  in  performance  and 
no  increase  in  weight,  power  consumption,  or  design 
complexity  [7-14],  Currently  we  are  working  with  several 
industry  groups  to  develop  an  SEE  immune  GaAs 
technology  suitable  for  space-based  systems  that  is  100% 


compatible  with  commercial  GaAs  fabrication  processes.  In 
what  follows  we  present  some  key  results  of  this  investiga¬ 
tion. 

Overview  of  Experimental  Results 

Single  event  effects  can  occur  in  ICs  when  the  carriers 
created  by  interaction  with  an  energetic  charged  particle  are 
collected  at  a  sensitive  node  of  the  circuit  (e.g.,  the  gate  or 
drain  of  a  transistor),  and  that  collected  charge  exceeds 
some  threshold  value.  In  the  radiation-effects  community 
this  process  is  commonly  referred  to  as  charge  collection. 
Early  charge-collection  work  on  single  transistors  revealed 
that,  for  both  GaAs  MESFETs  and  heterojunction  FETs 
(HEMTs,  HFETs,  HIGFETs),  more  charge  could  be 
collected  at  the  drain  of  the  device  than  the  total  amount 
created  by  the  ion  [1,7,8,15],  with  gain  factors  as  large  as 
60  having  been  reported  [8,12],  Our  work  suggests  that  this 
current  gain,  or  charge  enhancement,  is  a  primary 
contributor  to  the  very  poor  SEE  performance  that  is  typical 
of  GaAs  ICs. 

Figure  1  shows  a  schematic  diagram  of  the  cross 
section  of  a  GaAs  heterojunction  field-effect  transistor 
(HFET),  which  is  one  of  the  devices  investigated  in  this 
study.  Complementary  HFET  technology  represents  a  low- 
power  alternative  to  MESFET  technology  that  maintains 
the  high  speed  and  total  dose  immunity  of  GaAs  that  is 
required  for  space-based  digital  applications.  Ion  strikes  in 
the  high-field  region  between  the  gate  and  drain  typically 
give  rise  to  the  largest  current  pulses  (also  referred  to  as 
photocurrents)  on  the  device  terminals.  We  have 
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Figure  1.  Schematic  diagram  of  the  n-chatmel  HFET  investigated 
in  this  study  (not  to  scale). 
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Figure  2 .  Drain  charge-collection  transient  measured  for  an  n- 
channel  HFET  device  (into  a  50  Q  load)  for  excitation  by  120  fJ 
laser  pulses  centered  at  610  nm.  Vq  —  0.15  V;  V$  —  0  V;  VD  —  2 

v ; 

investigated  the  mechanisms  of  charge  enhancement  in 
GaAs  FETs  using  a  variety  of  techniques  including  the 
time-resolved  measurement  of  ion-  and  laser-induced 
charge-collection  transients  and  two-dimensional  device 
simulations  [1-14].  Measurements  (and  simulations)  as  a 
function  of  various  parameters,  including  the  device  bias 
conditions,  laser  pulse  energy  and  laser  wavelength,  provide 
insight  into  the  mechanisms  associated  with  the  charge- 
collection  process.  Time-resolved  optical  measurements,  in 
particular,  have  been  important  to  this  study  because  optical 
pulses  can  simulate  the  effects  of  ionic  excitation,  but  are 
non-damaging  and  permit  detailed  investigations  without 
the  concomitant  effects  of  radiation  damage.  One  signifi¬ 
cant  spin-off  of  this  work  has  been  the  development  of  the 
picosecond  laser  as  an  invaluable  tool  in  the  investigation  of 
single  event  phenomena  in  microelectronics  [16]. 

Figure  2  shows  a  typical  charge-collection  transient 
measured  for  an  n-channel  HFET  device  induced  with  610 


Figure  3.  3  MeV  ol-P article-induced  drain  charge-collection 
transients  measured  for  an  n-channel  HFET  device  with  and 
without  the  LT  GaAs  buffer  layer  (into  a  50  ft  load).  VG  —  0  V; 
Vs  —  0  V;  VD  =  4  V  for  the  LT  device;  and  VD  —  1.5  V  for  the 
conventional  device. 


nm  laser  pulses.  Evident  in  this  data  is  a  prompt, 
bandwidth-limited  contribution  that  is  associated  with  the 
direct  collection  of  carriers  that  are  deposited  in  the  active 
region  of  the  device,  followed  by  the  slower  contributions 
that  can  persist  for  several  nanoseconds,  depending  on  the 
bias  conditions.  These  slower  contributions,  which  are 
discussed  in  detail  elsewhere  [7,8],  are  associated  with 
source-drain  current  pathways,  and  are  responsible  for  the 
observation  of  charge  enhancement  in  these  devices. 

A  significant  conclusion  of  the  charge-collection  work 
is  recognition  that  the  charge-enhancement  processes  in 
GaAs  FETs  are  largely  a  consequence  of  carriers  deposited 
in  the  substrate  by  the  ion  or  laser  pulse  [7,8].  It  follows, 
therefore,  that  the  charge-  enhancement  process  could  be 
reduced  or  eliminated  if  the  carrier  density  in  the  substrate 
could  be  reduced  significantly.  This  is  the  role  of  LT  GaAs. 

The  designation  LT  GaAs  refers  to  a  class  of  GaAs 
materials  grown  in  an  As-rich  environment  via  molecular 
beam  epitaxy  (MBE)  at  temperatures  below  the  normal 
growth  temperature  of  600°C  [17-20].  The  electrical, 
optical,  and  mechanical  properties  of  LT  GaAs  depend  in  a 
sensitive  fashion  on  the  growth  and  anneal  history  of  each 
wafer.  A  commonly  implemented  form  of  LT  GaAs 
involves  a  growth  temperature  of  approximately  200°  C, 
followed  by  a  higher  temperature  anneal  (typically  ^  600° 
C).  The  resulting  material  is  highly  non-stoichiometric, 
with  an  excess  As  concentration  of  approximately  2%,  and 
a  trap  density  of  greater  than  1018cnr3.  This  particular  form 
of  LT  GaAs  is  crystalline,  highly  resistive,  exhibits  high 
carrier  mobilities,  a  high  isolation  breakdown  voltage,  and 
measured  excess  carrier  lifetimes  as  short  as  150  fs. 
Recently  [21,22],  detailed  time-resolved  optical  studies  were 
performed  on  the  nominally  200°  C  growth/6000  C  anneal 
material  which  reveal  that  the  very  short  carrier  lifetime 
largely  is  a  consequence  of  fast  carrier  trapping,  and  that 
carrier  recombination  occurs  on  the  somewhat  longer  time 
scale. 

It  was  suggested  [7],  tested  via  computer  simulation 
[9],  and  then  experimentally  verified  [10]  that  the 
incorporation  of  an  LT  GaAs  buffer  layer  into  the  substrate 
of  a  GaAs  FET  would  lead  to  a  significant  reduction  in  the 
charge-collection  efficiency.  Experimental  data  obtained  for 
excitation  by  3  MeV  a  particles  illustrating  this  result  are 
shown  in  fig.  3  [10].  In  the  LT  data  the  slower  contributions 
that  are  associated  with  charge  enhancement  are  strongly 
suppressed,  leaving  only  the  fast  contribution  that  arises 
from  direct  charge  collection.  The  ratio  of  the  areas  under 
the  curves  of  fig.  3  is  approximately  100,  giving  rise  to  a 
predicted  improvement  in  the  error  rate  for  a  given  orbit  of 
at  least  104. 

The  significant  reduction  in  the  collected  charge  for  the 
LT  GaAs  device  is  illustrated  more  clearly  by  the  time- 
integrated  charge-collection  data  of  fig.  4,  for  which  the  LT 
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Figure  4.  Time-integrated  charge-collection  measurements 
petformed  as  a  function  of  gate  bias  for  irradiation  by  3  MeV  a 
particles.  VD  —  2  V;  Vs  =  0  V. 

GaAs  curve  is  at  all  points  below  that  of  the  conventional 
device.  The  photocurrent  suppression  of  LT  GaAs  is 
particularly  significant  near  VG  =  0,  the  normal  operating 
point  for  a  normally  off  device.  Near  VG  =  0  the  time- 
integrated  data  of  fig.  4  indicates  a  lOOx  improvement  for 
the  LT  GaAs  device,  in  agreement  with  the  time-resolved 
data  of  fig.  3. 

Computer  Simulation  Results 

Two-dimensional  computer  simulations  were  per¬ 
formed  on  the  carrier  transport  properties  of  enhancement¬ 
mode  n-channel  MESFETs  following  interaction  with 
ionizing  radiation  using  the  two-dimensional  code  FETSIM 
[13,14].  FETSIM  utilizes  the  electron  temperature  (ET) 
model  is  based  on  Poisson's,  charge  continuity,  and  energy- 
transport  equations  derived  from  the  Boltzmann  equation, 
and  includes  the  carrier  heating  effects  of  electron  transport 
in  GaAs.  FETSIM  has  exhibited  excellent  agreement  with 
experimental  measurements  of  ion-induced  picosecond 
time-scale  charge-collection  transients.  Numerous  simula¬ 
tions  also  were  performed  using  the  SILVACO  code.  The 
two  codes  exhibit  good  qualitative  agreement,  with  some 
minor  quantitative  differences.  All  results  presented  here 
were  generated  with  the  FETSIM  code. 

Figure  5  shows  a  cross  section  of  the  device  structure 
investigated.  The  simulation  is  modeled  after  the  0.8  pm 
gate  length  enhancement-mode  MESFETs  that  are  fabricat¬ 
ed  by  Vitesse  Semiconductor,  the  radiation-induced  dynam¬ 
ics  of  which  have  been  investigated  recently  through  both 
experimental  and  simulation  studies  [2,5,13,14].  For  the  LT 
GaAs  device  a  buffer  layer  of  thickness  Lb  and  carrier 
recombination  time  rr  is  situated  a  distance  Le  beneath  the 
surface  of  the  device.  For  the  results  presented  here 
Le  =  0.3  pm.  A  carrier  lifetime  of  1  ns  is  used  in  the  SI 
GaAs  substrate. 

Both  devices  incorporate  a  lightly  doped  blanket  p- 
implant  into  the  top  0.7  ^m  of  the  wafer,  which  is  used  by 


Figure  5.  Schematic  diagram  of  the  enhancement  mode  MESFET 
structure  investigated  in  this  study. 

Vitesse  for  threshold  control;  its  presence  is  incidental  to 
the  current  study  and  does  not  impact  the  conclusions  in 
any  significant  way.  The  ion-induced  charge-collection 
simulations  are  for  a  6  MeV  a  particle  at  normal  incidence 
(22.8  pm  range)  located  between  the  gate  and  drain  near  the 
edge  of  the  drain  implant.  The  a  strike  is  modeled  as  a  0.04 
pm  wide  column  of  charge  with  a  constant  electron-hole 
density  of  1018  e-h/cm2  at  t  =  0.  This  corresponds  to  12.25 
fC  of  charge  deposited  over  the  2.0  pm  depth  of  the  device. 
Above-band-gap  pulsed  laser  simulations  were  performed 
for  630  nm  optical  excitation,  corresponding  to  a  1/e 
penetration  depth  of  0.21  pm. 

A  self-consistent  model  for  LT  GaAs  as  a  function  of 
the  growth  and  anneal  temperature  currently  is  not  avai¬ 
lable.  While  the  trap  density  and  carrier  recombination 
time,  for  example,  are  reasonably  well  understood  for  the 
nominal  200/600  material  [21,22],  such  information  is  not 
available  for  the  many  different  manifestations  of  LT  GaAs. 
To  alleviate  this  difficulty  in  the  present  study,  and  to 
provide  a  consistent  series  of  simulations  with  a  minimal 
number  of  uncertain  parameters,  carrier  trapping  is 
neglected  and  the  short  carrier  lifetime  that  is  characteristic 
of  LT  GaAs  is  approximated  by  a  short  carrier  recombina¬ 
tion  time  region  in  the  FET.  Because  the  charge-enhance¬ 
ment  processes  in  GaAs  FETs  are  mediated  by  the  free 
carrier  density  in  the  region  below  the  channel  [5,7-10,12- 
14],  and  it  is  the  combined  contribution  from  carrier 
trapping  and  recombination  that  determines  the  carrier 
density  at  any  time  following  the  ionizing  event,  the 
detailed  partitioning  between  trapping  and  recombination  is 
not  expected  to  have  a  significant  effect  on  the  general 
characteristics  of  the  charge-collection  dynamics.  This 
approximation,  therefore,  is  deemed  suitable  for  the  present 
investigation.  A  preliminary  study  utilizing  a  high  density 
of  traps  in  the  SILVACO  code  has  been  performed, 
exhibiting  good  agreement  with  the  data  presented  here.  In 
future  work,  when  a  more  detailed  understanding  of  LT 
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GaAs  exists,  the  interplay  between  carrier  trapping  and 
recombination,  and  their  influence  on  charge  collection  and 
SEU,  will  be  investigated.  In  what  follows,  for  clarity,  we 
refer  to  this  fast  recombination  region  as  the  LT  GaAs 
region. 

The  process  of  developing  an  SEE  immune  LT  GaAs 
technology  suitable  for  space  applications  requires  an 
understanding  of  how  the  SEE  performance  is  affected  by 
the  thickness,  location,  and  growth  characteristics  of  the 
buffer  layer.  The  dependence  of  the  charge-collection 
dynamics  on  the  carrier  lifetime  for  the  1  pm  thick  buffer 
layer  device  is  presented  in  linear  and  logarithmic  format  in 
fig.  6.  According  to  the  data  of  reference  [18],  for  example, 
carrier  lifetimes  of  1  ps  and  10  ps  correspond  to  growth 
temperatures  of  approximately  230°C  and  285°C,  respect¬ 
ively;  extrapolation  of  that  data  suggests  that  a  100  ps 
carrier  lifetime  would  be  obtained  for  a  growth  temperature 
in  the  vicinity  of  340°C.  In  all  of  the  simulations  presented 
here,  a  rather  conservative  carrier  recombination  time  of  1 
ns  is  used  as  to  represent  SI  GaAs.  We  note  that  the  carrier 
lifetime  of  LT  GaAs  material  is  a  sensitive  function  of 
numerous  parameters  associated  with  the  growth  and 
annealing  history  of  the  sample,  and  that  accurate 
determination  and  control  of  the  substrate  temperature 
during  growth  is  difficult  at  these  low  temperatures. 
Consequently,  lifetime  values  reported  by  different 
laboratories  under  apparently  similar  growth  conditions  can 
vary  significantly. 

The  data  of  fig.  6  illustrate  a  sensitive  dependence  of 
the  charge-collection  dynamics  on  the  carrier  lifetime  in  the 
buffer  layer  for  a-particle  excitation.  In  particular,  while 
the  charge-collection  transient  of  the  1  ps  lifetime  device 
exhibits  a  rapid  decay  to  the  baseline,  the  10  ps  lifetime 
device  exhibits  significant  broadening  at  shorter  times,  and 
a  distinct  tail  that  relaxes  on  a  timescale  of  approximately 
100  picoseconds.  The  temporal  characteristics  of  the  100  ps 
lifetime  device  closely  resemble  those  of  the  non-LT  (1  ns) 
device.  This  behavior  is  consistent  with  the  presence  of 
charge-enhancement  processes  in  the  longer  lifetime 
devices.  Note  that  there  is  little  variation  in  the  peak 
amplitude  of  the  prompt  component  with  changes  in  the 
buffer  layer  carrier  lifetime.  This  indicates  that  the  prompt 
component  of  both  LT  and  non-LT  devices  is  associated 
with  the  direct  collection  of  charge  that  is  deposited  in  the 
active  region  of  the  device,  as  has  been  suggested  previously 
[8,9],  While  the  results  of  fig.  6  reiterate  the  expectation 
that  the  optimal  SEU  performance  is  obtained  with  the 
shortest  carrier  lifetime  material,  the  significant  broadening 
observed  when  the  lifetime  is  increased  to  only  10  ps 
suggests  that  buffer  layer  carrier  lifetimes  of  <  1  ps  should 
be  targeted  for  SEE  hardened  circuits  (LT  GaAs  material 
with  carrier  lifetimes  as  short  as  150  fs  have  been  reported). 

The  use  of  pulsed  laser  excitation  provides  additional 
insight  into  the  mechanisms  of  charge  collection  in  the  LT 


Figure  6.  Drain  charge-collection  transients  calculated  as  a 
function  of  the  carrier  recombination  time,  Tr,  in  the  1  pm  thick 
buffer  layer.  =  0.3  pm;  Vo  =  2.5  V;  Va  —  0.05  V;  Vs  —  0  V. 

GaAs  devices.  Laser  simulations  illustrate  clearly  that  the 
reduction  in  charge  collection  efficiency  for  the  LT  GaAs 
devices  is  largely  a  consequence  of  a  reduction  in  the 
efficiency  of  charge  enhancement  mechanisms.  For  this 
study,  laser  excitation  at  630  nm  was  used.  At  this 
excitation  wavelength  the  1/e  penetration  depth  is  0.21  pm. 
Therefore,  for  Le  =  0.3  pm,  76%  of  the  charge  created  by 
the  laser  pulse  is  deposited  above  the  LT  GaAs  buffer  layer. 
It  might  be  expected,  therefore,  that  for  630  nm  pulsed  laser 
excitation,  the  LT  GaAs  buffer  layer  will  exhibit  only  a 
moderate  effect  in  reducing  the  collected  charge.  Both 
simulation  [9,13]  and  experimental  results  [12],  however, 
suggest  that  this  is  not  the  case.  In  this  section  we  address 
the  reasons  for  this  behavior. 

Charge-collection  transients  calculated  for  the  case  of 
630  nm  optical  excitation  illustrate  the  qualitative  charac¬ 
teristics  of  the  a-particle  data  of  fig.  6.  Even  with  76%  of 
the  charge  deposited  above  the  LT  GaAs  buffer  layer,  a 
significant  reduction  in  the  collected  charge  is  observed 
when  compared  to  the  non-LT  device.  Such  results  indicate 
that  the  LT  GaAs  buffer  layer  is  not  simply  acting  as  a 
barrier  to  charge  collection,  as  might  be  anticipated  from 
simple  sensitive  volume  (rectangular  parallel  piped)  consid¬ 
erations. 

Figure  7  shows  electron  density  contours  for  the  two 
devices  10  ps  after  the  ionizing  event  [13].  At  this  point  in 
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Figure  7.  Constant  electron  density  contours  (cm'3)  at  10  ps  after 
the  laser  pulse  for  structures  (a)  without  and  (b)  with  a  0.5  pm 
thick  buffer  layer  with  a  1  ps  lifetime.  Le  =  0.3  pm;  VD  =  2.5  V; 
VG  =  0.05  V;  and  Vs  =  0  V. 


the  simulation  the  very  significant  effects  of  the  LT  buffer 
layer  are  clearly  evident.  For  the  LT  device,  the  carrier 
density  in  the  excitation  region  is  1  to  2  orders-of- 
magnitude  lower  than  that  of  the  conventional  device,  and 
the  drain  current  is  lower  by  a  factor  of  3.  Figure  7a  shows 
early  evidence  for  a  source-drain  current  pathway  beneath 
the  channel.  In  [14]  this  current  pathway,  which  can  be 
identified  in  fig.  7a  as  the  high  carrier  density  region 
connecting  the  source  and  drain  through  the  substrate,  was 
identified  with  a  bipolar  gain  mechanism  that  is  believed  to 
be  responsible  for  charge  enhancement  in  the  first  100  to 
150  ps.  In  contrast,  for  the  LT  device,  the  high-carrier- 
density  region  connecting  the  source  and  drain  is  forced  up 
toward  the  surface  of  the  device,  closer  to  the  channel,  and 
the  electron  density  in  this  region  is  reduced  significantly. 
These  considerations  suggest  that,  10  ps  after  the  ionizing 
event,  the  LT  GaAs  buffer  layer  is  central  in  suppressing 
the  bipolar  gain  mechanism  that  has  been  implicated  as  a 
significant  contributor  to  charge  collection  in  GaAs  FETs. 

Figure  8  shows  the  electron  density  100  ps  after  the 
arrival  of  the  laser  pulse  [13],  The  contrast  between  the  LT 
and  non  LT  devices  is  striking.  For  the  non-LT  device  the 
electron  and  hole  ( not  shown)  densities  are  quite  high 
throughout  the  device,  and  the  drain  current  remains 
significant.  For  the  LT  device  both  electron  and  hole 
densities  are  several  orders-of-magnitude  lower  throughout 


0.4  0.8  1.2  1.6  2.0 


Figure  8.  Constant  electron  density  contours  (cm'3)  at  100  ps 
after  the  laser  pulse  for  structures  (a)  without  and  (b)  with  a  0.5 
pm  thick  buffer  layer  with  a  1  ps  lifetime.  I.e  =  0.3  pm;  VD  =  2.5 
V;  Fa  =  0.05  V;  and  Vs  =  0  V. 


the  device.  For  the  LT  device  at  100  ps  there  is  no  evidence 
for  the  bipolar  gain  mechanism,  which  is  largely  suppressed 
within  the  first  15  ps  after  the  arrival  of  the  laser  pulse. 

The  considerations  of  this  section  have  significant 
implications  for  interpretation  of  the  charge-collection 
results  in  LT  GaAs  FETs.  It  is  evident  that  the  LT  GaAs 
buffer  layer  can  not  be  regarded  as  a  simple  barrier  to 
charge  collection.  If  this  were  the  case,  then  for  630  nm 
laser  excitation,  the  presence  of  a  buffer  layer  0.3  pm 
beneath  the  surface  of  the  device  would  have  only  a 
minimal  impact  on  the  charge-collection  efficiency.  Also, 
the  LT  GaAs  FET  can  not  be  considered  simply  in  terms  of 
a  reduced  charge-collection  volume  in  which  only  that 
charge  deposited  above  the  buffer  layer  is  collected.  Again, 
the  predictions  of  such  a  model  are  at  odds  with  the 
experimental  and  simulation  results.  Rather,  it  must  be 
recognized  that  the  LT  GaAs  buffer  layer  plays  an  integral 
role  in  the  charge-collection  processes.  In  non-LT  GaAs 
FETs  the  charge-enhancement  mechanisms  are  mediated  by 
carriers  that  accumulate  in  the  substrate,  below  the  active 
region  of  the  device.  The  carrier  density  plots  of  this  section 
illustrate  clearly  how  the  LT  GaAs  buffer  layer  serves  to 
reduce  the  free  carrier  density  in  the  device,  effectively 
inhibiting  the  development  of  the  charge-enhancement 
mechanisms. 


Ultrafast  Electronics  and  Optoelectronics 


115 


Conclusions 

The  reduction  in  charge-collection  efficiency  for  LT 
GaAs  devices  described  here  translates  into  improved  SEE 
performance  for  integrated  circuits  fabricated  with  LT  GaAs 
buffer  layers.  Ground-based  heavy-ion  and  pulsed  laser  SEU 
tests  have  been  performed  on  GaAs  complementary  HFET 
serial  shift  registers  fabricated  with  and  without  LT  GaAs 
buffer  layers  [11].  Those  tests  indicate  a  significant 
improvement  in  the  SEE  performance  for  the  LT  GaAs 
parts,  resulting  in  an  improvement  of  several  orders-of 
magnitude  in  the  error  rate  predicted  for  space-based 
applications. 

The  current  results  illustrate  the  potential  of  LT  GaAs 
technology  as  a  solution  to  the  SEU  problem  in  GaAs.  Work 
currently  is  in  progress  to  further  characterize  the  SEE 
properties  of  LT  GaAs  devices  and  circuits  as  a  function  of 
various  parameters,  including  the  growth  temperature  and 
annealing  history  of  the  LT  GaAs  buffers,  and  to  address 
the  manufacturability  issues  associated  with  the 
development  of  a  commercial  technology. 

A  cknowledgments 

The  authors  wish  to  thank  Cheryl  Marshall  and  Paul 
Marshall  for  useful  discussions  throughout  the  different 
stages  of  this  work. 

References 

t SFA  Inc.,  handover ,  MD 

1.  A.B.  Campbell,  A.  Knudson,  D.  McMorrow,  W.  Anderson,  J. 
Roussos,  S.  Espy,  S.  Buchner,  K.  Kang,  D.  Kerns,  and  S.  Kems, 
IEEE  Trans.  Nuc.  Sci.  NS-36, 2292  (1989). 

2.  D.  McMorrow,  A.R.  Knudson,  and  A.B.  Campbell,  IEEE 
Trans.  Nucl.  Sci  NS-37, 1902  (1990). 

3.  D.  McMorrow,  A.B.  Campbell,  A.R.  Knudson,  and  T.R. 
Weatherford,  in  OSA  Proceedings  on  Picosecond  Electronics 
and  Optoelectronics,  (Optical  Society  of  America,  Washington, 
DC,  1991)  pp.  119-125. 

4.  T.R.  Weatherford,  L.  Tran,  W.  J.  Stapor,  E.L.  Petersen,  J.B. 
Langworthy,  D.  McMorrow,  W.G.  Abdel-Kader,  and  J.P. 

McNulty,  IEEE  Trans.  Nuc.  Sci.  NS-38,  1450  (1991). 

5.  D.  McMorrow,  J.S.  Melinger,  A.R.  Knudson,  A.B.  Campbell, 
T.R.  Weatherford,  L.H.  Tran,  and  W.R.  Curtice,  IEEE  Trans. 

Nuc.  Sci.  NS-39  (1992). 

6.  J.  Cutchin,  P.  Marshall,  T.R.  Weatherford,  J.  Langworthy, 

E.L.  Petersen,  A.B.  Campbell,  S.  Hanka,  and  A.  Peczalski,  IEEE 
Trans.  Nucl.  Sci.,  NS-40, 1660  (1993). 

7.  D.  McMorrow,  J.S.  Melinger,  N.  Thantu,  A.B.  Campbell,  T.R. 
Weatherford,  A.R.  Knudson,  L.H.  Tran,  and  A.  Peczalski,  IEEE 


Trans.  Nuc.  Sci.  NS-41,  2055  (1994). 

8.  D.  McMorrow,  T.R.  Weatherford,  S.  Buchner,  A.R.  Knudson, 
J.S.  Melinger,  L.H.  Tran,  and  A.B.  Campbell,  IEEE  Trans.  Nuc. 
Sci.  NS-43,  628  (1996). 

9.  T.R.  Weatherford,  D.  McMorrow,  A.B.  Campbell,  and  W.R. 
Curtice,  Appl.  Phys.  Lett.  67,  703  (1995). 

10.  D.  McMorrow,  T.R.  Weatherford,  W.R.  Curtice,  A.R. 
Knudson,  S.  Buchner,  J.S.  Melinger,  L.H.  Tran,  and  A.B. 
Campbell,  IEEE  Trans.  Nucl.  Sci.  NS-42, 1837  (1995). 

11.  P.W.  Marshall,  C.J.  Dale,  T.R.  Weatherford,  M.  Carts,  D. 
McMorrow,  A.  Peczalski,  S.  Baier,  J.  Nohava,  and  J.  Skogen, 
IEEE  Trans.  Nuc.  Sci.  NS-42,  1850  (1995). 

12.  D.  McMorrow,  T.R.  Weatherford,  A.R.  Knudson,  S.  Buchner, 
J.S.  Melinger,  L.H.  Tran,  A.B.  Campbell,  P.W.  Marshall,  C.J. 
Dale,  and  A.  Peczalski,  S.  Baier,  IEEE  Trans.  Nuc.  Sci.,  NS-43, 
918(1996). 

13.  D.  McMorrow,  W.R.  Curtice,  S.  Buchner,  A.R.  Knudson,  J.S. 
Melinger,  and  A.B.  Campbell,  IEEE  Trans.  Nuc.  Sci.  NS-43,  2904 
(1996). 

14.  T.R.  Weatherford,  D.  McMorrow,  W.R.  Curtice,  A.R. 
Knudson,  and  A.B.  Campbell,  IEEE  Trans.  Nucl.  Sci.  NS-40, 
1867(1993). 

15.  Y.  Umemoto,  N.  Matsunaga,  and  K.  Mitsusada,  IEEE  Trans. 
Elect.  Dev.  ED-16,  864  (1989);  B.W.  Hughlock,  T.  Williams, 
A.H  Johnston  and  R.E.  Plaag,  IEEE  Trans.  Nuc.  Sci.  NS-38 
1442  (1991). 

16.  J.S.  Melinger,  S.  Buchner,  D.  McMorrow,  W.J.  Stapor,  T.R. 
Weatherford,  A.B.  Campbell,  and  H.  Eisen,  IEEE  Trans.  Nuc.  Sci. 
NS-41,  2574  (1994). 

17.  F.W.  Smith,  A.R.  Calawa,  C.L.  Chen,  M.J.  Manfra,  and  L.J. 
Mahoney,  IEEE  Elect.  Dev.  Lett.  EDL-9,  77  (1988). 

18.  Z.  Liliental-Weber,  J.  Alger,  D.  Look,  X.W.  Lin,  X.  Liu,  J. 
Nishio,  K.  Nichols,  W.  Schaff,  W.  Swider,  K.  Wang,  J.  Wasbum, 
E.R.  Webber,  and  J.  Whitaker,  Semi-insulating  III-V Materials, 
Proceedings  of  the  8th  Conference  (World  Scientific,  Singapore, 
1994)  pp.  305-317. 

19.  S.  Gupta,  J.  Pamulapati,  J.  Chwalek,  P.K.  Bhattacharya,  and 
G.  Mourou,  in  Ultrafast  Phenomena  VII  (Springer-Verlag,  Berlin, 
1990)  pp.  297-299. 

20.  A.  Krotkus,  T.  Viselga,  K  Bertulis,  V.  Jasutis,  S.  Marcinkevi- 
cius,  and  U.  Olin,  Appl.  Phys.  Lett.  66,  1939  (1995). 

21.  P.  Fauchet,  G.  Wicks,  A,  Lobad,  and  T.  Gardiner,  "Trapping 
and  Recombination  in  LT  m-Vs",  presented  at:  Workshop  on  Non - 
Stoichiometric  GaAs  and  Related  Materials ,  March  6,  1996,  Santa 
Barbra,  CA;  to  he  published. 

22.  T.  Norris,  J.  Whitiker,  C.  Sung,  H.  Wang,  and  T  Sosnowski, 
"Time-Resolved  Electron  and  Hole  Trapping  and  Trap  Saturation 
Dynamics  in  LT-GaAs",  presented  at:  Workshop  on  Non - 
Stoichiometric  GaAs  and  Related  Materials,  March  6,  1996,  Santa 
Barbra,  CA;  to  be  published. 


Investigations  of  GaAs  Implanted  with  Low-Dosage  Arsenic  Ions 
as  Ultrafast  Photoconductors 

Gong-Ru  Lin,  and  Ci-Ling  Pan 

Institute  of  Electro-optical  Engineering,  National  Chiao  Tung  University 
1001  Ta  Hsueh  Rd.,  Hsinchu,  Taiwan  30010 

Tel:  +886-3-5731921,  Fax:+886-3-5716631,  E-mail:  clpan@cc.nctu.edu.tw 

Abstract 

We  report  picosecond  switching  responses  for  photoconductive  switches 
fabricated  on  annealed  arsenic-ion-implanted  GaAs  at  dosage  as  low  as  10 13  ions/cm2. 

Summary 

Recently  an  alternative  arsenic-rich  material,  arsenic-ion-implanted  GaAs  or 
GaAs:As+,  has  emerged  as  a  potential  candidate  for  ultrafast  optoelectronic 
applications.  Subpicosecond  carrier  lifetimes  [1]  and  photoconductive  responses 
comparable  to  that  of  LT  (low-temperature)  MBE-GaAs  [2]  were  reported  for  GaAs:As+ 
prepared  by  bombarding  semi-insulating  (S.l.)  GaAs  substrates  with  200  keV  arsenic 
ions  at  the  dosage  of  1016  ions/cm2.  We  have  previously  shown  that  the  photoexcited 
carrier  lifetime  of  GaAs:As+  is  already  ultrashort  (  -  220  fs)  for  sample  prepared  at  the 
relatively  low  dosage  of  1013  ions/cm2.[1]  In  this  work,  the  feasibility  of  fabricating 
ultrafast  photoconductive  devices  on  such  low-dosage-implanted  GaAs:As+  materials  is 
demonstrated. 

The  photoconductive  switches  (PCS)  were  prepared  by  first  implanting  LEC-grown 
semi-insulating  (S.l.)  GaAs  substrate  with  200  keV  arsenic  ions  at  a  dose  of  1013 
ions/cm2.  The  samples  were  then  annealed  at  600ex-situ  either  by  rapid  thermal 
annealing  (RTA)  for  30  seconds  or  in  a  furnace  for  30  minutes.  The  device  structure 
consists  of  coplanar  waveguide  (CPW)  transmission  lines  30  pm  in  widths  and  a 
spacing  of  15  pm  between  the  lines.  The  contact  metal  was  Au/Ti.  Carrier  lifetimes  of 
annealed  GaAs:As+  were  determined  by  time-resolved  reflectivity  measurement  using  a 
typical  pump-probe  setup  with  a  temporal  resolution  of  ~  200  fs.[1]  The  laser 
wavelength  was  865  nm.  The  photoconductive  switching  responses  of  the  GaAs:As+ 
PCS’s  were  characterized  by  an  external  electro-optic  sampling  system  (  =  0.8  mm  ) 
with  temporal  and  spatial  resolutions  estimated  to  be  0.9  ps  and  3  pm  respectively.  The 
probe  point  was  about  1  mm  from  the  excitation  spot. 

The  transient  reflectivity  (AR/R)  data  for  as-implanted,  RTA-annealed,  and  furnace- 
annealed  low-dose  GaAs:As+  (  200  keV  and  1013  ions/cm2  )  are  shown  in  Fig.  1.  The 
carrier  lifetimes,  xc,  are  ~  0.25  ps,  0.85  to  0.9  ps,  and  3  ps  for  as-implanted,  RTA- 
annealed  (600  for  30  s),  and  furnace-annealed  GaAs:As+  (600  for  30  min)  respectively. 
In  Fig.  2,  we  have  plotted  the  electro-optically  sampled  electrical  waveforms  generated 
by  RTA-annealed  and  furnace-annealed  GaAs:As+  PCS,s  biased  at  20  V.  For  the 
former,  the  full  width  at  half-maximum  (FWFM)  is  ~  2.7  to  3  ps.  The  rise  time  is  about 
1 .4  ps.  The  trailing  edge  is  best  fitted  by  dual  exponential  functions  with  time  constants 
of  about  1.8  and  10  ps  respectively.  The  relative  weight  of  the  two  components  is  9:1. 
For  the  latter,  the  FWHM  is  about  7.7  ±  0.3  ps.  The  rise  time  is  the  same  as  the  RTA- 
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annealed  sample.  The  trailing  edge  of  the  electrical  pulse  also  consists  of  two 
components  but  with  approximately  equal  weight  and  time  constants  of  ~  5  and  120  ps. 
The  dark  current  (Id)  characteristics  of  Auston-type  PCS,s  are  plotted  in  Fig.  3.  At  a 
bias  voltage  of  20  V,  ld  *  30  mA  and  30  nA  for  RTA-annealed  and  furnace-annealed 
GaAs:As+  PCS’s  respectively.  For  comparison,  the  dark  current  characteristics  of  a 
similar  PCS  fabricated  on  S.l.  GaAs  is  also  shown  in  Fig.  3.  The  responsivity  of  the 
RTA-annealed  and  furnace-annealed  GaAs:As+  PCS  under  pulse  excitation  of  100  mW 
is  =7  mA/W  and  >10  mA/W  respectively. 

In  summary,  we  demonstrate  picosecond  switching  responses  for  lowdose- 
implanted  GaAs:As+  photoconductive  switches.  We  anticipate  a  multiple-low-dose 
implantation  recipe  should  further  improve  switching  times.  This  work  was  supported  in 
part  by  the  National  Science  Council  of  the  Republic  of  China  under  grant  NSC84-2215- 
E-009-092. 
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Fig.  1  Normalized  time-resolved  reflectivity  of  (a)  as-implanted  (200  keV  and  1043 
ions/cm2),  (b)  RTA-annealed  (600  for  30  s),  and  (C)  furnaceannealed  (600  for  30 
minutes  )GaAs:As+  samples. 
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Fig.  2  Electro-optically  sampled  switching  responses  of  (a)  RTA-annealed 
and  (b)  furnace-annealed  low-dose-implanted  GaAs:As+  PCS's. 
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Fig.  3  Dark  current  characteristics  of  an  Auston-type  PCS  fabricated  on  (a) 
S.  I.  GaAs  substrate  (dotted  line),  (b)  furnace-annealed  (solid  line), 
and  (c)  RTA-annealed  (dashed  line)  low-dose-implanted  GaAs:As+ 
samples.  The  inset  is  a  magnified  view  of  traces  (a)  and  (b). 
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Abstract 


Planar  Si/InGaAs  wafer  fused  p-i-n  photodetectors  were  fabricated.  They  show  high 
internal  quantum  efficiency,  high  speed,  record  low  dark  current,  and  no  evidence  of 
charge  trapping,  recombination  centers  or  a  bandgap  discontinuity  at  the  heterointerface. 
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The  advantages  of  directly  bonding  lll-V  and  Si  wafers  to  fabricate  devices  which 
optimize  the  characteristics  of  each  material  are  well  known1'2.  We  demonstrate  here  high 
performance  A  =  1.55  pm  telecommunication  p-i-n  photodetectors  on  a  Si  substrate.  These 
devices  are  then  used  to  investigate  the  characteristics  of  the  wafer  fused  Si/InGaAs 
interface,  which  are  important  for  both  p-i-ns  and  avalanche  photodiodes  (APDs).  The 
planar  detectors,  consisted  of  a  24  pm  Zn  diffused  active  region  in  a  0.5pm  Si/1  pm 
lnGaAs/0.6  pm  InP  bonded  wafer  (shown  in  Fig.1). 

The  DC  photocurrent  and  the  reverse  dark  current  were  measured  as  a  function  of 
bias  voltage  from  Vb  =  0  to  1 0  V  (shown  in  Fig.  2).  Note  that  the  photocurrent  is  constant 
with  Vb  even  down  to  zero  bias,  suggesting  that  there  is  no  significant  charge 
accumulation  or  trapping  at  the  interface.  Further,  the  dark  current  is  a  record  low  for 
Si: lll-V  bonded  wafers,  ( lD  =  100  pA  at  Vb  =  4  V),  and  is  in  fact  comparable  to  standard 
InP/InGaAs  p-i-ns,  again  indicating  the  excellent  quality  of  the  interface.  Additional 
support  for  this  conclusion  is  supplied  by  forward  l-V  measurements,  which  over  the  range 
Vb  =  0.1  to  0.4  V  are  given  by  /  =  l0  exp(qV/nkT),  with  a  near  unity  ideality  factor  n  =  1.1 
to  1 .2.  The  absolute  value  of  the  quantum  efficiency  r)  =nj  r|a  (where  r^  =  1-eaL ,  is  the 
absorption  quantum  efficiency,  and  rii  is  the  internal  quantum  efficiency,  i.e.  the  fraction 
of  the  photogenerated  carriers  which  are  collected)  was  accurately  measured  at  A  =  1 .55 
pm.  After  correcting  for  the  reflectivity  of  the  incident  Si  surface,  and  the  thickness  of  the 
InGaAs  absorption  layer,  the  internal  quantum  efficiency  was  determined  to  be  rjj  =  100 
%  to  within  the  accuracy  of  our  experiment  ( 5  %  ).  This  result  clearly  demonstrates  that 
there  is  no  measurable  loss  of  photogenerated  carriers  across  the  Si/InGaAs,  further 
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confirming  the  nearly  ideal  interface. 

The  capacitance  was  measured  as  a  function  of  voltage  (Fig.  3),  and  shows  a 
smooth  decrease  with  increasing  Vb,  with  no  indication  of  a  change  of  slope,  demonstrating 
that  there  is  no  excess  charge  at  the  interface.  Combining  C  =  100  fF  (at  Vb  =  10  V)  with 
the  measured  contact  resistance  Rc  =  40  Q  [i.e.  a  total  circuit  resistance  of  R  =  (50  +  Rc) 
Q  =  90  Q],  results  in  a  calculated  RC  frequency  response  of  fRC  =  1/(2nRC)  =  18  GHz, 
which  is  expected  to  dominate  the  response  speed,  since  the  transit  time  limited 
frequency  is  calculated  to  be  fT  =  38  GHz.  The  measured  3  dB  bandwidth  which  was  found 
to  be  21  GHz,  is  shown  in  Fig.  4.  This  good  agreement  with  fRCi  again  demonstrates  that 
there  is  no  trapping  at  the  interface  due  to  either  defects  or  a  hetero-bandgap  AEC 
discontinuity.  Thus,  the  Si/InGaAs  interface  seems  nearly  ideal  not  only  in  the  lack  of  any 
defects  or  charge  trapping,  but  also  in  having  a  small  discontinuity  AEC  -  0. 

As  a  final  characterization  of  the  interface,  we  measured  the  absolute  photocurrent 
noise  power  using  a  noise  figure  meter  at  a  frequency  of  30  MHZ  and  a  bandwidth  of  4 
MHZ.  The  current  noise  power  is  linear  in  lp,  as  expected,  with  a  slope  of  3.4x1  O'3  kT/pA 
in  good  agreement  with  the  minimum  shot  noise  limit  of2qRlp/kT  =  3.9x1  O'3  kT/pA,  (for  R 
=  50  Q);  thus,  showing  no  excess  noise  and  no  evidence  of  traps. 

In  conclusion,  we  have  fabricated  and  measured  novel  planar  Si/InGaAs  p-i-ns.  We 
find  that  the  photocurrent  is  flat  with  voltage  down  to  Vb  =  0,  the  reverse  bias  dark  current 
is  extremely  low  (100  pA  at  Vb  =  4  V),  the  forward  bias  current  has  an  ideality  factor  n  near 
unity,  the  capacitance  C(Vb )  shows  no  indication  of  trapped  charge  at  the  interface,  the 
internal  quantum  efficiency  is  ~  100%,  the  high  speed  response  is  RC  limited  at  21  GHz, 
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and  the  photocurrent  noise  is  close  to  the  minimum  shot  noise  limit.  All  these 
measurements  demonstrate  that  there  is  no  significant  charge  trapping,  recombination 
centers,  or  bandgap  discontinuity  AEC  at  the  heterointerface  and  thus,  that  the  Si/InGaAs 
interface  is  nearly  ideal. 

1 .  Y.  H.  Lo,  R.  Bhat,  D.  M.  Hwang,  C.  Chua,  and  C.-H.  Lin,  Appl.  Phys.  Lett,  62, 1038  (1993) 
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J.  E.Bowers,Appl.  Phys.  Lett.,  68,  3692  (1996) 
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Figure  1  .Structure  of  back  illuminated 
planar  Si/InGaAs  PIN  detector. 
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Figure  2.Photocurrent  and  dark  current 
for  a  reverse  biased  Si/InGaAs  PIN. 
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Figure  3.Measured  capacitance  vs.  bias  voltage 


Figure  4.Frequency  response  of  the  Si/InGaAs  PIN 
photodetector  showing  a  3  dB  response  of  21  GHz. 
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The  conference  saw  the  presentation  of  several  key  results  in  wideband  electronics,  with  particular 
emphasis  on  optical  fiber  communication  ICs.  Realization  of  compact  &  robust  chip  sets  for  fiber 
transmission  at  20  to  40  Gb/s  rates  is  a  competitive  arena,  the  contending  technologies  being 
submicron  silicon  bipolar,  GaAs/AlGaAs  and  InGaAs/InP  heterojunction  bipolar,  and  even  ion- 
implanted  GaAs  MESFETs. 

Rein  et.  al.  have  shown  impressive  results  in  silicon  bipolar  ICs  for  fiber  transmission.  Of 
particular  significance  is  their  demonstration  of  multiplexer/demultiplexer  and  decision  circuits 
operating  at  a  very  high  fraction  of  the  transistor  current-gain  cutoff  frequency.  Moving  to 
AlGaAs/GaAs  HBTs,  Runge  et.  al.  of  Rockwell  have  also  demonstrated  many  of  the  component 
circuits  required  for  30  to  40  Gb/s  fiber  transmission,  including  demultiplexers,  multiplexers,  gain 
blocks,  and  timing  recovery.  Packaging,  testing,  and  complete  systems-level  demonstration  are 
serious  issues  for  GHz  optical  transmission.  Large  scales  of  integration  are  desirable,  but  larger  ICs 
demand  wide  circuit  operating  margins.  Drawing  upon  their  record  high  bandwidth  InP  based  HBTs, 
Yamahata  et.  al.  of  NTT  have  demonstrated  fully  integrated  and  fully  functional  20  Gigabit/second 
optical  receivers.  The  power  consumption  is  impressively  low. 

A  second  major  application  area  of  wideband  HBTs  is  in  high  performance  analog-digital 
converters.  In  both  radar  and  wireless  RF  networks,  the  trend  is  toward  increasing  levels  of  digital 
processing.  The  ultimate  goal  is  an  all-digital  receiver,  consisting  of  an  analog-digital  converter  and 
a  digital  signal  processor.  Towards  this  goal,  Jensen  et.  al.  of  Hughes  have  demonstrated  very  high 
resolution  low-pass  and  bandpass  delta-sigma  ADCs  implemented  in  an  InP-based  HBT  technology. 

On  a  more  basic  technology  level,  Rodwell  et.  al.  of  UCSB  have  demonstrated  modified 
versions  of  resonant  tunnel  diodes  and  heterojunction  bipolar  transistors.  The  goal  is  to  render  the 
devices  scaleable,  such  that  increased  bandwidths  are  obtained  by  combined  lateral  and  vertical 
scaling.  Finally,  Narahara  et.  al.  of  NTT  discuss  a  number  of  novel  applications  of  traveling-wave 
concepts  to  high  speed  electronics. 
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Abstract 

It  is  shown  that  the  ICs  in  10  Gb/s  TDM  systems  can  be 
fabricated  with  Si-bipolar  production  technologies  while 
for  20  Gb/s  systems  present  laboratory  technologies  are 
required.  From  the  design  of  ICs  for  40  Gb/s  systems  it  is 
expected  that  this  data  rate  can  really  be  achieved  using 
further  improved  Si-based  technologies.  However,  the 
other  circuit  specifications  must  be  relaxed  compared  to 
ICs  in  10  and  20  Gb/s  systems,  which  is  possible  by  use  of 
optical-fiber  amplifiers  and  improved  opto-electronic 
components.  Moreover,  speed  critical  circuits  should  be 
eliminated  as  far  as  possible. 

Keywords:  Fiber-optic  circuits,  ultrafast  electronics. 


I.  Introduction 

There  is  no  doubt  that  the  data  rate  in  long-haul  opti¬ 
cal-fiber  transmission  links  will  be  further  increased. 
However,  an  open  question  for  future  systems  is  at  which 
data  rates  the  system  designer  has  to  change  from  time- 
division  multiplexing  (TDM)  to  wavelength-division  mul¬ 
tiplexing  (WDM).  These  "interface  data  rates"  depend  on 
the  upper  limit  for  an  economical  solution  of  the  disper¬ 
sion  problems  in  optical  fibers,  on  the  upper  speed  limit  of 
the  electronic  and  opto-electronic  components,  and  on  the 
progress  in  future  all-optical  networks.  Today,  in  practical 
systems  the  interface  data  rate  is  2.5  Gb/s  and  10  Gb/s, 
respectively.  For  future  systems,  40  Gb/s  are  under  dis¬ 
cussion. 

Moreover,  caused  by  the  increasing  transmission  ca¬ 
pacity  of  long-haul  systems,  there  is  a  demand  for  optical 
ultra-high-speed  links  in  switching  networks.  The  next 
generation  of  switching  cores  will  have  a  throughput  of 
several  Terabit/s  (e.g.,  [1]).  At  present  the  data  inter¬ 


connection  within  the  switching  core  is  based  on  3.3  Gb/s 
links.  A  dramatical  reduction  of  cabling  complexity  and 
costs  could  be  achieved  by  using  20  to  40  Gb/s  bus  systems 
and  ultra-high-speed  add-drop  multiplexers  instead. 

Therefore,  an  urgent  question  is  whether  20  or  even 
40  Gb/s  TDM  links  can  be  realized  in  near  future  at  rea¬ 
sonable  costs  [2].  The  intention  of  the  authors  is  to  give  a 
contribution  to  this  topic:  They  will  first  show  the  state-of- 
the-art  and  then  the  present  speed  limit  of  Si-based  ICs  for 
long-haul  optical-fiber  systems. 

II.  State-of-the-Art:  Si-Based  ICs  for  10  and 
20  Gb/s  Systems 

Table  1  shows  the  state-of-the-art  of  the  circuits  required 
in  the  signal  path  of  an  optical-fiber  link  and  the  data 
achieved  with  present  Si-bipolar  production  technologies 
(apart  from  the  last  column,  see  below).  The  circuits  were 
designed  in  cooperation  between  the  Ruhr-University 
Bochum  (RUB)  and  several  industrial  partners,  and  then 
fabricated  in  advanced  production  technologies,  mostly 
with  the  B6HF  of  Siemens.  For  references  see  [3].  The 
maximum  data  rates  measured  on  mounted  chips  are  given 
in  the  second  and  some  further  specifications  in  the  third 
column.  Note  especially  the  high  output  voltage  swing  of 
the  modulator  driver,  the  high  transimpedance  and  low 
equivalent  input  noise  current  density  (]N,  averaged  over 
the  whole  band  width)  of  the  preamplifier,  and  the  high 
gain  and  dynamic  range  of  the  (AGC  and  limiting)  main 
amplifiers. 

These  data  show  that  there  is  enough  speed  margin  to 
fabricate  all  ICs  in  the  signal  path  of  10  Gb/s  systems  in 
available  Si-bipolar  production  technologies,  as  long  as 
the  circuits  are  carefully  designed  [3].  The  same  is  true  for 
the  ICs  in  the  clock  extraction  circuitry  as  shown  by  other 
authors  (e.g.  [4]). 

The  situation  looks  quite  different  for  20  Gb/s.  Here, 
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Circuit 

Max.  Speed  /  Prod.  T. 

Remarks 

Labor.  T. 

Multiplexer 

30  Gb/s  (RUB  +  HP) 

2:1 

60  Gb/s 

Demultiplexer 

32  Gb/s  (RUB  +  Siemens) 

1:2 

46  Gb/s 

Decision  Circuit 

22  Gb/s  (RUB  +  Siemens) 

CPM  =  180° 

25  Gb/s 

Static  Freq.  Divider 

19  GHz  (RUB  +  Siemens) 

2:1,  2  Outputs  (0°  and  90°) 

33  GHz 

Laser/Modul.  Driver 

14  Gb/s  (RUB  +  Siemens) 

Swing  AVQ  =  3.6  V  (50  Q) 

20  Gb/s 

Preamplifier 
(Transimp.  Type) 

13  Gb/s  (RUB  +  ANT 
+  Siemens) 

Transimp.  Zj\  =  615  Q 
fc  =  10  GHz 

Noise  jN  =  10.5  pA/VHz 

20  Gb/s 

Main  Amplifier, 
AGC 

Main  Amplifier, 

1  limiting 

13  Gb/s  (RUB  +  ANT 
+  Motorola) 

15  Gb/s  (RUB  +  ANT 
+  Siemens) 

S2i  =  37  dB,  fc  =  10  GHz 
Dynamic  Range  =  41  dB 

S21  =  52  dB  (max.) 
Dynamic  Range  =  46  dB 

— 

Table  1.  High-speed  ICs  for  optical- 
fiber  systems  in  Si -bipolar 
technologies.  The  data  rates  in  the 
second  column  were  achieved  with 
production  technologies,  those  in  the 
last  column  with  Siemens  laboratory 
technologies. 


advanced  laboratory  technologies  are  required  to  achieve 
this  data  rate  with  the  speed-critical  circuits,  as  long  as  the 
other  specifications  are  not  essentially  relaxed.  Recent 
measurement  results  of  mounted  Si-bipolar  chips  are 
shown  in  Fig.  1  [5-7].  The  circuits,  again  developed  in 
cooperation  between  RUB  and  Siemens,  are  listed  in  the 
last  column  of  Table  1.  They  were  fabricated  either  with 
an  improved  laboratory  version  of  the  B6HF  [8] 
(DEMUX),  a  former  epitaxial-base  technology  (decision 
circuit),  or  a  recent  SiGe  technology  [9]  (rest).  All  these 
ICs  are  used  in  an  experimental  20  Gb/s  TDM  transmis¬ 
sion  system  [2]. 

For  generating  the  eye  diagrams  in  Fig.  1,  the  circuits 
were  driven  by  a  pseudo-random  bit  sequence  generator 
with  a  word  length  of  215-1  bits  [6].  The  60  Gb/s  of  the 
MUX,  presented  in  [6],  is  the  highest  data  rate  ever  gen¬ 
erated  by  an  IC  in  any  technology  and  the  DEMUX  [5], 
too,  is  far  above  the  required  data  rate,  despite  of  the 
slower  (implanted  base)  technology  applied.  The  excellent 
retiming  capability  of  the  DEMUX  at  the  record  input  data 
rate  of  46  Gb/s  is  demonstrated  in  Fig.  lb  for  an 
intentionally  degraded  input  eye  diagram.  The  output  eye 
diagrams  of  the  speed-critical  circuits,  tra  ns  impedance 
preamplifier  and  modulator  driver,  are  given  at  20  Gb/s. 
Here,  the  photo  diode,  which  drives  the  amplifier,  is 
modeled  by  an  electrical  network  realized  on  the  measu¬ 
ring  substrate  [10],  The  high  gain  (58  dBQ)  and  low  noise 
(estimated  jN  «  12  pA /Juz  )  of  the  transimpedance  pre¬ 
amplifier  (due  to  the  high  shunt  feedback  resistance  of 
900  Q  in  the  first  stage)  as  well  as  the  comparatively  high 
output  voltage  swing  of  the  modulator  driver  (maximum 
values:  2.3  V  for  single-ended  and  4.6  V  for  differential 
operation)  are  record  values  for  20  Gb/s  Si  ICs  [7]. 

The  results  clearly  show  that  40  Gb/s  can  not  be 
achieved  with  the  speed-critical  ICs  (like  amplifier  and 
modulator  driver)  by  further  improvement  of  the  technolo¬ 
gy  only.  Additional  measures  to  achieve  this  data  rate  must 
be  taken  as  discussed  in  the  next  section. 


MUX 

60  Gb/s 
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c 
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M"  H  t  M.  ♦ 


in 

46  Gb/s 

DEMUX 

out 

23  Gb/s 


Driver 

20  Gb/s 


Fig.  1.  Measured  eye  diagrams  of  mounted  Si/SiGe-bipolar  ICs 
(AVq  is  the  output  voltage  swing): 

a)  2:1  MUX,  60  Gb/s  (10  ps/div.),  AVq  =  0.5  V. 

b)  1:2  DEMUX,  46  Gb/s  input  (top)  and  23  Gb/s  output  (bottom), 
20 -ps/div.,  AV0  =  0.5  V 

c)  Transimpedance  preamplifier,  20  Gb/s  (20  ps/div.), 
gain  58  dBQ  («  800  Q),  AVQmax  =  0.2  V. 

d)  Modulator  driver,  20  Gb/s  (20  ps/div.) ,  AVq  =  2  V. 
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III.  How  to  Achieve  40  Gb/s  with  Si/SiGe-BipoIar 
Technologies  ? 

Of  course,  as  an  important  precondition  to  achieve  40  Gb/s 
with  the  speed-critical  ICs  the  worldwide  best  laboratory 
technologies  must  be  applied.  Several  promising  approa¬ 
ches  for  very-high-speed  Si-based  bipolar  technologies 
have  been  reported:  Pure  silicon  technology  with  very 
steep  and  shallow  emitter/base  profile  [11],  SiGeHBT 
technology  ("real  HBT")  [12],  and  SiGe  drift-transistor 
technology  [9].  (For  a  rough  comparison  of  SiGe  technolo¬ 
gies  see  [13].) 

For  the  choice  of  the  adequate  technology  the  designer 
should  not  consider  fT  and  fmax  only  but  also  the  specific 
basic  transistor  parameters  (e.g.  rB  and  CCB  related  to  the 
emitter  length),  the  current  carrying  capability  of  the 
transistors  (high  admissible  collector  current  density  jCK), 
and  the  number  of  available  metallization  layers  [3,  13]. 
For  the  design  of  40  Gb/s  ICs  within  the  current  Gentian 
R&D  program  PHOTONTK  II  a  SiGe  laboratory  techno¬ 
logy  is  used,  which  has  been  presented  in  [9],  It  is  a  self- 
aligned  double-polysilicon  technology  with  0.6  pm  litho¬ 
graphy  (resulting  in  an  effective  emitter  width  of  bE  = 
0.3  /mi)  and  3  metallization  layers.  A  Ge  gradient  in  the 
epitaxial  base  causes  an  accelerating  drift  field  which 
reduces  the  transit  time  tf  and  thus  increases  fT.  The  speed 


extract. 


clock 


Fig.  2.  Scheme  of  a  40  Gb/s  optical-fiber  TDM  system 


Technol.  (Siemens) 

bE 

fT 

Tf 

rB  (forw.) 

Ceb 

CcB 

Ccs 

jcK 

[nm] 

[GHz] 

[ps] 

[D] 

[fF] 

[fF] 

[fF] 

[mA/|xm2] 

Prod.  Techn.  (B6HF) 

0.4 

27 

4.5 

~  45 

35 

20 

56 

~  0.75 

Labor.  Techn.  (SiGe) 

0.3 

!  64 

2 

=  40 

28 

19 

28 

~  2 

Table  2.  Transistor  data  of  the  laboratory 
SiGe-bipoIar  technology  applied  and  their 
comparison  with  those  of  an  advanced 
production  technology  (CBEB  configura¬ 
tion  with  10  gm  emitter  length).  The 
junction  capacitances  are  zero-bias  values 
and  jcK  is  given  for  Vce  =  IV. 


potential  is  further  increased  by  the  high  admissible 
collector  current  density.  An  example  for  the  transistor 
data  used  for  the  circuit  designs  is  given  in  Table  2  and 
compared  there  with  the  data  of  the  production  technology 
B6HF. 

As  discussed  in  Section  II  and  as  also  obvious  from  a 
comparison  of  the  transistor  data  in  Table  2,  40  Gb/s 
electronics  can  not  be  achieved  by  technology  improve¬ 
ments  only.  Additional  measures,  all  applied  in  this  work, 
are  required  like: 

-  Elimination  of  speed-critical  circuits  as  far  as  possible. 

-  Relaxed  specifications  for  the  remaining  speed-critical 
circuits  (in  favor  of  speed). 

-  Improved  models  for  circuit  simulation  (especially  for 
transistors,  on-  and  off-chip  wiring,  substrate  coupling, 
etc.,  [3]). 

-  Improved  mounting  technique  (especially  shorter  bond 
wires  and  improved  decoupling  methods). 

As  a  main  simplification  compared  to  10  Gb/s  sys¬ 


tems,  the  decision  function  is  now  performed  by  the  first 
stage  of  the  two-stage  1  :  4  DEMUX.  As  demonstrated  by 
Fig.  lb,  such  a  1  :  2  DEMUX  stage  stands  out  for  a  high 
intrinsic  operating  speed  and  an  excellent  retiming  capa¬ 
bility,  and,  moreover,  has  a  high  input  sensitivity.  As  a 
consequence,  speed -critical  single  master-slave  D-flip- 
flops  (clocked  at  40  GHz)  for  both  40  Gb/s  decision  and 
40  GHz  frequency  division  are  no  longer  needed. 
Moreover,  clock  extraction  is  now  restricted  to  20  GHz, 
essentially  relaxing  the  demands  on  this  circuitry  (cf.  [4]). 

Due  to  the  use  of  a  gain-controlled  optical  amplifier 
(OA)  the  specifications  of  the  electronic  amplifier  in  the 
receiver  can  be  essentially  relaxed:  Gain  and  dynamic 
range  can  be  reduced  considerably  (e.g.  compared  to 
10  Gb/s  systems  without  OA)  and  the  input  sensitivity 
(mainly  determined  by  the  equivalent  input  noise  current 
density)  is  no  longer  a  severe  restricting  condition.  As  a 
consequence,  the  whole  amplifier  can  be  put  on  a  single 
chip. 
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Improvements  of  the  opto-electronic  components  [2] 
are  another  important  precondition  to  relax  the  specifica¬ 
tions  of  the  speed-critical  circuits.  Today,  photo  diodes 
with  a  total  capacitance  as  low  as  50  fF  and  an  intrinsic 
cutoff-frequency  of  about  50  GHz  are  available.  A  specific 
problem  is  the  high  voltage  swing  required  for  driving  the 
modulator,  which  limits  the  speed  of  the  driver  circuit. 
Electro -absorption  modulators  (EAM)  for  2  V  swing  and 
below  are  under  development.  If  a  symmetrical  EAM  con¬ 
figuration  is  used,  the  output  swing  of  the  driver  circuit 
can  be  halved  (e.g.  1  V  at  each  of  the  complementary 
outputs,  resulting  in  a  differential  swing  of  2  V).  But  even 
then  there  are  problems  to  achieve  40  Gb/s  with  standard 
circuit  concepts.  Therefore,  no  extra  driver  is  used  in  the 
scheme  of  Fig.  2.  Instead,  the  driver  function  is  performed 
by  a  power  version  of  the  last  2:1  MUX  which  stands  out 
for  steeper  pulse  edges  compared  to  standard  driver  con¬ 
cepts. 


IV*  40  Gb/s  Circuit  Designs  and  Simulation  Results 

The  circuits  for  the  40  Gb/s  system  were  carefully  de¬ 
signed  applying  the  circuit  concepts  and  design  consider¬ 
ations  discussed  in  [3].  For  the  simulations  adequate 
models  for  the  photo  diode  and  the  EAM  are  used  [2]. 
Moreover,  improved  transistor  and  substrate  (coupling) 
modeling  [14]  is  applied  and  the  on-  and  off-chip  wiring 
parasitics  are  carefully  considered.  Note,  that  for  mounting 
of  the  chips  still  conventional  wire  bonding  is  provided, 
however,  with  very  short  bond  lengths.  The  ICs  are  just  in 
the  technological  run. 

In  the  transmission  system  of  Fig.  2  the  two  most 
speed-critical  circuits  are  the  transimpedance  amplifier 
and  the  power  MUX.  Simplified  block  diagrams  of  both 
circuits  together  with  simulation  results  (based  on  the  final 
layout  with  all  its  wiring  parasitics  and  including  the 
influence  of  the  mounting  parasitics)  are  shown  in  Figs.  3 
and  4,  respectively.  As  obvious  from  the  block  diagrams, 
differential  operation  is  consequently  used. 

The  amplifier  needs  three  differential  basic  cells,  each 
consisting  of  a  tra  ns  impedance  and  a  transadmittance 
stage  (with  cascode  output)  decoupled  by  three  emitter 
followers  pairs  (e.g.  [3]).  The  first  cell  operates  in  the 
linear  range  while  for  the  two  succeeding  cells  limiting 
operation  is  preferred.  This  is  because  the  large  band 
width  required  for  completely  linear  operation  is  difficult 
to  be  achieved  at  the  high  gain  of  66  dBQ  (Zn  =  2  kQ). 
The  signal  input  of  the  first  (differential)  amplifier  cell  is 
dc  coupled  to  the  photo  diode,  resulting  in  an  offset 
current  which  depends  on  the  signal  amplitude.  Therefore, 
an  automatic  offset  control  (not  shown)  is  required.  It 
feeds  an  equivalent  dc  current  into  the  other  input  node  of 
the  first  stage,  which  is  decoupled  by  an  off-chip  capacitor 
(see  Fig.  3a).  The  input  signal  for  the  simulation  is  the  in¬ 
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Fig.  3.  40  Gb/s  limiting  transimpedance  amplifier; 
gain  66  dBQ  (2  kQ),  AVq  =  0.6  V: 

a)  Simplified  block  diagram  (offset  control  not  shown), 

b)  Simulated  eye  diagram  of  the  output  voltage  at  40  Gb/s. 
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Fig.  4.  40  Gb/s  power  MUX;  AVq  =  2  V: 

a)  Simplified  block  diagram,  b)  Simulated  eye  diagram  across 

the  EAM  quantum  wells  at  40  Gb/s. 


trinsic  current  of  the  photo-diode  model  which  is  propor¬ 
tional  to  the  intensity  of  the  incident  light. 

At  the  (differential)  output  of  the  power  MUX  a  cas¬ 
code  stage  (base-grounded  configuration)  is  used  to  in¬ 
crease  the  operating  speed  and  to  mitigate  the  transistor 
breakdown  problems.  Moreover,  a  network  is  provided  on 
the  chip  which  biases  the  EAM  and  partly  compensates  its 
low-pass  characteristic  by  peaking.  Note  that  the  driver 
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must  be  optimized  with  respect  to  the  signal  voltage  across 
the  quantum  wells  of  the  EAM  rather  than  to  the  EAM 
input. 

The  eye  diagrams  at  40  Gb/s,  simulated  with  nominal 
parameters  for  transistors  and  opto-electronic  components 
but  with  all  (known)  on-  and  off-chip  parasitics  included, 
look  reasonable  and  let  us  expect  that  there  is  a  chance  to 
really  achieve  this  data  rate  with  Si-based  technologies. 

V.  Conclusions 

It  has  been  shown  by  measurements  of  mounted  chips  that 
even  the  speed-critical  ICs  in  20  Gb/s  TDM  systems  can 
be  realized  with  today's  Si-based  laboratory  technologies. 
From  careful  simulations  of  recently  designed  SiGe  ICs  we 
expect  that  there  is  a  fair  chance  to  realize  all  ICs  also  in 
40  Gb/s  systems,  using  improved  opto-electronic  compo¬ 
nents  and  at  relaxed  circuit  specifications.  However,  the 
simulations  also  show  that  we  are  just  at  the  speed-limit  of 
today's  best  laboratory  Si-based  technologies.  Therefore,  a 
further  improvement  of  the  speed  potential  of  these  tech¬ 
nologies  seems  to  be  mandatory  in  order  to  pay  for  the 
design  insecurities  and  fabrication  spread.  For  a  more 
reliable  statement  we  have  to  wait  for  the  technological 
realization  and  measurements  of  the  designed  ICs. 
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Abstract 

High  speed  circuits  such  as  multiplexer/demultiplexers, 
variable-gain  limiting  amplifiers  (VGAs),  and 
transimpedance  amplifiers  operating  at  high  bit  rates  (>30 
Gb/s)  are  required  for  the  realization  of  high  performance 
lightwave  systems  using  TDM  or  WDM.  We  have 
demonstrated  40  Gb/s  multiplexers,  30  Gb/s  data  and  clock 
regeneration,  DC-26  GHz  VGA’s  (variable  gain  amplifiers), 
and  transimpedance  amplifiers  with  3  dB  bandwidth  in 
excess  of  20  GHz  for  use  in  such  systems  using  a 
manufacturable  hybrid  digital/microwave  HBT  process. 

Processing  Description 

Circuits  and  devices  were  fabricated  on  3”  commercially 
available,  carbon-doped,  MOCVD-grown  AlGaAs/GaAs 
HBT  wafers.  A  schematic  cross  section  of  this  process  is 
shown  in  Fig.  1.  This  HBT  process  relies  on  self-alignment 
of  the  emitter-base  structure  and  extrinsic  0*  reduction  via 
implant.  The  fabrication  process  includes  the  use  of  a  mesa 
for  base  isolation,  which  is  then  planarized  using  Rockwell’s 
SADAP  process  (1,2).  The  monolithic  integration  of 
Schottky  diodes  is  critical  for  the  design  and  fabrication  of 
A/D  converters  and  shock-line  structures  with  these 
ultrahigh  speed  HBTs. 


Figure  1.  Schematic  cross  section  of  an  HBT  monolithically  integrated  with  a 
Schottky  diode 

Circuit  Performance 

Using  this  process,  we  have  demonstrated  many  key  circuits 
for  lightwave  communications  above  30  Gb/s  (Table  1.). 
Among  those  presented  here  are  a  40  Gb/s  multiplexer,  a 
DC-26  GHz  VGA,  and  a  >20  GHz  bandwidth  pre-amplifier. 
In  addition  to  these,  a  >30  Gb/s  1:4  demultiplexing  chip  has 
been  demonstrated. 


Circuit 

Speed 

Power 

4:1  MUX 

40  Gb/s 

2.5W 

1:4  DEMUX 

>30Gb/s 

2.7W 

Variable  Gain  Amplifier 

26  GHz  BW 

0.9W 

Transimpedance 

Preamplifier 

25  GHz 

0.3W 

Data  Regenerator 

30  Gb/s 

2.1W 

Table  1.  Summary  ofhigfr  speed  circuits 

4:1  Multiplexer 

High  speed  MUX  circuits  are  important  for  both  Time 
Division  Multiplexing  (TDM)  and  Wavelength  Division 
Multiplexing  (WDM).  We  have  demonstrated  a  4:1 
multiplexer  that  operates  at  40  Gb/s  using  our  hybrid 
digital/microwave  process.  A  block  diagram  of  this  circuit  is 
shown  in  Fig.  2.  The  architecture  used  requires  only  the  last 
2:1  MUX  stage  to  operate  at  the  maximum  bit  rate.  The  rest 
of  the  circuit  operates  at  half  the  bit  rate.  Another 
outstanding  feature  of  this  design  is  the  low  device  count  and 
low  power  consumption  compared  to  multiplexing  with  four 
MS-DFFs.  The  circuit  was  tested  on-wafer,  using  RF  probes. 
The  test  data  signals  were  generated  by  a  10  Gb/s  bit-error- 
rate  tester.  The  4:1  multiplexer  operated  up  to  a  maximum 
bit  rate  of  40  Gb/s,  with  data  input  levels  of  125  mVp.p  per 
channel,  and  a  single-ended  clock  input  level  of  500  mVp.p. 
A  microphotograph  of  this  4:1  multiplexer  is  shown  in  Fig. 
3,  the  output  eye  diagram  and  output  waveforms  when 
operating  at  40  Gb/s  are  shown  in  Fig,  4a.  and  Fig.  4b.  To 
our  knowledge,  this  is  the  fastest  4: 1  MUX  reported  (3). 


Figure  2.  Block  diagram  of  4: 1  multiplexer  circuit 
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Figure  3.  Microphotograph  of  4:1  multiplexer  chip. 
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Figure  4.  Output  eye  diagrams  (data  and  inverted  data)  at  40  Gb/s.  Vertical 
scale:400mV/div. 

Transisitors  in  the  4: 1  MUX  had  an  ft  of  40  GHz  and  fmax  of 
105  GHz  at  the  bias  point.  The  peak  ft  for  these  devices  was 
60  GHz,  with  f^  125  GHz  at  1.2  xlO5  A/cm2. 

The  4:1  MUX  design  was  also  fabricated  at  Rockwell 
Semiconductor  Systems  GaAs  production  facility  in 
Newbury  Park,  CA.  (5).  Operation  beyond  30  Gb/s  was 
measured,  with  the  resulting  data  eye  diagrams  and  divided 
clock  output  shown  in  Figure.  5. 


16.0000  ns  16.1000  ne  16.2000  ns 

Figure  5.  Output  eye  diagrams  (data  and  inverted  data),  and  divided  clock 
output  at  30  Gb/s.  Vertical  scale: 400m V/div. 


1:4  Demultiplexer 

The  1:4  demultiplexer  was  designed  with  similar 
multifunctional  circuits  as  the  4: 1  MUX  (3,4).  Figure  6. 
shows  the  circuit  principle,  which  features  a  novel  two-stage 
architecture  (6). 


Figure  6.  1 :4  DMUX  schematic  block  diagram 


The  master-slave  (MS)  flipflops  are  used  in  the  initial  1:2 
demultiplexing  to  regenerate  and  stabilize  the  incoming 
data.  A  slave  {S}  D-type  latch  is  added  to  the  lower  master- 
slave  D-type  flip-flop  (MS-DFF)  for  bit  alignment.  The  final 
stage  of  demultiplexing  is  accomplished  with  six  freeze-type 
{F}  latches  (7).  The  input  clock  CKl  (with  a  frequency  half 
that  of  the  data  rate)  is  used  to  time  all  latches  (D  and  F 
type).  CK2  is  used  as  a  select  signal  by  the  F  latches,  and  is 
delayed  relative  to  CKl  by  the  gate  delay  of  the  frequency 
divider.  Because  only  one  phase  of  the  divided  clock  (CK2) 
is  used,  a  dynamic  frequency  divider  may  be  used  in  place  of 
the  conventional  MS  static  frequency  divider  with  reduced 
power  dissipation  and  potentially  increased  circuit  operating 
speed.  However,  in  this  implementation  a  MS-DFF  divider 
was  used  to  generate  CK2,  to  maximize  the  operating 
frequency  range  of  the  circuit.  The  simulated  output  eye 
diagrams  (15  Gb/s),  with  60  Gb/s  input  data,  are  shown  in 
Figure  7. 


Figure  7.  Simulated  output  eye  diagrams  for  1 :4  DMUX 
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The  circuit  was  tested  on-wafer  using  a  30  Gb/s  test  signal 
generated  by  connecting  an  on-wafer  4:1  MUX  and  1:4 
DMUX  with  0.8m  of  semirigid  cable.  The  input  test  signal  is 
shown  in  Fig.  8.  The  resulting  demultiplexed  output  eye 
diagrams  (CHI -3)  and  divided  clock  outputs  are  shown  in 
Fig.  9.  The  divided  clock  output  was  designed  with  a  falling 
edge,  which  is  independent  of  data  rate,  in  its  relative 
position  to  the  output  data  channel  eyes,  and  is  used  to  time 
subsequent  circuits. 


Figure  8.  Input  test  signal  to  1 :4  DMUX  at  30  Gb/s.  Vertical  scale:  160  mV/div. 


16.0000  ns  16.2500  ns  16.5000  ns 

Figure  9.  Output  demultiplexed  eye  diagrams 
(CHI -3)  and  output  divided  clock.  Vertical  scale:  600  mV/div. 

The  MUX/DMUX  pair  were  measured  back-to-back  with  a 
BER  test  set  to  have  error-free  performance  at  30  Gb/s.  The 
transistors  in  the  1 :4  DMUX  were  identical  to  those  in  the 
4:1  MUX.  A  microphotograph  of  the  DMUX  is  shown  in 
Fig.  10. 


Figure  10.  Die  microphotograph  of  1 :4  DMUX 


Clock  and  Data  Regenerator 

We  have  designed  a  multifunctional  circuit,  fabricated  in  a 
baseline  heterojunction  bipolar  transistor  (HBT)  technology, 
for  use  in  laboratory  system  experiments  (8).  The  IC,  when 
combined  with  an  external  transimpedance  amplifier,  and  a 
high-Q  filter  (PLL  or  dielectric  resonator)  can  be  used  as  a 
regenerator  for  non-return  to  zero  (NRZ)  lightwave  systems. 


Analy^TI 


Figure  1 1 .  Block  diagram  of  the  data  regeneration/clock  extraction  chip, 
including  external  PLL  as  narrow  band  filter. 

Data  entering  the  input  port  of  the  circuit  (Fig.  11)  was  on- 
chip  terminated  into  50  Q,  and  amplified  by  a  two  stage 
(37dB)  limiting  amplifier.  Each  stage  was  implemented  with 
localized  series  feedback  followed  by  localized  shunt 
feedback  (9)  (Fig.  12).  The  series  feedback  utilizes  transistor 
emitter  resistance  (rE),  while  the  shunt  feedback  had  emitter 
follower  feedback  for  improved  bandwidth  (10).  Amplified 
data  was  then  applied  to  the  on-chip  master-slave  D-type 
flip-flop  (MSDFF),  and  to  the  timing  recovery  portion  of  the 
IC. 

The  decision  circuit  (data  regeneration  and  retiming)  was 
implemented  in  a  master-slave  configuration  with  static  D- 
type  latches,  with  two  emitter  followers  in  the  feedback  path 
for  maximum  speed.  The  decision  circuit  operated  up  to  22 
Gbit/s,  under  a  full  rate  clock  and  data  input. 
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Timing  recovery  used  nonlinear  processing  (an  on-chip 
differentiate-and-rectify  circuit),  to  generate  a  clock  spectral 
component  at  the  bit  rate  (Fig.  13).  The  differentiator  was  a 
differential  pair  with  its  emitters  connected  by  BE  and  BC 
junction  transistor  capacitors  (11).  The  capacitance  was 
adjustable,  with  an  externally  applied  reverse  bias.  Its 
operation  was  very  insensitive  to  the  applied  voltage. 
Rectification  was  implemented  with  two  transistors 
connected  at  both  the  collectors  and  the  emitters.  A  series 
39Q  resistor  matched  this  output  (single-ended)  to  50  Q.  An 
optional  differential  output  was  generated  with  an  on-chip 
single-ended  to  differential  converter  with  open  collector 
output  drivers.  The  converter  acted  as  an  amplifier,  and 
bandlimited  the  differential  output  to  about  15  GHz. 


The  output  of  the  on-chip  differentiate  and  rectify  circuit  at 

io 

24  Gb/s  is  shown  in  Fig.  14.,  with  a  2  -1  pseudorandom  bit 
sequence  (PRBS)  at  the  input  to  the  MUX.  The  recovered 
spectral  component  at  24  Gb/s  is  shown  in  Figure  15,  with  a 

2  -1  PRBS  input  to  the  MUX.  The  24  Gbit/s  spectrum  was 
measured,  with  a  down  conversion  mixer  (20  dB  conversion 
loss,  10  dBm  LO  at  19.63  GHz),  to  have  a  power  level  of 
-32.27  dBm  (a  front-end  down  conversion  mixer  was  used 
due  to  spectrum  analyzer  limitations).  The  spurious  clock 
spectral  component  generated  from  nondata  sources 
(primarily  MUX  clock  feedthrough)  was  measured  to  be  - 
47.35  dBm  at  24  Gb/s.  At  30  Gb/s,  the  signal  and  spurious 
levels  were  measured  to  be  -47.33  and  -53.76  dBm, 
respectively.  No  measures  were  taken  to  reduce  the 
magnitude  of  the  spurious  component. 


The  clock  input  signal  is  on-chip  terminated  into  50  Q, 
and  is  amplified  by  two  stages  of  limiting  amplification 
(similar  to  the  data  path),  before  being  applied  to  the  input  of 
the  on-chip  MSDFF.  If  the  recovered  clock,  after  external 
high-Q  filtering,  is  placed  through  a  1:N  frequency  divider, 
then  the  output  of  the  MSDFF  will  be  one  of  the  N 
constituent  data  streams  multiplexed  together  in  the  input 
data.  In  our  case  N=4  (the  PLL  provided  an  internal  divide- 
by-two,  together  with  an  external  1:2  divider). 

For  use  in  system  experiments,  the  IC  was  mounted  in  a 
research  package  (12),  similar  to  a  hybrid  circuit  module 
(13).  The  microwave  package  consisted  of  eight  high-speed 
inputs  and  one  DC  input  for  VEE,  in  a  square  shaped 
package.  The  high-speed  signals  propagated  on  coplanar 
waveguides  etched  on  a  25  mil.  quartz  substrate.  The  IC  was 
flush  mounted  to  the  substrate  and  ribbon  bonded  to  the 
coplanar  waveguides.  Through  line  measurements  indicated 
that  the  modules  exhibit  a  bandwidth  of  40  GHz,  with  K 
connector  input/output  connections.  Measured  data  was 
derived  from  packaged  parts. 


TMii 

pTf 

m 

■ 

■ 

■ 

■ 

■ 

BBS 

UTiRi 

uss 

H 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

m 

■ 

V 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

HI 

■ 

■ 

■ 

■ 

■ 

■ 

£ 

E 

■ 

■ 

3H 

■ 

■ 

■ 

5 

■ 

■ 

gig 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

hhi 

■ 

n 

s 

■ 

S VA 

4  mrp 

m 

UlInHH 

'  i 

mm 

«M 

mm 

■1 

■ 

M 

■ 

■ 

■ 

•RB  ta.0  Hi 


'VB  m  Hi 


ST  £08. a  a*c 


Figure  15.  Output  spectrum  of  d/dt+rectify. 

The  recovered  clock  spectral  component  generated  on-chip 
was  high-Q  filtered  with  an  off-chip  PLL  constructed  from 
discrete  microwave  components.  The  PLL  consisted  of  a 
third-order  loop  with  a  YIG  oscillator  VCO,  a  microwave 
mixer,  power  divider,  and  a  loop  filter  using  a  commercial 
operational  amplifier.  The  loop  bandwidth  was  300  kHz. 
Because  the  PLL  required  an  input  signal  of  between  -10 
dBm  to  +10  dBm,  the  differentiate-and-rectify  output  of  the 
IC  was  amplified  by  microwave  amplifiers.  The  output 
power  of  the  VCO  was  +13  dBm.  A  frequency  doubler 
within  the  PLL  loop  allows  for  an  inherent  frequency 
division  by  two. 
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The  PLL  readily  acquired  and  maintained  phase  lock, 
demonstrating  the  suitability  for  system  applications  of  this 
component. 

As  a  single-channel  demultiplexer  (N=4,  divided  clock  rate 
of  7.5  GHz),  error-free  operation  was  measured  up  to  a 
maximum  bit  rate  of  30  Gbit/s.  With  a  30  Gbit/s  test  signal 
generated  by  the  4:1  MUX,  the  resulting  demultiplexed 
output  data  channel  is  shown  in  Fig.  16.  The  differential 

31 

data  input  sensitivity  of  the  IC  was  200  mVp  p  at  2  -1  PRBS, 
with  a  differential  clock  amplitude  of  0.9  V^p  and  a  phase 

margin  of  22°  in  the  7.5  GHz  clock  (1/4  the  30  Gb/s  input 
data  period).  The  differential  data  input  sensitivity  was 
approximately  15  mV  p  at  10  Gb/s,  and  the  phase  margin 
was  3 10  degrees  (under  full-rate  clock). 


100  mV/div 
-200  mV  ref 


Figure  16.  Output  7.5  Gb/s  demultiplexed  eye  diagram  with  30  Gb/s  input  data. 

Gain  Control  Amplifier 

Broadband  variable  gain  amplifiers  are  also  key  elements  for 
optical  communication  systems.  Receivers  for  such  systems 
require  linear  channel  response  with  little  magnitude 
variation,  constant  group  delay,  and  frequency  response 
down  to  DC  to  achieve  good  bit  error  rates.  We  have 
demonstrated  a  packaged  amplifier  with  these  properties 
from  DC  to  26  GHz  (14).  A  microphotograph  of  this  chip  is 
shown  in  Fig.  17a.  The  circuit  consists  of  an  input  buffer, 
two  amplifier  stages  connected  by  emitter  follower  buffers, 
and  an  output  buffer.  The  input  and  output  buffers  provide 
good  terminations  for  50  ohm  source  and  load.  Fig.  17b. 
shows  a  simplified  circuit  diagram  for  one  of  the  amplifier 
stages.  This  is  a  modified  transadmittance/transimpedance 
(TA/TI)  amplifier  pair  (9).  Q1  and  Q2  form  the  TA  portion, 
while 


VCC 


(a)  (b) 


Figure  17.  Microphotograph  of  VGA  and  simplified  circuit  diagram  of 
TA/TI  stage. 

Q3-Q6  and  the  Rf’s  form  the  TI  portion.  Variation  of  ft  by  an 
external  gain  controlled  voltage  changes  the  transimpedance 
(gm)  of  the  TA  amplifier  which  in  turn  varies  the  overall  gain 
of  the  amplifier.  Q5  and  Q6  in  the  parallel  feedback  path  of 
the  TI  amplifier  buffer  the  output  from  the  feedback  network 
which  results  in  higher  gain,  wider  bandwidth,  and  constant 
output  DC  voltage  independent  of  the  gain-controlled 
voltages  (15).  The  emitter  followers  between  the  stages 
provide  level  shifting  and  improve  the  input/output 
impedance  matching  between  the  output  TI  portion  of  the 
first  amplifier  stage  and  the  input  TA  portion  of  the  second 
amplifier  stage.  The  measured  performance  of  this  VGA  is 
shown  in  Fig.  18.  Note  that  this  circuit  has  a  gain  variation 
of  only  ±  1  dB,  constant  group  delay  within  the  passband, 
and  a  gain  controlled  range  of  10-16  dB.  This  performance 
is  suitable  for  use  in  >  30  Gb/s  fiber-optic  TDM  transmission 
systems  (16).  The  AGC  amplifier  was  fabricated  with  a 
transistor  structure  which  exhibited  a  ft  of  60  GHz  and  fnl;,x  of 
111  GHz  at  the  amplifier  bias  point.  The  peak  ft  was  95  GHz 
at  1.2xl05  A/cm2  with  f^*  of  130  GHz 
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Figure  1 8.  VGA  output  after  packaging. 
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Pre-amplifier 

The  pre-amplifier  was  a  transimpedance  amplifier  designed 
to  have  maximum  flatness  (±  0.5  dB)  from  0  to  30  GHz.  The 
chip  presented  here  was  a  probeable  version  of  this  part.  The 
other  two  versions  consisted  of  a  flip-chip  compatible  Tz  amp 
and  an  integrated  Tz  amp+Schottky  detector  (for  X=0M  pm) 
circuit.  A  microphotograph  of  the  0.86  pm  version  is  shown 
in  Fig.  19.  and  the  schematic  in  Fig.  20.  The  chip  was 
measured  using  an  optical  spectrum  analyzer.  The  results  are 
shown  in  Fig.  21.  The  3  dB  bandwidth  of  this  chip  was  25 
GHz.  Note  the  excellent  gain  flatness  and  good  phase 
response.  The  preamplifier  was  fabricated  with  a  transistor 
structure  which  had  an  ft  of  53  GHz  and  f^  of  120  GHz  (at 
Jc=5xl04  A/cm2)  with  the  peak  ft,  f^  of  96  GHz,  160  GHz  at 
1.67xl05  A/cm2. 


Figure  19  Microphotograph  of  pre-amplifier  circuit. 
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Figure  20.  Schematic  diagram  of  pre-amplifier  circuit 
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Figure  21 .  Transimpedance  and  phase  for  transimpedance  amplifier. 

Conclusion 

We  have  demonstrated  several  ultra-high-speed 
AlGaAs/GaAs  HBT  circuits  using  a  robust  process.  With  this 
technology,  we  have  fabricated  key  experimental  circuits  for 


next  generation  fiber  optic  systems,  with  multifunctional 
circuits  operating  up  to  40  Gb/s. 

We  have  also  fabricated  a  30  Gb/s  4: 1  multiplexer  IC  in  our 
production  facility  (using  a  different  process). 
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Abstract 

An  ultrahigh-speed  monolithic  regenerative  receiver  IC  is 
successfully  fabricated  by  using  self-aligned  InP/InGaAs 
DHBTs  with  a  hexagonal  emitter.  An  InxGai_xAs  graded 
base,  an  InGaAs/InP  composite  collector,  and  an  InP 
subcollector  layer  are  characteristic  of  these  DHBTs,  which 
have  excellent  performance:  peak  fj  of  183  GHz  and  fmax  of 
235  GHz.  The  receiver  IC  is  constructed  with  a  pre-ampli¬ 
fier,  post-amplifier,  automatic  offset  controller,  PLL-based 
timing  recovery  circuit,  and  D-type  flip-flop.  A  20-Gbit/s 
error-free  operation  is  achieved  with  an  extremely  low  power 
dissipation  of  0.6  W  at  -5  V  supply.  This  is  the  first  demon¬ 
stration  of  a  single-chip  20-Gbit/s  receiver  IC  having  such  a 
low  power  dissipation. 

Key  Words:  regenerative  receiver,  InP/InGaAs,  DHBT,  low 
power  dissipation 

1.  INTRODUCTION 

Electronic  ICs  in  lightwave  communication  systems  play  an 
important  role  in  regenerating  a  digital  signal  by  using  the 
clock  extracted  from  the  signal.  Future  multimedia  commu¬ 
nication  services  will  still  require  enormous  large-capacity 
lightwave  communication  systems.  To  meet  such  large-ca¬ 
pacity  systems,  not  only  achieving  high  speed  operation  but 
also  reducing  the  size  and  power  dissipation  of  the  lightwave 
communication  ICs  are  inevitable.  In  1995,  hybrid  integra¬ 
tion  of  a  1 0-Gbit/s  transmitter  and  receiver  was  demonstrated 
using  GaAs  MESFET  ICs  [1].  However,  these  packages, 
200  x  280  mm  in  size,  dissipate  a  large  power  of  25  W.  A 
large  amount  of  the  power  was  dissipated  at  the  input  and 
output  interfaces  in  the  hybrid  integration.  Therefore,  mono¬ 
lithic  integration  and  scaling  down  of  the  transistor  dimen¬ 


sions  are  needed  to  reduce  the  power  dissipation  of  the 
lightwave  communication  ICs. 

The  InP-based  heterojunction  bipolar  transistor 
(HBT)  is  an  attractive  candidate  to  satisfy  such  demands  be¬ 
cause  of  its  lower  turn-on  voltage  compared  with  GaAs-based 
devices.  In  addition,  it  is  compatible  with  opto-electronic 
integrated  circuits.  Furthermore,  remarkable  progress  in  its 
speed  has  been  made  [2,  3]. 

We  have  been  working  at  scaling  down  and  improv¬ 
ing  the  performance  of  InP/InGaAs  double-heterostructure 
bipolar  transistors  (DHBTs)  which  overcome  the  problem  in 
terms  of  breakdown  behavior.  The  results  of  our  work  indi¬ 
cate  record  high-frequency  characteristics:  a  cutoff  frequency 
fT  of  228  GHz  and  a  maximum  oscillation  frequency  fmax  of 
227  GHz  for  a  DHBT  with  a  45-nm-thick  base  and  280-nm- 
thick  collector  layers,  and  an  ft  /  fmax  of  1 63  /  300  GHz  for  a 
55-nm-thick  base  and  430-nm-thick  collector  layers  [4,  5]. 
Recently,  these  DHBTs  have  been  used  in  a  pin-photodetec¬ 
tor  (PD)  /  decision  circuit  with  a  maximum  operating  speed 
of  17  Gbit/s  [6],  a  20-Gbit/s  pin-PD  [7],  and  a  20-Gbit/s  op¬ 
tical  modulator  driver  with  a  driving  voltage  of  2  V  [8]. 

This  paper  describes  further  promising  results  for  a 
monolithic  20-Gbit/s  regenerative  receiver  circuit,  including 
a  pre-amplifier,  post- amplifier,  automatic  offset  controller, 
PLL-based  timing  recovery  circuit,  and  D-type  flip-flop,  us¬ 
ing  InP/InGaAs  DHBTs.  The  1.6  x  1.6  mm  chip  has  an  ex¬ 
tremely  low  power  dissipation  of  0.6  W  at  -5  V  supply.  Our 
20-Gbit/s  regenerative  receiver  circuit  is  superior  to  other 
receiver  circuits  fully  integrating  3R  functions  (reshaping, 
retiming,  and  regenerating),  not  only  in  terms  of  operating 
speed  but  also  low  power  dissipation,  due  to  the  use  of  small- 
dimension  ultra-high  performance  DHBTs.  The  features  of 
the  InP/InGaAs  DHBTs  used  in  this  study  are  as  follows: 
self-aligned  processing  using  a  hexagonal  emitter  geometry, 
novel  epitaxial  layer  structures  with  the  InxGai_xAs  graded 
base  layer  structure  and  the  InGaAs/InP  composite  collector 
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layer  structure,  and  a  thick  InP  subcollector  layer  with  high 
thermal  conductivity. 

2.  DEVICE  TECHNOLOGY 

The  DHBT  epitaxial  layer  structure  shown  in  Table  1  was 
grown  by  low-pressure  metalorganic  vapor  phase  epitaxy 
(MOVPE).  The  Zn  doped  p+-InxGa]-xAs  compositionally 
graded  base  layer  structure  (In-As  composition  ranging  from 
0.53  at  the  B/C  interface  to  0.47  at  E/B  one)  was  used  to 
reduce  the  electron  transit  time  and  to  lower  the  extrinsic 
base  contact  resistivity.  The  potential  drop  across  the  graded 
base  layer  is  34  mV  [9].  The  InGaAs/InP  composite  collec¬ 
tor  layer  structures  are  designed  to  improve  the  collector 
breakdown  behavior  without  any  significant  current  block¬ 
ing  effects,  and  to  reduce  the  transit  time  [10].  The  20-nm- 
thick  n+-InGaAs  layer  was  inserted  to  lower  the  collector 
contact  resistivity.  The  400-nm-thick  InP  subcollector  layer 
was  employed  on  behalf  of  the  conventional  InGaAs 
subcollector  to  lower  the  junction  temperature  because  InP 
has  over-one-order-higher  thermal  conductivity  than  InGaAs 
(0.68  versus  0.05  W/cm-K  at  300  K)  [11].  Thermal  design  is 
important  for  achieving  high-density  ICs. 


Table  1.  Epitaxial  layer  structures  for  the  InP/InGaAs  DHBT. 


Layer 

Material 

Doping 

(cm-) 

Thickness 

(nm) 

Emitter-Cap 

nMnGaAs 

4E19 

70 

n+-InP 

4E19 

30 

Emitter 

n-InP 

3E17 

70 

Spacer 

un-InGaAs 

undoped 

5 

Base 

pMn  Ga,  As 

r  x  1-x 

3.5E19 

45 

Collector 

un-InGaAs 

un doped 

300 

n-InP 

8E17 

20 

n-InP 

1E17 

100 

Subcollector 

n+-InP 

1 E 19 

30 

n+-InGaAs 

1H 19 

20 

n+-InP 

1EI9 

30 

n+-InP 

5E18 

400 

Base  electrode 


Collector  electrode 


Emitter  electrode 

Emitter-Cap 


\Emitter  f 

1 Hi 

!  Base  1 

Collector 


Subcollector 


S.UnP  substrate 


Fig.  1 .  Schematic  cross-sectional  view  of  the  fabricated  DHBTs 


The  small-scale  InP/InGaAs  DHBTs  were  fabricated 
by  self-aligned  processing  as  reported  previously  [4,  5].  A 
schematic  cross-sectional  view  of  the  fabricated  DHBTs  is 
shown  in  Fig.  1.  Using  the  lift-off  Ti/Pt/Au  emitter  electrode 
metal  as  a  mask,  the  E/B  mesa-etching  was  carried  out  by  a 
combination  of  Ch-based  ECR-RIE  and  selective  wet  etch¬ 
ing  (citric  acid:H2C>2:H20  and  HCkHsPCkt  for  the  InGaAs 
and  InP  layers,  respectively).  The  Pt/Ti/Pt/Au  base  electrode 
metal  was  then  evaporated  on  the  area  including  the  emitter 
metal.  The  TLM  measurements  of  the  extrinsic  base  layers 
exhibited  good  sheet  resistance  of  616  Q/square  and  specific 
contact  resistivity  of  2.4  x  10-7  Qcm2. 


Rectangular  Emitter  Hexagonal  Emitter 


Fig.  2.  Schematic  cross-scctional  views  of  the  E/B  mesa  profiles 
for  a  rectangular  emitter  geometry  (left)  and  a  hexagonal  one 
(right). 

A  problem  during  selective  wet  etching  of  the 
InGaAs  and  InP  layers  is  that  the  etching  profile  is  strongly 
dependent  on  the  crystal  orientation.  With  the  conventional 
rectangular  emitter,  excess  side-etching  of  the  InGaAs  cap 
and  the  InP  layers  is  needed  to  prevent  the  E/B  touch  caused 
by  the  over-cut  profile  in  the  [Oil]  direction  (See  Fig.  2). 
However,  this  excess  side-etching  leads  to  incremental  para¬ 
sitic  base  resistance  and  B/C  capacitance  between  the  base 
electrode  metal  and  the  emitter-mesa  region  underneath  the 
emitter  electrode.  In  contrast,  the  use  of  a  hexagonal  emitter 
makes  etching  controllable  with  no  excessive  side-etching 
(See  Fig.  2).  This  completely  eliminates  the  possibility  of 
E/B  touch  because  there  is  no  periphery  along  the  (011)  sur¬ 
face.  Consequently,  the  hexagonal  emitter  geometry  inher¬ 
ently  fits  the  InP  side-etching  shape  thereby  reducing  the 
parasitic  base  resistance  and  B/C  capacitance  and  improving 
the  uniformity  across  the  wafers.  The  advantage  of  a  hex¬ 
agonal  emitter  is  especially  beneficial  in  producing  small- 
scale  transistors. 

The  B/C  mesa  was  also  formed  using  the  selective 
wet-etching  process.  Ti/Pt/Au  collector  electrode  metal  was 
evaporated  and  deep  mesa-etching  of  the  InP  subcollector 
layer  was  carried  out  for  isolation.  Then,  700-nm-thick 
Benzocyclobutene  (BCB)  films  were  used  for  device  passi- 
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vation  and  planarization  of  the  mesa-type  device  structure. 

To  fabricate  the  ICs,  two-level  interconnections  of 
Ti/Pt/Au  metals  were  used.  The  lower  metal  was  formed  on 
the  BCB  passivation  films.  MIM  capacitors  were  formed  by 
placing  300-nm-thick  silicon-dioxide  films  between  the  two 
interconnection  metals,  and  the  load  resistors  were  formed 
from  a  thin  NiCr  layer  with  a  sheet  resistance  of  90  Q/square. 
Photosensitive  polyimide  films  were  used  as  the  insulator  to 
reduce  the  parasitic  capacitances  between  the  two-level  in¬ 
terconnections.  All  the  transistors  in  the  internal  circuits, 
except  those  in  the  output  driver,  have  a  6-|am2  hexagonal 
emitter  metal  with  an  emitter  width  of  1.2-|im.  The  transis¬ 
tors  in  the  output  driver  have  a  20-|im2  hexagonal  emitter 
metal  with  an  emitter  width  of  2-|im. 

3.  DEVICE  CHARACTERISTICS 

Figure  3  shows  typical  common-emitter/collector  I-V  char¬ 
acteristics  for  a  DHBT  with  a  6-pm2  emitter  metal  with  an 
emitter  width  of  1.2  jam,  corresponding  to  the  emitter  dimen¬ 
sions  in  the  internal  circuits.  The  current  gain  is  over  50. 
For  DHBTs  in  internal  circuits,  Ic  ranges  from  0.3  to  3.5  mA 
as  a  Vce  ranges  from  1 .6  to  1 .1  V  to  reduce  the  power  dissi¬ 
pation  of  the  IC.  It  is  found  that  these  DHBT  characteristics 
indicate  a  good  collector  breakdown  behavior  at  least  within 
the  bias  conditions  for  the  IC  operation.  This  is  due  to  the 
InP/InGaAs  composite  collector  layer  structure  and  InP 
subcollector  layer.  Average  and  standard  deviations  of  cur¬ 
rent  gains  at  a  collector  current  density  Jc  of  lxlO5  A/cm2 
across  2-inch  wafers  were  60.1  and  4.8,  respectively. 


0  1  2  3  4  5 

VCe  (V) 

Fig.  3.  Common-emitter  collector  I-V  characteristics  of  DHBTs 
showing  the  load  line. 

In  this  study,  an  InP  subcollector  layer  was  used. 
To  compare  a  self-heating  effect  in  this  InP-subcollector 
DHBT  to  that  in  the  conventional  InGaAs-subcollector  one, 
two  DHBTs  with  a  400-nm-thick  InP  and  an  InGaAs 
subcollector  layers  were  fabricated.  These  DHBT  layer  struc¬ 
tures  have  the  same  ones  shown  in  Table  1  except  a  base 
layer  (65-nm-thick  InGaAs  uniform  base  structure).  Figure 
4  exhibits  Ic~Vce  characteristics  for  an  InP-  and  an  InGaAs- 


subcollector  DHBTs  with  a  20-|am2  emitter.  In  result,  a  col¬ 
lector  breakdown  behavior  of  an  InP  subcollector  is  clearly 
superior  to  that  of  an  InGaAs  one  although  current  gains 
slightly  differ  from  each  other.  The  junction  temperature  dif¬ 
ference  between  them  is  approximated  to  28  degrees  at  Jc  of 
5x104  A/cm2  and  Vce  of  1 .5  V. 


2  3 

VCE  (V) 


Fig.  4.  Ic-Vce  characteristics  of  an  InP-subcollector  (solid  line) 
and  an  InGaAs-subcollector  (dotted  line)  DHBTs  with  20- 
pm2  emitter. 


Fig.  5.  The  current  gain  Ih2i!2,  maximum  stable  gain/maximum  avail¬ 
able  gain  (MSG/MAG),  and  Mason's  unilateral  gain  (U-gain) 
as  a  function  of  frequency. 

The  microwave  DHBTs  were  characterized  by  S- 
parameters,  measured  on  a  wafer,  from  0.5  to  50  GHz.  Fig¬ 
ure  5  shows  current  gain  H121I2,  maximum  stable  gain/maxi¬ 
mum  available  gain  (MSG/MAG),  and  Mason's  unilateral 
gain  (U-gain)  as  a  function  of  frequency  at  Ic  of  7.7  mA  and 
Vce  of  1.3  V.  The  measured  DHBT  has  a  6-jam2  emitter.  We 
estimated  fj  of  183  GHz  and  fmax  of  229  GHz  by  extrapola¬ 
tion  assuming  a  6-dB  per  octave  falloff  of  H121I2  and  U-gain. 
To  evaluate  the  intrinsic  high-frequency  characteristics,  we 
measured  the  S-parameters  of  the  open  and  short  pads  on  the 
same  wafer,  aiming  to  subtract  parasitic  components  from 
the  interconnected  metals. 

Figure  6  shows  the  dependences  of  fj  and  fmax  on 
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Ic  at  Vce  of  1 .3  V  for  a  DHBT  with  a  6-pm2  emitter.  In  spite 
of  using  the  420-nm-thick  InP/InGaAs  composite  collector 
layers,  the  peak  fj  of  1 83  GHz  is  quite  high,  due  to  the  45- 
nm-thick  InxGai_xAs  graded  base  structure.  Also,  the  de¬ 
pendences  of  fr  and  fmax  on  Vce  at  Ic  of  3  mA  and  6  mA  for 
the  same  DHBT  are  shown  in  Fig.  7.  fj s  rapidly  increases 
from  a  low  Vce  of  0.6  V.  The  peak  fmax  is  as  high  as  235 
GHz  at  Ic  of  6  mA  since  the  extrinsic  base  resistivity  of  the 
InxGai_xAs  graded  base  layer  is  very  low  [9].  A  further  nar¬ 
rowing  of  the  emitter  width  will  enable  our  DHBTs  to  en¬ 
hance  fmax  values  [12]. 
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Fig.  6.  1't  and  fmax  dependences  on  Ic  for  the  DHBT. 
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Fig.  7.  fr  and  fmax  dependences  on  Vce  for  the  DHBT. 
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Fig.  8.  Histograms  of  ffs  and  fmax's  for  the  6-  and  20-pm2  emitter 
DHBTs. 


Figure  8  shows  histograms  of  fx's  and  fmax's  across 
the  2-inch  wafer  at  Ic  of  3  and  10  mA  for  6-  and  20-pm2 
emitter  DHBTs  (with  emitter  widths  of  1 .2  and  2  pm),  re¬ 
spectively.  Excellent  standard  deviations  of  4.3  and  8.5  GHz, 
and  7.2  and  6.0  GHz  for  fj  and  fmaXr  were  obtained  for  6- 
and  20-pm2  emitter  DHBTs.  respectively.  A  hexagonal  emit¬ 
ter  geometry  improves  the  controllability  of  the  emitter  width 
and  the  yield  of  transistors. 

4.  CIRCUIT  DESIGN  AND  PERFORMANCES 


Figure  9  shows  a  block  diagram  of  a  regenerative  receiver 
IC.  The  IC  consists  of  a  transimpedance-type  preamplifier, 
cascode-type  postamplifier,  automatic  offset  controller 
(AOC),  90-degree  delay,  phase  detector,  lag-lead  low-pass 
filter  (LPF),  hysterisis-comparator-type  voltage-controlled  os¬ 
cillator  (VCO),  master-slave  D-type  flip-flop  (D-F/F).  and 
output  driver  [13].  The  VCO  was  designed  to  oscillate  in  the 
frequency  range  from  19  to  21  GHz.  The  reshaping  is  per¬ 
formed  by  a  preamplifier,  postamplifier,  and  AOC.  The 
retiming  is  accomplished  by  a  phase-locked  loop  (PLL)  to 
extract  clock  signal.  The  D-F/F  regenerates  the  NRZ  data 
using  the  clock  signal  extracted  from  the  PLL. 


Pre  Amp. 


Post  Amp. 


Fig.  9.  Block  diagram  of  the  regenerative  receiver  IC. 


Figure  10  exhibits  a  microphotograph  of  the  fabri¬ 
cated  IC.  It  is  1.6  x  1 .6  mm  in  size  and  includes  190  active 
devices.  All  the  transistors  except  the  output  driver  have  6- 
|i m2  emitter  metal  with  1 ,2-pm  width,  and  the  transistors  in 
the  output  driver  have  20-pm2  emitter  with  2-pm  width.  The 
controllability  improvement  of  the  E/B  mesa  profile  by  a  hex¬ 
agonal  emitter  geometry,  on  behalf  of  a  conventional  rectan¬ 
gular  emitter,  led  to  successful  operation  of  the  receiver  IC. 
Accordingly,  this  hexagonal  emitter  is  very  effective  for  en¬ 
hancing  the  integration  level  of  the  IC  as  long  as  a  self-align 
process  is  used  for  the  InP/InGaAs  HBTs. 

Circuit  performance  was  measured  on-wafer  using 
RF  probes.  A  complementary  pair  of  10-Gbit/s  pseudoran¬ 
dom  bit  streams  with  a  length  of  27-l  were  multiplexed  by  a 
GaAs  MESFET  2: 1  multiplexer  and  fed  to  the  IC  via  a  vari¬ 
able  attenuator.  The  output  from  the  IC  was  demultiplexed 
by  a  GaAs  MESFET  D-F/F  and  input  to  an  error  detector. 
The  upper  trace  of  Fig.  1 1  shows  the  measured  eye  diagrams 
of  20-Gbit/s  data  from  the  IC,  and  the  lower  trace  shows 
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demultiplexed  10-Gbit/s  data  from  the  D-F/F  [8],  Error-free 
operation  is  obtained  for  an  input  dynamic  range  of  13  dB. 
The  power  dissipation  is  0.6  W  at  a  supply  voltage  Vee  of  -5 
V. 


Fig.  10.  Microphotograph  of  the  fabricated  IC  (1.6  X  1.6  mm  in 
size). 
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Fig.  11.  Eye  diagrams  of  20-Gbit/s  data  from  the  IC  (upper  trace) 
and  demultiplexed  10-Gbit/s  data  from  the  GaAs  MESFET 
D-F/F  (lower  trace). 
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Fig.  12.  Performance  comparison  between  our  regenerative 
receiver  and  other  receivers. 


A  performance  comparison  between  our  regenera¬ 
tive  receiver  and  other  receivers  is  shown  in  Fig.  11.  Circle 
and  square  symbols  indicate  the  performances  for  monolithic 
and  hybrid  receivers,  respectively.  The  present  regenerative 
receiver  has  the  highest  figure-of-merit,  even  though  the  re¬ 
ceivers  using  Si  bipolar  transistors  [13]  and  GaAs  HEMTs 
[14]  include  1 :5  and  1 :4  DEMUXs.  The  total  power  dissipa¬ 
tion  of  the  10-Gbit/s  hybrid  module  using  GaAs  MESFET 
ICs,  comparable  to  our  receiver,  is  13  W.  Therefore,  our 
monolithic  IC  succeeds  in  reducing  the  operating  energy  to 
1/40.  This  result  demonstrates  the  feasibility  of  InP/InGaAs 
DHBTs  for  high-speed,  low-power  lightwave  communica¬ 
tion  ICs. 

5.  CONCLUSIONS 

An  ultrahigh-speed  monolithic  regenerative  receiver  IC  was 
successfully  fabricated  by  using  InP/InGaAs  DHBTs.  The 
features  of  the  DHBT  are  self-aligned  processing  using  a 
hexagonal  emitter,  novel  epitaxial  layer  structures  with  an 
InxGai-xAs  graded  base  layer  and  an  InGaAs/InP  composite 
collector  layer,  and  a  thick  InP  subcollector  layer  with  a  high 
thermal  conductivity.  These  small  DHBTs  with  a  6-pm^  emit¬ 
ter  have  excellent  performance:  peak  fr  of  183  GHz  and  fmax 
of  235  GHz.  In  addition,  the  hexagonal-shaped  emitter  ge¬ 
ometry  used  in  this  study  is  very  effective  for  enhancing  an 
integration  level  of  the  IC. 

The  receiver  IC  (its  chip  size  is  1.6  x  1.6  mm)  is 
constructed  with  a  pre-amplifier,  post-amplifier,  automatic 
offset  controller,  PLL-based  timing  recovery  circuit,  and  D- 
type  flip-flop.  The  result  is  that  a  20-Gbit/s  error-free  opera¬ 
tion  is  achieved  with  an  extremely  low  power  dissipation  of 
0.6  W  at  -5  V  supply.  This  is  the  first  demonstration  of  a  20- 
Gbit/s  receiver  IC  having  such  a  low  power  dissipation. 
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A  New  Concept  for  Ultrafast  Digital  Circuits:  Traveling-Wave  FET  Logic 
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Abstract 

A  new  concept  for  ultrafast  design  methodology  for  logic 
circuits  using  traveling-wave  FETs  (TW-FETs)  is  proposed. 
In  this  article,  we  discuss  how  and  why  TW-FETs  arc  best  to 
employ  to  develop  ultralast  digital  circuits  through  our 
theoretical  and  experimental  investigations. 
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Ultrafast  devices.  Ultrafast  measurement,  Semiconductors, 
Ultrafasl  technology  in  general 

Introduction 

It  is  well  known  that  the  operating  speed  of  the  D-type  Hip 
Hop  is  only  30  %  of  the  current-gain  cutoff  frequency,  It,  of 
the  transistors  employed. 

One  reason  for  this  is  the  exposure  of  the  distribution 
effects.  Considering  the  physical  dimensions  of  currently 
available  semiconductor  devices,  we  cannot  design  digital 
circuits  operating  at  the  bit  rales  close  to  100  Gbit/s  without 
taking  into  account  the  distribution  effects  for  both  passive 
and  active  elements  of  the  circuits. 

A  NLTL  based  100  Gbit/s  DEMUX  has  been 
demonstrated!  1 1,  but  a  transistor  based  100  Gbit/s-class  digital 
circuits  has  never  been  reported. 


Figure  I.  Traveling- wave  FET. 


We  have  newly  developed  a  potential  ultrafast  digital 
circuit  in  which  the  traveling-wave  field  effect  transistors 
(TW-FETs)  are  employed  as  the  core  elements  in  order  to 
fully  utilize  the  distribution  effects  of  the  active  devices  in 
the  circuits. 

TW-FETs  arc  fully-distributed  devices  that  use  the  FETs 
electrodes  not  only  as  the  electrical  contacts  but  also  as  the 
transmission  lincs[2].  They  have  been  mainly  employed  as 
broadband  amplifiers  in  MMICs. 


Each  electrode  line  is  terminated  with  the  matched 
impedance  for  the  suppression  of  signal  reflection.  And  the 
signal  propagation  velocity  on  the  gate  line  is  set  equal  to 
that  on  the  drain  line  to  yield  the  broadband  amplification 
through  the  in-phase  superposition  of  the  infinitesimally  small 
waves  induced  along  the  drain  line  (See  Fig.  I).  However, 
they  arc  regarded  as  unpractical  devices  because  of  the  large 
losses  of  the  gate  electrodes. 

This  paper  describes  the  design  concept,  and  theoretical 
and  experimental  investigations  of  TW-FET  logic. 

TW-FET  Logic 

Basic  Configuration 

The  circuit  configuration  of  the  traveling-wave  inverter  is 
shown  in  Fig.  2  as  the  most  basic  logic  cell.  Ideally,  the 
incident  signal  propagates  on  the  gale  line  without  being 
distorted.  Moreover,  with  the  aid  of  the  traveling-wave 
operation,  an  amplified,  non-dislorted  signal  is  output  from 
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the  drain  line,  which  may  be  input  to  the  gate  line  of  the  next 
stage. 

In  contrast,  for  conventional  lumped  circuits,  the  signal 
cannot  swing  faster  than  the  CR  time  constant  determined  by 
the  parasitics  of  the  FET. 

Bottlenecks 

We  investigated  the  following  three  issues  that  might  degrade 
the  circuit  speed  performance  of  the  TW-FET  logic  circuits  : 
fi)  Electrode  loss! 31 

It  is  sufficient  for  TW-FETs  to  yield  the  unity  gain  at  most 
for  use  in  digital  circuits.  The  circuit  can  then  be  designed 
with  a  gate  that  is  much  narrower  than  that  for  broadband 
amplifiers.  Our  simulations  showed  that  the  loss  ot  the 
electrode  didn’t  distort  the  signal  significantly. 

(ii)  Large  signal  excitation 

We  weren’t  familiar  with  the  large  signal  characteristics  of 
the  TW-FETs.  Hence,  we  analyzed  them  and  found  that  the 
fundamental  characteristics  didn’t  depend  on  the  amplitude 
of  the  signal. 

This  means  the  nonlinear  behavior  of  the  gate  bias 
dependence  of  the  gate  capacitance  and  the  transconductance 
promotes  the  large  signal  operation  rather  than  degrade  it. 
fiii)  Coupling  components  between  the  lines 
Coupling  components  induce  the  excitation  ot  two  distinct 
modes,  the  c  and  the  n  mode[4].  The  propagation  velocity 
and  the  characteristic  impedance  of  the  c  mode  are  in  general 
different  from  that  of  the  n  mode. 

Hence,  the  velocity  matching  condition  and  the  termination 
condition  are  violated  if  we  don’t  consider  the  effects  of  the 
coupling  components. 


(II)  When  the  terminator  on  one  side  is  matched  with  the  c 
mode  impedance,  and  one  on  the  other  side  with  the  n  mode 
impedance,  the  reflection  of  the  signal  can  occur  only  once 
whatever  mode  the  signal  propagates  on.  Hence,  severe 
distortions  of  the  signal  can  be  suppressed. 

In  this  case,  the  velocity  on  each  line  has  to  be  matched  by 
equalizing  the  velocity  of  the  two  modes. 

Under  the  weak  coupling  approximation  with  these 
conditions,  we  can  derive  the  transfer  function  of  the  coupled 
TW-FET  as: 

T(co)=— ^ - _9mLdWg__ 

2cg  +  Z«g  V(l  -X2)L9Cg 
xexp(-  jco^/(l  -x2)LgCg  Wg) 

where  Zee  and  Zng  are  the  c  and  the  n  mode  impedance  on  the 
gate  line  and  L?,  Q,  Lj,  gm,  x  and  Wg  are  the  gate  inductance, 
the  gate  capacitance,  the  drain  inductance,  the 
transconductance,  the  inductive  coupling  coefficient  and  the 
gate  width,  respectively.  This  equation  suggests  the  coupled 
TW-FET  works  as  a  phase  shifter  with  gain.  That  is,  it 
recovers  its  original  function. 


Matched  to  Matched  to 

tc  mode  impedance  c  mode  impedance 

Figure  4.  Termination  for  suppression  of  multiple  reflections. 


Mode  Management 

We  found  out  the  following  two  schemes  are  effective  for 
coping  with  issue  (iii). 


(I)  When  the  signal  propagates  in  the  c  mode  (the  7t  mode) 
only,  termination  with  the  c  mode  (the  n  mode)  characteristic 
impedance  results  in  the  complete  suppression  of  the 
reflection  and  the  velocity  matching  condition  is  automatically 
satisfied.  Figure  3  shows  the  supporting  calculated  results. 
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Examples  of  TW-FET  logic  circuits 

Various  logic  functions  can  be  performed  by  the  combination 
of  the  TW-FETs.  Typical  examples  of  the  TW-logic  circuits 
are  shown  in  Fig.  5,  where  (a)  is  a  NOR  and  (b)  is  a  set-reset 
latching  circuit. 


Figure  5.  Examples  of  traveling-wave  logic  circuits,  (a)  A 
NOR  circuit  and  (b)  a  set-reset  latching  circuit. 


Experiment 


Figure  3.  Confinement  to  a  specific  mode.  Figure  6  is  a  microphotograph  of  a  travel ing-wave  inverter 

(a)the  k  mode  case  and  (b)  the  c  mode  case  vve  fabricated.  The  “core-FET”  is  an  InAl  As/InGaAs 
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heterojunction  field  effect  transistor  (HFET)  having  a  It  of 
80  GHz.  The  terminal  resistances  were  monol ithically 
integrated  and  were  connected  with  the  TW-FET  throughout 
the  coplanar  waveguides  (CPWs).The  characteristic 
impedance  of  the  TW-FET  is  5  O  lor  the  c  mode  and  90  £2 
for  the  n  mode.  The  calculated  fraction  of  the  c  mode  to  the  % 
mode  was  large,  and  the  effective  characteristic  impedance 
of  the  TW-FET  was  considered  to  be  very  small.  Therefore, 
we  designed  the  characteristic  impedance  of  the  CPWs  to  be 
25  12,  which  was  the  lowest  value  our  process  could  produce 
maturely.  A  conventional  DCFL  inverter  was  also  labricaled 
on  the  same  wafer  for  comparison. 


Figure  6.  Microphotograph  of  a  fabricated  traveling-wave 
inverter. 

The  impulse  response  of  the  traveling-wave  inverter  was 
measured  using  electo-oplic  sampling  (EOS)  with  an  optical- 
to-eleclrical  (OE)  conversion  probe. 

Fig. 7  shows  the  measurement  scheme.  We  generated 
optical  pulses  with  a  full  width  at  half  maximum  (FWHM) 
of  300  fs  by  compressing  lOps  pulses  produced  by  a 
semiconductor  laser.  The  pulses  were  split  into  two.  One  hall 
went  to  OE  conversion  probe,  and  the  other  was  used  to  probe 


Figure  1.  Measurement  scheme. 


The  temporal  resolution  of  the  EOS  is  about  300  Is,  and  its 
spatial  resolution  is  about  1  |im.  The  impulse  generated  by 
the  OE  conversion  probe  has  a  rise  time  ol  5  ps,  a  (ail  time  o( 
8  ps,  FWHM  of  7  ps  and  200  mVpp  swing  (inset  of  Figure 
9(a)).  The  transition  of  the  waveform  propagating  along  the 
drain  line  is  shown  in  Fig.  8.  The  dotted,  dashed  and  solid 
lines  correspond  to  the  measured  waveforms  probed  at  the 
input,  the  middle  port  and  the  output,  respectively. 

The  forward-going  wave  preserves  the  shape  ol  the  input 
signal  as  a  result  of  the  in-phase  superposition  of  induced 
waves  on  the  drain  line.  In  contrast,  the  backward-going  wave 
is  distorted  by  the  out-of-phase  superposion  of  these  waves. 


Hence,  the  rise  and  fall  time  become  steeper  and  the  amplitude 
becomes  larger  when  the  signal  propagates  forward  on  the 
drain  line.  We  can  see  both  ol  these  fundamental 
characteristics  of  the  TW-FET  in  Fig.  8.  To  our  knowledge, 
this  is  the  first  ever  observation  of  the  traveling-wave 
operation  of  a  FET  in  the  time-domain. 


Time 

Figure  8  Transition  of  the  signal  on  the  drain  line. 

Figure9(a)  shows  the  measured  output  waveform  with  the 
numerically  calculated  ones  and  (b)  shows  the  iranslet 
functions  of  the  traveling-wave  inverter  and  the  conventional 
inverter,  which  were  evaluated  from  the  Fourier  transform 
of  the  leading  edges  of  the  measured  waveform. 

These  indicate  the  following.  (i)The  measured  bandwidth 
of  the  traveling-wave  inverter  exceeds  125  GHz,  which  is 
limited  by  the  OE  conversion  probe  cutoff  Ircquency.  (ii) 
The  bandwidth  of  the  traveling-wave  inverter  overcomes  the 
IT  of  the  “core-FET”  defined  as  a  lumped  FET,  which  limits 
the  speed  of  the  conventional  circuits,  (iii)  The  calculated 
results  well  describe  the  measured  data. 

In  comparison  to  the  short  rise  time,  the  output  waveform 
has  a  relatively  long  tail.  This  tail  is  generated  by  the  multiple 
reflections  on  the  gate  and  the  drain  line. 

The  dotted  line  in  Fig.  9(a)  is  the  calculated  waveform 
obtained  under  the  complete  impedance  matched  boundary 
condition.  In  this  case,  the  long  tail  disappeared. 


Frequency  (GHz) 


(a) 


(b) 


Figure  9  Response  of  ther  traveling-wave  inverter. 

(a)  Measured  and  calculated  waveforms  and  (b)  frequency 
dependence  of  ther  transfer  function. 
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Based  on  these  experimental  analyses,  the  calculated 
maximum  speed  of  the  NOR  and  latch  circuit  (Fig.  5)  tend  to 
exceed  100  Gbit/s.  We  believe  that  the  proposed  circuits  will 
usher  in  the  use  of  100  Gbit/s-class  logic  ICs  in  the  real  world. 
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Abstract 

The  trend  in  modem  communications  and  radar  systems  is  to 
move  the  analog-to  digital  interface  as  far  forward  in  the 
signal  path  as  possible  toward  the  antenna  or  sensor. 
Moving  the  digital  interface  forward  in  the  signal  path 
eliminates  stages  of  downconversion  and  analog  filtering 
that  are  bulky,  expensive,  drift  with  temperature,  and  require 
calibration.  Ultra-fast  device  technologies  are  required  to 
perform  direct  analog-to-digital  conversion  on  radio 
frequency  (RF)  or  intermediate  frequency  (IF)  signals  that 
enables  moving  the  digital  interface  forward  in  the  signal 
path.  This  paper  describes  the  performance  limits  of  current 
analog-to-digital  converters  (ADCs)  and  shows  how  the 
ultra-fast  performance  of  InP  HBT  technology  is  extending 
the  performance  of  ADCs  to  higher  levels  to  enable  all 
digital  approaches  to  communications  receivers. 

Introduction 

A  typical  receiver  for  digital  communications  is  shown  in 
Figure  1.  It  uses  multiple  levels  of  down  conversion  to 
optimize  sensitivity  and  interference  rejection.  A  simplistic 
approach  to  a  future  all  digital  receiver  is  shown  in  Figure  2. 
This  receiver  digitizes  the  input  signal  at  the  antenna  and 
performs  all  other  receiver  functions  in  software.  All  digital 
receivers  such  as  the  receiver  shown  in  Figure  2  are  robust. 
Performing  IF  filtering  in  software  enables  changing  the 
filter  coefficients.  Digital  programmability  allows  a  single 
radio  to  work  in  several  countries  or  for  several  types  of 
communications.  Analog  IF  filters  have  poor  or  poorly 
controlled  phase  performance  and  introduce  inter-symbol 
interference,  whereas  digital  filters  can  have  exact  linear 
phase.  Receivers  with  high  signal-to-noise  .  (SNR) 
requirements  have  tight  filtering,  gain  control  (AGC)  and 
gain  matching  requirements  before  the  ADC  that  drive  the 


size,  weight,  power  and  cost  of  conventional  analog 
receivers  up.  Digital  implementations  of  receiver  functions 
in  software  are  exact  and  matching  between  channels  can  be 
perfect.  Eliminating  the  analog  functions  of  conventional 
receivers  can  significantly  reduce  the  size,  weight  and  cost 
for  receivers  in  high  end  systems. 


IF2 


Figure  1.  A  conventional  analog  I/Q  digital 
communication  receiver. 


Figure  2.  An  all  digital  implementation  of  a 
communications  receiver. 


The  challenge  to  implementing  the  receiver  in  Figure  2 
is  obtaining  an  ADC  with  performance  capabilities  that  can 
meet  the  receiver  requirements.  An  all  digital  receiver 
approach  drives  ADCs  to  high  sample  rates.  A  sample  rate 
of  twice  the  IF  or  RF  frequency  is  required  to  replace  stages 
of  down  conversion  based  on  Nyquist.  More  than  twice  the 
IF  of  RF  is  required  when  practical  anti-aliasing  filters  in 
front  of  the  ADC  are  considered.  Sub-sampling  at  twice  the 
signal  bandwidth  of  interest  to  fold  the  signal  band  down  to 
baseband  still  requires  a  narrow  aperature  sample-and-hold. 
The  sample-and-hold  function  is  key  to  most  ADC 
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architectures.  Sub-sampling  the  RF  or  IF  requires  a  sample- 
and-hold  with  an  equivalent  aperature  as  Nyquist  sampling. 
The  dynamic  range  of  the  ADC  at  the  IF  or  RF  frequency 
needs  to  be  at  least  equal  to  the  dynamic  range  of  the  ADC 
being  replaced.  Additional  ADC  dynamic  range  is  needed  to 
replace  analog  AGC  functions  in  software.  Increasing  the 
sample  rate  of  ADCs  generally  decreases  the  ADC  dynamic 
range.  High  performance  all  digital  receivers  stress  ADC 
fundamental  limits.  Ultra-fast  IC  technology  will  have  a 
major  impact  in  digital  receiver  technology.  This  paper  will 
examine  the  impact  of  ultra-high  speed  InP  HBT  IC 
technology  on  ADCs  and  digital  receivers. 

InP  HBT  IC  Technology 

HBTs  use  energy  gap  variations  along  with  electric  fields  as 
forces  acting  on  electrons  and  holes  to  control  their 
distribution  and  flow.  This  property  provides  substantial 
leverage  over  conventional  bipolar  transistors  [1].  The  wide 
bandgap  emitter  enables  the  use  of  very  high  base  doping, 
allowing  low  base  resistance  to  be  obtained  even  with  small 
base  widths.  In  an  HBT,  lowering  the  emitter  doping  to 
moderate  levels  reduces  the  base-emitter  capacitance  while 
maintaining  high  current  gain  (P).  With  InP  based  HBTs, 
we  use  AlInAs  as  the  semiconductor  for  the  wide  bandgap 
emitter.  We  use  GalnAs  as  the  semiconductor  for  the 
narrow  bandgap  base.  We  use  GalnAs  or  InP  as  the 
semiconductor  in  the  collector  to  build  single  heterojunction 
(SHBTs)  or  double  heterojunction  (DHBTs),  respectively. 

The  material  properties  of  InP-based  semiconductors 
provide  attractive  features  for  high  speed  devices  and  circuit 
development.  The  GalnAs  base  and  collector  layers  have 
high  electron  mobility  and  velocity  leading  to  small  transit 
times,  low  device  capacitances,  and  low  access  resistances. 
Using  an  InP  collector  sacrifices  some  of  the  high  electron 
velocity  in  the  collector  for  higher  breakdown  voltage  and 
lower  output  conductance.  The  GalnAs  base  has  a  small 
bandgap  allowing  for  a  low  Vbe  drop  (0.7V  for  InP  based 
HBTs  versus  1.4V  for  GaAs  based  HBTs).  The  surface 
recombination  velocity  of  the  GalnAs  base  is  three  orders  of 

magnitude  lower  (103  cm/s  vs.  106  cm/s)  than  GaAs  based 
HBTs  leading  to  lower  1/f  noise,  lower  phase  noise,  and 
high  current  gain  at  low  current  densities.  The  thermal 
conductivity  of  the  InP  substrate  is  nearly  50%  larger  than 
GaAs  allowing  for  a  lower  sensitivity  of  device  parameters 
to  temperature,  such  as  self  heating  under  bias  or  negative 
output  conductance. 

The  IC  process  utilized  for  the  fabrication  the  ICs 
reported  here  is  the  Hughes  Research  Laboratories’  baseline 
3-inch  AlInAs/GalnAs  heterojunction  bipolar  transistor 
(HBT)  IC  process  [2].  It  utilizes  npn  HBTs  with  an  AlInAs 
emitter,  a  GalnAs  base,  and  a  GalnAs  collector.  The  IC 
fabrication  process  (Figure  3)  features  mesa  isolated 


transistors  on  a  semi-insulating  InP  substrate,  self-aligned 
base  contacts  for  high  speed  operation,  thin  film  TaN 
resistors  and  high  resistivity  epitaxial  resistors,  Si3N4  and 
polyimide  capacitors,  and  two  levels  of  interconnects.  The 
IC  fabrication  process  constructs  the  individual  HBTs  first 
(typically  2x2  pm2  through  2x20  pm2)  followed  by  the 
passive  elements.  Then  the  wafers  are  planarized  with 
polyimide  and  vias  are  formed  through  the  polyimide  to 
expose  buried  electrodes  which  are  contacted  with  second 
level  interconnects  (overlay  metal). 


POLYIMIDE 
OVERLAY  I  TOP 
VIA  metal  /  PLATE 


SiN 

DIELECTRIC 


FIRST  LEVEL 
METAL 


THIN  FILM  RESISTOR  *  /  /  /  nwMir 

/  /  /  OHMIC  BONDING 

DIELECTRIC '  /  /  METAL  PAn 

EPI  RESISTOR  MIM  CAPACITOR 

Figure  3.  Cross  Section  of  our  InP  HBT  IC  fabrication 
process. 


The  transistor  characteristics  of  HBTs  with  2x2  pm2 
emitters  include  common  emitter  current  gain  in  excess  of 
40.  RF  characteristics  include  peak  unity  current  gain  cutoff 
frequency,  fj,  of  80  GHz. 

ADC  Perfomance  Limitations 

ADCs  quantize  continuous  time  signals  into  discrete  time 
and  amplitude.  Figure  4  is  a  example  of  a  digitized 
waveform.  The  quantization  error  is  the  difference  between 
the  analog  signal  waveform  and  the  digitzed  waveform.  The 
signal-to-noise-ratio  (SNR)  is  approximately  equal  to 

SNR=6.02N+1.76 

where  N  is  the  effective  number  of  bits.  Figure  5  is  a 
example  of  the  frequency  spectrum  of  a  digitzed  signal.  The 
quantization  noise  is  uniformly  spread  from  0  to  Fs/2. 
Distortion  in  the  ADC  will  produce  frequency  spurs  above 
the  quantization  noise  floor.  The  spur  free  dynamic  range 
(SFDR)  is  the  ratio  of  the  full  scale  input  power  to  the 
highest  spur  power  and  determines  the  minimum  detectable 
signal.  The  dynamic  range  of  an  ADC  is  often  expressed  as 

SFDR(bits)=SFDR(dBc)/6. 

The  performance  of  ADCs  are  limited  by  a  number  of 
factors.  The  component  in  an  ADC  that  makes  the  decision 
as  to  whether  a  signal  is  above  or  below  a  threshold  is  called 
the  comparator.  The  time  a  comparator  takes  to  make  an 
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unambiguous  decision  is  limited  by  the  comparator 
regeneration  time.  The  time  it  takes  a  comparator  to  recover 
from  a  previous  decision  is  called  the  track  recovery  time. 
The  regeneration  time  or  the  track  recovery  time  may  limit 
the  speed  of  the  comparator  depending  on  the  comparator 
design.  Both  the  regeneration  and  track  recovery  time  of  the 
comparator  are  proportional  to  the  cutoff  frequency  (fT)  of 
the  transistor  technology  used  to  implement  the  ADC.  An 
approximation  to  the  maximum  number  of  bits  versus 
sample  rate  due  to  comparator  speed  is  given  by 

Bmax=7rfT/6.02fsamp-1.40 
where  f^p  is  the  Nyquist  sampling  rate. 


quantization  error 

Figure  4.  ADC  quantize  analog  signal  into  discrete 
voltage  and  time  intervals. 


Figure  5.  Frequency  spectrum  of  a  quantized  signal. 

Another  limit  to  ADC  performance  is  circuit  generated 
noise.  The  equivalent  input-referred  thermal  noise  of  an 
ADC  is  given  by 

<vn2>=4kTRefFfsamp/2 

where  Reff  includes  contributions  due  to  thermal  noise,  shot 
noise,  ficker  noise,  and  input  referred  noise  terms.  An 
approximation  to  the  maximum  number  of  bits  versus 
sample  rate  due  thermal  noise  limitations  is 


Bmax=log2(Vpp2/16kTRefFfsamp)1/2-l. 

Uncertainty  in  sampling  time  or  aperture  jitter  (tJ  is  the 
most  significant  limit  to  ADC  performance.  Aperture  jitter 
includes  phase  noise  on  the  sample  clock,  circuit  noise, 
power-line  noise,  digital  feedthrough  noise,  and  phase  noise 
on  the  input  signal.  An  approximation  to  the  maximum 
number  of  bits  versus  sample  rate  is 

Bmax=l0g2(2/fsamp7tTa)-l 

Figure  6  is  a  plot  of  sample  rate  versus  effective  number  of 
bits  (SNR)  for  a  number  of  ADC  reported  in  the  literature 
over  the  past  several  years  [3].  Over  100  converters, 
including  experimental  ICs,  and  commercially  available 
parts,  are  represented  in  the  graph.  Also  shown  on  the  graph 
are  curves  corresponding  to  various  values  of  comparator 
regeneration  times,  thermal  noise  and  aperture  jitter  limits  as 
described  above.  As  shown  in  the  graph  the  current  state-of- 
the-art  is  described  by  an  aperture  jitter  of  ~3ps  and  a 
regeneration  time  constant  that  corresponds  to  a  value  of 
fT~50  GHz. 

InP  HBT  ADC  IC  Results 

To  extend  ADC  performance  to  higher  levels  we  have 
fabricated  ADCs  using  InP  HBT  IC  technology  with  a 
variety  of  ADC  architectures.  Figure  7  is  an  example  of  a  3- 
bit  flash  ADC  architecture.  The  flash  architecture  utilizes  2b' 
1  (where  b=  number  of  bits)  comparators,  which  sample  the 
analog  input  voltage  simultaneously,  and,  therefore  this  type 
of  converter  is  inherently  fast.  The  parallelism  in  this 
architecture  has  a  significant  drawback  when  high  resolution 
conversion  is  desired,  the  number  of  comparators  grows 
exponentially  with  b.  In  addition,  the  smaller  separation 
(AVref)  of  adjacent  reference  voltages  grows  smaller 
exponentially.  The  consequences  are:  very  large  ICs,  high 
power  dissipation,  difficulty  in  matching  components,  and 
the  increasingly  large  input  capacitance  reduces  analog  input 
bandwidth.  Most  flash  converters  available  today  have  <  8- 
bit  resolution. 

As  a  demonstrator  we  developed  a  3 -bit  flash  ADC  in 
our  InP  HBT  IC  technology  [4].  A  die  photo  of  the  ADC  is 
shown  in  Figure  8.  The  circuit  contains  approximately  900 
transistors  and  has  a  die  size  of  2.2  mm  x  2.7  mm.  The 
power  dissipated  (including  testing  functions)  is  3.5  W.  The 
converter  demonstrated  an  SNR  equal  to  1 8. 1  dB  (2.7 1 
ENOB)  up  to  a  clock  rate  of  12.7  GHz  for  a  low  input 
frequency  sinewave  (27  MHz).  A  beat  frequency  method 
was  used  with  an  offset  frequency  of  27  MHz  for  Nyquist 
testing.  The  SNR  is  found  to  be  16. 1  dB  giving  an  effective 
number  of  bits  equal  to  2.4  bits  for  Nyquist  testing  up  to  a 
sampling  rate  of  8  Gsamples/sec. 
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Figure  6.  Survey  of  ADCs  as  a  function  of  SNR  bits  and  ADC  limitations. 


Figure  7.  An  example  of  a  3-bit  flash  ADC. 


Figure  8.  Die  photo  of  3-bit  flash  ADC  implemented  in 
InP  HBT  IC  technology. 

Linearity  of  multibit  quantizers  are  limited  by  accuracy 
of  voltage  thresholds  which  are  determined  by  the 
uniformity  of  the  process  technology  used  in  ADC 
fabrication.  A  single  bit  ADC  is  iinherently  linear  but  posses 
high  quantization  noise.  We  can  increase  the  resolution  of  a 
single  bit  ADC  by  using  oversampling.  Since  the 
quantization  noise  of  a  Nyquist  ADC  is  uniformly  spread 


from  0  to  Fs/2,  oversampling  (averaging)  can  improve  the 
SNR  by  3dB  (0.5  bits)  for  every  doubling  of  the  clock  rate. 
Using  this  technique,  however,  requires  very  high 
oversampling  rates.  For  example,  to  achieve  10  bit 
resolution  on  a  50  MHz  signal  with  a  single  bit  ADC 
requires  a  12.5  THz  sample  rate.  A  more  practical  solution 
to  oversampling  with  a  single  bit  ADC  is  to  add  a  loop  filter 
inside  a  feedback  loop.  This  is  the  basic  concept  behind 
delta-sigma  modulation  [5]. 

Figure  9  show  a  basic  1st  order  AZ  modulator.  An 
integrator  is  used  inside  the  feedback  loop  as  the  loop  filter. 
The  feedback  loop  provides  a  high  pass  characteristic  to  the 
quantization  noise  and  a  low  pass  characeristic  to  the  input 
signal.  We  still  achieve  3  dB  (0.5  bit)  improvement  in 
resolution  for  each  doubling  of  the  clock  rate  from 
oversampling,  however;  we  achieve  an  additional  6  dB  (1 
bit)  improvement  from  the  integrator  for  a  total 
improvement  of  9  dB  for  each  doubling  of  the  clock  rate. 
Higher  order  modulators  use  additional  integrators  and 
increase  resolution  by  6  dB  per  doubling  of  clock  rate  for 
each  integrator.  Modulator  orders  greater  than  two  are 
potentially  unstable.  A  2nd  order  AZ  modulator  achieves  15 
dB  improvement  for  each  doubling  of  the  clock  rate.  The 
quantization  noise  is  now  reduced  in  the  signal  band.  A 
digital  filter  is  used  to  filter  the  high  frequency  quantization 
noise  outside  the  signal  band.  AZ  modulators  reduce  the 
integrator  non-linearity  by  feedback,  they  do  not  require 
sample-and-hold  circuitry  and  they  require  only  low 
precision  analog  circiuts.  Most  of  the  complexity  of  a  AZ 
ADC  is  in  the  digital  circuits.  AZ  ADCs  require  ultra  high 
speed  IC  technology  for  RF  applications. 

We  have  also  demonstrated  a  2nd  order  AZ  modulator  in 
InP  HBT  IC  technology  [6].  We  used  continuous-time  Gm- 
C  fully  differential  circuitry  to  implement  the  2nd  order  AZ 
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modulator  (Figure  10).  Figure  1 1  is  a  die  photo  of  the  InP 
HBT  2nd  order  AS  modulator.  The  chip  operates  from  ±  5 
volt  supplies  and  dissipates  1 W.  At  a  sample  rate  of  3.2 
GHz  and  a  signal  bandwidth  of  50  MHz  (OSR  of  32  and  100 
MSPS  Nyquist  rate)  the  modulator  demonstrates  a  SFDR  of 
71  dB  (12-bits  dynamic  range  and  the  ideal  signal-to-noise 
ratio  of  55  dB  for  a  second-order  modulator  at  an 
oversampling  ratio  of  32.  For  an  oversampling  ratio  of 256, 
the  modulator  achieves  a  peak  SNR  of  70  dB. ). 


The  region  of  surpressed  quantization  noise  can  be  tuned 
from  DC  to  IF  by  replacing  the  integrator  with  a  bandpass 
filter.  Figure  13  shows  a  bandpass  AS  modulator  topology 
with  the  resulting  noise  power  spectrum.  The  primary 
motivation  of  bandpass  converters  is  the  simplicity  they 
impart  to  systems  dealing  with  narrow-band  signals.  The 
use  of  a  bandpass  AS  modulator  permits  a  direct  conversion 
of  an  analog  signal  to  digital  form  at  IF  for  RF 
communication  and  radar  systems. 


r- 

_y[n) 

Digital 
P  LP  Filter 

,s_ 1 

1  One  Bit  1 

1  D/A  1 

Figure  9.  1st  order  AS  modulator  loop  and  the  resulting  Figure  12.  Bandpass  AS  modulator  loop  and  the 

noise  power  spectrum  of  its  output.  resulting  noise  power  spectrum  of  its  output. 


Figure  10.  Block  diagram  of  a  continuous  time  2nd 
order  AS  modulator  implemented  with  Gm-C 
techniques. 


Figure  11.  Die  photograph  of  the  InP  HBT  2nd  order 
AS  modulator. 


Figure  13  shows  the  architecture  of  our  fully  differential 
realization  of  a  second  order  1-bit  output  bandpass  AS 
modulator  [7],  which  is  an  extension  of  the  design  in  [6]  and 
is  similar  to  the  architecture  proposed  by  Shoaei  and 
Snelgrove  [8].  Performance  of  this  architecture  is  determined 
primarily  by  the  Q  of  the  resonator.  The  major  changes  from 
the  architecture  described  in  [8]  are  the  insertion  of  tunable 
transconductance  (gm)  cells  in  the  feedback  path  of  the 
resonator,  inclusion  of  an  extra  half  clock  cycle  delay 
following  the  comparator  and  use  of  current-mode  logic  in 
the  design.  The  first  of  these  changes  permits  the  resonator 
center  frequency  to  be  varied  from  DC  to  a  maximum 
designed  value.  The  extra  half  clock  cycle  delay  following 
the  comparator  results  in  matched  output  rise  and  fall  times 
which  allows  us  to  use  a  NRZ  DAC.  The  use  of  current¬ 
mode  logic  reduces  switching  noise  and  also  eliminates  the 
requirement  for  high  gain  operational  amplifiers  in  the 
design.  Figure  14  is  a  micrograph  of  the  die  containing  the 
modulator  and  a  1:16  DEMUX.  The  modulator  is  located  in 
the  bottom  right  hand  comer  of  the  die.  The  modulator 
measures  750pm  x  750  pm  and  dissipates  1.4  Watts.  The  1- 
to-16  DEMUX  dissipates  0.5  Watts,  and  the  16  ECL  output 
buffer  dissipate  2  Watts. 
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Figure  13.  The  architecture  of  a  fully  differential 
realization  of  a  second  order  1-bit  output  bandpass  AS 
modulator. 


Figure  14.  A  photograph  of  the  InP  HBT  bandpass  AS 
modulator  and  a  1:16  DEMUX. 

Measurements  on  this  bandpass  modulator  yield  SNR 
values  ranging  from  89  dB  over  a  366  kHz  bandwidth  to  42 
dB  over  a  62.6  MHz  bandwidth.  Figure  15  shows  the  output 
spectrum  for  various  center  frequencies  and  demonstrates 
notch  tunability.  A  peak  SNR  of  84.9  dB,  81.2  dB  and  80.5 
dB  was  obtained  corresponding  to  notch  positions  of  62.5 
MHz,  41.4  MHz  and  24.4  MHz  respectively. 


Frequency  (MHz)  Frequency  (MHz)  Frequency  (MHz) 

32  K  FFT,  Kaiser  Window  a  =  20 

Figure  15.  The  output  spectrum  of  the  tunable  2nd  order 
bandpass  AS  modulator  for  various  center  frequencies. 

Conclusions 

The  trend  in  modem  communications  and  radar  systems 
is  to  move  the  analog-to  digital  interface  as  far  forward  in 
the  signal  path  as  possible  toward  the  antenna  or  sensor. 
Ultra-fast  device  technologies  are  required  to  perform  direct 
analog-to-digital  conversion  on  radio  frequency  (RF)  or 


intermediate  frequency  (IF)  signals  that  enables  moving  the 
digital  interface  forward  in  the  signal  path.  We  have 
demonstrated  an  8  GSPS  3-bit  flash  ADC,  a  low  pass  2nd 
order  AE  modulator  sampling  at  3.2  GHz  producing  70  dB 
dynamic  range  for  50  MHz  signal  bandwidth,  and  4  GSPS 
sample  rate  2nd  order  bandpass  AE  modulator  producing 
SNR  values  ranging  from  89  dB  over  a  366  kHz  bandwidth 
to  42  dB  over  a  62.6  MHz  bandwidth  centered  at  an  IF  of  60 
MHz.  The  ultra-fast  InP  HBT  technology  demonstrated  in 
this  work  has  establish  the  feasibility  for  all  digital  receivers. 
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Submicron  Lateral  Scaling  of  Vertical-Transport  Devices 
Transferred-Substrate  Bipolar  Transistors  and  Schottky-Collecto 

Tunnel  Diodes 

M.  Rodwell,  R.  Pullela,  B.  Agarwal,  M.  Reddy,  Q.  Lee,  J.  Guthrie,  D.  Mensa,  L.  Samosk 
Department  of  Electrical  and  Computer  Engineering ,  University  of  California ,  Santa  Barbar 

S.C.  Martin,  R.R  Smith 

Jet  Propulsion  Labs ,  California  Institute  of  Technology,  Pasadena,  CA 

Transferred-substrate  HBTs,  fabricated  with  0.7  micron  emitters  and  1.6  micron  collectors,  obtain  277  GHz 
power-gain  cutoff  frequencies  fmax.  At  0.1  pm  lithography,  the  device  should  obtain  ~  500  GHz  fmax.  Deep 
submicron  Schottky-collector  resonant  tunnel  diodes  (SRTDs)  have  estimated  2.2  THz  cutoff  frequencies. 
64-element  monolithic  SRTD  array  oscillated  at  650  GHz. 


In  the  34-year  history  of  the  integrated  circuit,  the 
dimensions  of  semiconductor  devices  have  been  pro¬ 
gressively  reduced.  In  addition  to  increased  packing 
density,  this  device  scaling  has  resulted  in  greatly  in¬ 
creased  device  bandwidths.  Clock  rates  of  CMOS 
VLSI  microprocessors  have  increased  10:1  in  the  past 
decade,  and  should  surpass  1  GHz  as  the  gate  lengths 
approach  0.1  microns.  Scaling  has  also  been  exploited 
to  great  success  with  III-V  high-electron-mobility 
field-effect  transistors  (HEMTs).  HEMTs  fabricated 
with  0.1  jivn  gate  lengths  obtain  maximum  frequen¬ 
cies  of  oscillation  ( fmax )  above  500  GHz.  Given 
the  successful  deep  submicron  scaling  of  MOSFETs 
and  HEMTs,  it  is  remarkable  that  both  hetero junc¬ 
tion  bipolar  transistors  (HBTs)  and  resonant  tunnel 
diodes  (RTDs)  are  typically  fabricated  at  junction  di¬ 
mensions  of  1-2  pm. 

HEMTs  and  MOSFETs  are  lateral-transport  de¬ 
vices,  with  the  electron  flux  parallel  to  the  plane  of 
the  wafer.  Decreasing  the  lithographic  dimensions  - 
e.g.  the  gate  length  -  directly  decreases  the  electron 
transit  times.  To  maintain  low  output  conductance, 
as  the  lateral  dimensions  are  reduced,  so  must  the 
vertical  dimensions  be  proportionally  scaled.  In  con¬ 
trast,  HBTs  and  RTDs  are  vertical  transport  devices, 
with  the  carrier  transit  times  controlled  by  epitaxial 
layer  thicknesses.  In  vertical  transport  devices,  there 
are  parasitic  RC  time  constants  whose  magnitudes 
are  strongly  controlled  by  the  widths  of  the  semicon¬ 
ductor  junctions.  With  the  correct  device  structure, 
reducing  the  lateral  dimensions  reduces  the  parasitic 
RC  charging  times,  and  the  device  bandwidth  in¬ 
creases  rapidly  with  scaling.  To  render  the  device 
scalable,  significant  changes  are  first  made  to  the  de¬ 
vice  structure. 

In  the  case  of  normal  double-mesa  HBTs,  the  trans¬ 
fer  length  of  the  base  Ohmic  contact  sets  a  mini¬ 
mum  size  for  the  collector-base  junction,  regardless  of 


lithographic  limits.  The  parasitics  ( rbbCcb )  associated 
with  the  HBT  base-collector  junction  are  thereby  not 
addressed  by  scaling.  We  have  developed  HBTs  fab¬ 
ricated  in  a  substrate  transfer  process.  The  pro¬ 
cess  allows  fabrication  of  narrow  emitter  and  collector 
stripes  on  opposing  sides  of  the  base  epitaxial  layer. 
rbbCcb  becomes  proportional  to  the  process  minimum 
feature  size,  and  fmax  increases  rapidly  with  scaling 

(fig- 1)- 

To  build  the  device,  normal  fabrication  processes 
form  the  emitter-base  junctions  and  their  associated 
contacts.  The  wafer  is  then  coated  with  a  poly¬ 
mer  (BCB)  dielectric,  and  thermal  vias  and  a  wafer 
ground  plane  formed  by  etching  and  electroplating. 
The  wafer  is  die-attached  to  a  transfer  substrate,  and 
the  InP  growth  substrate  removed  by  a  selective  etch. 
The  device  is  completed  by  deposition  of  the  Schottky 
collector  contacts.  Recent  devices  with  0.7  pm  emit¬ 
ters  (fig.  2)  have  277  GHz  fmax.  Deep  submicron 
devices  should  obtain  fmax  exceeding  500  GHz.  The 
process  also  has  significant  potential  advantages  in  IC 
packaging,  including  high  thermal  conductivity  and  a 
microstrip  wiring  environment  with  a  low-inductance 
interface  between  the  IC  and  package  ground  systems. 
Target  applications  include  100  Gb/s  fiber  transmis¬ 
sion,  microwave  analog-digital-converters,  and  mm- 
wave  frequency  synthesis. 

Resonant-tunnel-diodes  also  benefit  from  deep  sub¬ 
micron  scaling.  In  addition  to  the  effect  of  the  tun¬ 
neling  time,  RTD  bandwidths  are  strongly  controlled 
by  RC  charging  times  associated  with  the  device 
parasitic  series  resistance.  In  the  case  of  the  nor¬ 
mal  (Ohmic-collector)  RTD,  the  resistance  of  the  top 
Ohmic  contact  increases  progressively  as  the  device 
junction  area  is  reduced.  The  normal  RTD  is  conse¬ 
quently  not  scalable.  In  the  Schottky-collector  RTD 
(SRTD),  the  parasitic  top-Ohmic-contact  resistance 
is  eliminated.  The  remaining  components  of  the  de- 
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vice  parasitic  series  resistance  are  minimized  by  scal¬ 
ing  the  device  to  deep  submicron  dimensions.  The 
SRTD  /max  increases  rapidly  (fig.  1).  With  these 
devices,  we  have  recently  constructed  submillimeter- 
wave  monolithic  quasi-optical  array  oscillators  (fig. 
3).  The  arrays  incorporate  0.1  pm  SRTDs,  resistors, 
Si^Ni  MIM  capacitors,  airbridges,  and  Schottky- 
diode  bias  regulators,  fabricated  in  an  8-mask  pro¬ 
cess.  A  64-element  SRTD  array  oscillated  at  650 
GHz. 
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Top  contact  resitance  eliminated 

Bottom  contact  resistance  reduces  with  scaling:/?  oc  W 
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Transferred-Substrate  HBT  Bandwidth  &  Submicron  Scaling 


emitter  and  collector  width,  jam 

•  Collector  capacitance  reduces  with  scaling:C(.,, «  We 

•  Bandwidth  increases  rapidly  with  scaling:/max  =-Jl/We 


Figure  1 :  RTD  and  HBT  scaling  laws 


Transferred-Substrate  Heterojunction  Bipolar  Transistor 


Figure  2:  Transferred-Substrate  HBT;  cross-section,  SEM,  and  performance 


64-element  Schottky-RTD  oscillator  at  650  GHz 


Figure  3:  650  GHz  SRTD  oscillators;  device,  oscillator,  and  array 
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The  measurement  of  short  optical  and  electrical  pulses  is  at  the  heart  of  ultrafast  optoelectronics. 
In  recent  years,  complete  characterization  of  short  optical  pulses  has  been  made  possible  through 
the  development  of  frequency-resolved  optical  gating  (FROG)  and  related  techniques. 
Techniques  for  measuring  picosecond  electrical  transients  via  ultrafast  sampling  using  either 
mode-locked  lasers  or  nonlinear  transmission  lines  have  also  become  widely  available  over  the 
past  decade  or  so. 

The  development  and  refinement  of  these  tools  for  high-speed  optoelectronics  continues 
apace,  along  several  important  frontiers,  including  (i)  development  of  new  optical  gating 
techniques,  (ii)  improved  simplicity  and  practicality  for  real-world  high-speed  device  and  circuit 
testing,  (iii)  improved  sensitivity,  and  (iv)  coupling  of  ultrafast  sampling  to  imaging  with  high 
spatial  resolution.  For  (i),  new  developments  reported  here  include  the  application  of  cascaded 
second-order  nonlinearities  for  optical  gating,  the  development  of  real-time  phase-sensitive 
FROG,  and  high-speed  electro-optic  gating  for  measurement  of  optical  pulses.  For  (ii),  new 
compact  sources  of  ultrashort  pulses  as  well  as  new  methods  for  performing  pump-probe 
sampling  measurements  are  needed.  Papers  are  presented  here  showing  new  phase-sensitive 
measurements  as  well  as  sampling  without  the  need  for  optical  delay  lines.  For  (iii),  the  need  for 
high  sensitivity  arises  partly  from  the  need  to  minimize  signal  acquisition  time,  but  perhaps  more 
importantly  so  that  small  signal  levels  on  the  next  generation  of  ultra-submicron  (or 
"mesoscopic")  devices  and  circuits  can  be  measured. 

Considerable  progress  in  this  direction  has  been  made,  with  the  improvement  of 
photoconductive  sampling  sensitivity  to  less  than  10  nV/(Hz)  .  Finally,  (iv),  rapid  progress  has 
been  made  in  coupling  ultrafast  sampling  to  imaging  using  a  number  of  approaches.  Electro¬ 
optic  sampling  can  be  performed  in  an  optical  imaging  geometry  with  CCD  detection  to  image 
electrical  transients  in  circuits.  For  investigation  of  ultra-submicron  devices  and  circuits,  spatial 
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resolution  below  the  optical  limit  is  required.  Several  reports  are  given  on  various  techniques  for 
coupling  ultrafast  sampling  measurements  with  scanning-force  microscopy  (SFM).  The  SFM 
may  either  be  used  as  the  voltage  probe  itself,  with  time  resolution  obtained  using  a  nonlinear 
transmission  line,  or  the  SFM  may  be  used  in  conjunction  with  a  contacting  photoconductive 
probe  which  is  gated  with  a  short-pulse  laser.  These  exciting  new  techniques  will  be  the  building 
blocks  for  the  high-speed  test  and  measurement  systems  which  the  next  generation  of  ultra¬ 
submicron  devices  and  circuits  will  require. 


Amplified  ultrafast  all-optical  switching  using  fully-phasematched  cascaded  second-order 

nonlinearities  and  a  polarization-gate  geometry 


Marco  A.  Krumbiigel,  John  N.  Sweetser,  and  Rick  Trebino 
Combustion  Research  Facility ,  MS9057,  Sandia  National  Laboratories ,  Livermore ,  CA  94551-0969 


Abstract 

We  demonstrate  amplified  all-optical  switching  of 
ultrashort  laser  pulses  using  two  different  types  of 
cascaded  second-order  nonlinear  optical  processes 
simultaneously  in  a  polarization-gate  geometry.  The 
first  process  rotates  the  input-pulse  polarization,  thus 
achieving  optical  gating.  At  high  intensities,  this  signal 
pulse  is  then  amplified  by  a  different  process  involving 
parametric  amplification,  yielding  switching 
efficiencies  up  to  320%  and  an  on-off  ratio  of  6xl05 
with  250-fs  pulses. 

Keywords: 

Ultrafast  nonlinear  optics,  All-optical  devices, 
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Introduction 

Combining  the  advantages  of  both  second-order  and 
third-order  processes,  cascaded  second-order  nonlinear- 
optical  (CSN)  processes  offer  high  efficiency  using 
readily  available  materials,  versatility,  and  same- 
wavelength  input  and  output  beams.  Numerous 
sophisticated  devices  and  setups  based  on  CSN 
processes  have  been  demonstrated  recently,  e.g.,  pulse 
shortening  [1,2],  soliton  excitation  [3],  and  an  optical 
transistor  [4,5].  All-optical  switching  and  modulation 
has  been  discussed  and  demonstrated  by  several 
scientists  [6-9],  and  Danielius  et  al.  [10]  have  shown 
that  CSN  processes  can  simulate  a  self-diffraction 
process,  achieving  an  efficiency  several  orders  of 
magnitude  larger  than  is  attainable  with  third-order  self¬ 
diffraction  techniques.  In  their  and  also  in  other  CSN 


arrangements  that  could  be  used  for  all-optical 
switching,  however,  at  most  one  of  the  second-order 
processes  could  be  phase-matched;  approximate  phase¬ 
matching  was  maintained  by  using  a  small  beam 
interaction  angle. 

In  this  paper,  we  demonstrate  a  convenient  and 
efficient  CSN  setup  in  which  both  second-order 
processes  are  simultaneously  phase-matched  and  which 
is  ideal  for  ultrafast  all-optical  switching. 

Experimental  setup 

Our  scheme  employs  a  polarization-gate  beam  geometry 
identical  to  that  commonly  used  for  optical  switching 
using  third-order  optical-Kerr  media  [11];  however,  a 
second-order  type  II  BBO  crystal  replaces  the  third-order 
nonlinear-optical  medium  (Figure  1). 


Figure  1.  Polarization-gate  setup. 


The  optical  switch  demonstrated  here  yields  the 
same  effect  as  the  third-order  Kerr  gate  —  rotating  the 
input  beam  polarization  when  a  45-degree-polarized 
gating  pulse  is  present  —  and  therefore  shares  its 
advantages  of  simple  arrangement,  collinear  input  and 
signal  beams,  and  non-interferometric  interaction.  It  is 
distinguished  from  the  third-order  optical-Kerr  effect, 
however,  by  a  strong  angular  dependence  of  the 
switching  efficiency  (we  found  an  acceptance  angle  of 
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only  a  few  mrad),  and  it  has  also  several  advantages 
over  Kerr-effect  switches,  including  significantly  higher 
efficiency  with  inherently  instantaneous  response. 

Because  phase-matching  does  not  necessarily 
occur  for  each  individual  beam  independently,  our 
scheme  also  lacks  the  problem  of  self-phase  modulation 
in  each  beam. 

Using  0.5-  and  1.0-mm-thick  BBO  crystals,  we 
originally  demonstrated  our  device  with  250-fs,  up-to 
7.3-pJ  gate  pulses  (yielding  a  gate  intensity  in  the 
crystal  of  about  90  GW/cm2  by  focussing  the  beam  to  a 
spot  size  of  about  200  (im)  and  achieved  up  to  15% 
switching  efficiency  (1.0  mm  crystal)  with  pulselength- 
limited  temporal  resolution  and  an  on-off  ration  of  3xl04 
[12]. 

Recently  we  found,  however,  that  at  high 
intensities  amplification  of  the  switched  signal  can  be 
obtained,  yielding  switching  efficiencies  >100%,  This 
amplification  requires  no  additional  optics,  but  simply 
occurs  naturally  at  high  intensities  [13]. 

While  our  device  is  less  sensitive  than 
semiconductor-based  Mach-Zehnder  optical  switches, 
[14]  it  is  faster,  and  developments  in  second-order 
materials  will  certainly  improve  its  sensitivity  in  the 
future.  It  should  also  be  noted  that  the  switching 
efficiency  in  our  arrangement  scales  with  the  fourth 
power  of  the  crystal  length  and  also  with  the  fourth 
power  of  the  effective  nonlinear  coefficient  %(2),  Using  a 
longer  crystal  with  a  larger  %(2>  should  therefore 
significantly  decrease  the  required  intensities  for 
switching  and  amplification  of  picosecond  pulses,  for 
which  material  disperion  is  less  of  a  contraint  on  the 
crystal  length. 

Cascading  cascaded  second  order  nonlinearities 

Figures  2a  and  2b  illustrate  the  contributing  processes. 
The  crystal  is  placed  between  two  polarizers  with  its 
principal  axes  parallel  and  perpendicular  to  those  of  the 
polarizers  so  that,  despite  its  birefringence,  the  leakage 
is  minimal.  The  “probe”  beam  is  horizontally 
polarized,  and  the  “gate”  beam  has  both  polarizations 
(45-degree  linearly  polarized  or  circularly  polarized). 

For  relatively  low  intensities,  the  dominant 
process  then  simply  consists  of  two  steps  (Figure  2a):  In 
the  first  step,  the  vertical  component  of  the  gate  beam 
combines  with  the  horizontally  polarized  probe  beam  to 
produce  horizontally  polarized  phase-matched  second- 
harmonic  light.  In  the  second  step,  the  second  harmonic 
then  combines  with  the  horizontally  polarized 
component  of  the  gate  beam  to  produce  vertically 
polarized  light  at  the  fundamental  frequency.  This 
vertically  polarized  light  is  collinear  with  the  probe 
beam  and  passes  through  the  polarizer  as  the  signal.  If 


the  crystal's  extraordinary  axis  is  perpendicular  to  the 
plane  of  the  beams,  both  extraordinary  rays  have  the 
same  refractive  index.  This  means  that,  if  one  process 
is  phase-matched,  the  other  process  is  also  phase- 
matched,  independent  of  the  beam  angle  involved. 
Hence,  high  efficiencies  are  possible. 

For  very  high  peak  intensities  of  the  gate  beam, 
however,  a  different  CSN  process  amplifies  the  signal 
produced  by  the  above  CSN  process  (Figure  2b),  which 
allows  switching  efficiencies  even  larger  than  100%  by 
parametric  amplification.  In  this  process,  at  first 
horizontally  polarized  second-harmonic  light  is 
produced  with  type  II  phase  matching  solely  by  the  two 
polarization  components  of  the  gate  beam. 
Subsequently,  a  self-diffracted  beam  is  generated  at  the 
fundamental  frequency  by  down  conversion  of  the 
second-harmonic  light  and  the  vertically  polarized 
signal  light  from  the  cascaded  second-order  process 
described  above.  Finally,  the  self-diffracted  beam 
interacts  with  second-harmonic  light  and  produces  more 
vertically  polarized  light  at  the  fundamental  frequency 
and  in  the  direction  of  the  signal  by  down  conversion. 


(1)  type  II  SHG 

probe 

+ 

f 

gate 

=>  SHG 

(2)  type  II  down- 
conversion 

f 

signal 

<= 

gate 

+  SHG 

Figure  2a.  Schematic  of  the  two  second-order  processes 
contributing  to  the  switching  process  at  relatively  low 
intensities. 
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Figure  2b.  Schematic  of  the  three  second-order  processes 
contributing  to  the  amplified  switching  process  at  high  peak 
intensities  of  the  gate  beam, 

(An  additional  CSN  process  involves  the  parametric 
amplification  of  the  input  beam  by  the  gate-produced 
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second  harmonic  beam,  yielding  another  beam  collinear 
with  the  self-diffracted  beam  but  of  opposite 
polarization.) 

Results 

Figure  3  shows  the  switching  efficiency  r|,  defined  as 
the  ratio  between  the  intensity  of  the  vertically 
polarized  signal  beam  and  the  intensity  of  the 
horizontally  polarized  probe  beam,  as  a  function  of  the 
peak  intensity  of  the  gate  beam.  For  small  gate 
intensities  (first  two  data  points),  a  dependence  of  r|  on 
the  square  of  the  gate  intensity  is  observed, 
characteristic  for  second-order  processes.  For  higher 
gate  intensities  (next  two  data  points)  the  increase  of  T| 
is  at  first  slower  than  expected  from  a  square 
dependence,  which  can  be  attributed  to  depletion 
effects  in  the  crystal.  Finally,  for  very  large  intensities 
of  the  gate  beam  (last  point),  a  strong  increase  of  the 
switching  efficiency  is  observed,  which  is  caused  by  the 
self-diffraction  process  with  parametric  amplification 
described  above.  The  highest  observed  efficiency  was 
320%  for  a  crystal  length  of  1.0  mm  and  60%  for  a 
crystal  length  of  0.5  mm,  using  a  gate-pulse  peak 
intensity  of  800  GW/cm2.  The  1-kHz  train  pulses  were 
obtained  from  a  regeneratively-amplified  Ti:Sapphire 
laser  operating  near  850  nm.  The  pulses  had  a  length  of 
about  250  fs  and  were  focussed  to  a  spot  size  (FWHM) 
of  about  200  jam  in  the  BBO  crystal. 
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off  ratio  of  this  switching  device  was  as  large  as  6.4x1 05 
for  the  observed  320%  switching  efficiency. 

It  appears  to  be  a  general  characteristic  of  fully 
phase-matched  CSN  processes  and  can  be  easily 
derived  from  the  coupled  equations  for  both  processes 
[12]  that  the  switching  efficiency  depends  on  the  fourth 
power  of  the  crystal  length  L  and  also  on  the  fourth 
power  of  %(2).  It  is  therefore  interesting  to  note  that  for 
the  lowest  gate-beam  intensities  (10  GW/cm2  and  27 
GW/cm2),  where  depletion  effects  in  the  crystal  are  not 
prominent,  a  dependence  of  r\  on  the  fourth  power  of  the 
crystal  length  was  indeed  observed,  i.e.,  an  increase  of 
the  efficiency  by  17  and  15,  respectively,  was 
measured,  when  the  crystal  length  was  doubled. 

Applications 

Besides  potential  applications  in  optical  computing  and 
optical  communications,  the  amplified  switching 
process  can  be  used,  e.g.,  for  the  measurement  of 
ultrashort  laser  pulses  by  means  of  frequency-resolved- 
optical-gating  (FROG)  [15]. 

Spectrally  resolving  the  switched  signal  pulse 
as  a  function  of  delay  is  equivalent  to  a  polarization- 
gate  FROG  measurement  using  an  optical  Kerr  medium 
(PG-FROG),  but  achieves  a  higher  sensitivity.  It  is 
interesting  to  note,  however,  that  the  same  setup  also 
simultaneously  allows  two  different  types  of  FROG 
measurements,  thus  combining  three  FROG  geometries 
in  a  single  setup  (Figure  4):  Spectrally  resolving  the 
self-diffracted  pulse  from  the  parametric  amplification 
process  vs.  delay  gives  a  SD-FROG  trace,  whereas 
spectrally  resolving  the  second-harmonic  between  gate 
and  probe  gives  a  SHG  FROG- trace  [16]. 


Figure  3.  Measured  switching  efficiency  vs.  gate-beam 
intensity  for  two  different  crystal  lengths. 

In  the  absence  of  the  gate  pulse,  we  found  that 
the  birefringent  BBO  crystal,  oriented  with  its  principal 
axes  parallel  to  those  of  the  polarizers,  introduced 
minimal  polarizer-leakage  background  to  the  signal 
light.  The  fraction  of  the  probe  beam  leaking  through 
the  polarizers  was  5x1  O'6.  As  a  result,  the  maximum  on- 


Figure  4:  Schematic  diagram  of  the  three  beams  that  can  be 
employed  for  a  FROG  measurement  (S  =  spectrometer). 

We  measured  the  PG-  and  SD-FROG  traces  of 
the  amplified  laser  pulses  used  in  our  switching 
experiment.  Figure  5  shows  the  measured  PG-FROG 
trace  obtained  by  spectrally  resolving  the  polarization- 
rotated  signal  (the  SD-FROG  trace  looks  similar); 
Figure  6  shows  the  retrieved  intensity  and  phase  of  the 
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pulse  obtained  from  both  geometries,  showing  the  good 
agreement  between  the  two  independent  measurements 


-400  -200  0  200  400 

Delay  (fs) 


Figure  5.  PG-FROG  trace  measured  by  spectrally  resolving 
the  signal  in  the  polarization-gate  geometry.  (Contour  lines  at 
5%,  10%,  20%,  40%,  60%,  and  80%  of  the  maximum 
intensity.) 


Wavelength  (nm) 


Figure  6.  Spectral  intensity  and  phase  of  the  amplified  laser 
pulses  measured  by  spectrally  resolving  the  signal  in  the 
polarization-gate  setup  (PG)  and  the  related  self-diffracted 
signal  (SD). 

Conclusion 


We  conclude  that  a  polarization-gate  geometry  using 
entirely  phase-matched  cascaded  second-order 
nonlinearities  with  type  II  phase  matching  provides  a 
highly  efficient  all-optical  switch,  with  an  on/off  ratio  of 
more  than  6xl05.  The  demonstrated  ability  of  this 
arrangement  to  simultaneously  amplify  the  switched 
signal  makes  the  device  especially  appealing  for 
several  applications. 

In  particular,  we  believe  that  a  CSN  setup  will 
allow  unambiguous  FROG  measurements  of  unamplified 


Ti:  Sapphire  laser  pulses  (currently  performed  using 
second-harmonic  generation  and  hence  with  an 
ambiguity  in  the  direction  of  time). 
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Abstract 

We  demonstrate  a  powerful  new  tool  for  real-time  imag¬ 
ing  of  ultrafast  phase  shifts  without  computation.  Addi¬ 
tionally,  this  technique  can,  with  interferogram  analysis 
and  iterative  phase  retrieval,  recover  the  intensity  and 
phase  of  three  pulses  in  a  single  shot.  Results  of  ultra¬ 
fast  time-resolved  coherent  spectroscopy  of  cross-phase 
modulation  in  fused  silica  and  ultrafast  ionization  fronts 
are  reported. 

Keywords:  Ultrafast  measurements,  Coherent  transient 
spectroscopy,  Interferometry,  Ultrafast  spectroscopy. 

Recent  advances  in  ultrafast  laser  technology  and 
measurement  techniques  have  pushed  optical  commu¬ 
nication  rates  beyond  a  Terabit  per  second  [1]  and 
moved  high-speed  opto-electronics  into  the  Terahertz 
domain  [2].  Similar  advances  in  high-field  laser-matter 
interactions  promise  compact  table-top  sources  of  tun¬ 
able  short-pulse  VUV-  and  X-radiation  with  bright¬ 
ness  comparable  to  large  electron  storage  ring  facili¬ 
ties  [3].  Also  of  great  interest  to  the  high  energy  and 
particle  accelerator  communities,  large-amplitude  rela¬ 
tivistic  Langmuir  waves  excited  by  super-strong  ultra¬ 
fast  laser  pulses  in  plasmas  may  lead  to  both  “com¬ 
pact”  (kilometer)  TeV  scale  accelerator  facilities  and 
small  laboratory /medical  facility  table-top  electron  ac¬ 
celerators  with  GeV  beam  energies  [4].  Continued  ad¬ 
vancement  in  our  understanding  of  the  underlying  fun¬ 
damental  physics  in  these  fields  depends  critically  on 
the  successful  development,  refinement,  and  applica¬ 
tion  of  sensitive  optical  diagnostics  with  femtosecond 
temporal  resolution.  As  the  dominant  interaction  be¬ 
tween  a  probe  laser  pulse  E(t)  and  these  materials 


is  a  shift  in  optical  phase,  E(t)  -*  £(t)e^(t),  where 
=  (n(t)uiz/c)  and  n(t)  is  the  refractive  index,  opti¬ 
cal  diagnostics  designed  to  directly  measure  the  phase 
change  <j>(t)  have  shown  the  most  promise.  The  inter¬ 
related  techniques  of  spectral  blueshifting  [5],  longitudi¬ 
nal  (i.e.  frequency  domain)  interferometry  (LI)  [6],  and 
frequency  resolved  optical  gating  (FROG)  [7]  have  been 
successfully  used  by  many  researchers  to  extract  from 
spectral  power  density  measurements  sensitive  details 
of  ultrafast  time-domain  phase  shifts.  The  first  two 
of  these  techniques,  being  linear  optical  effects,  have 
been  shown  to  be  powerful  tools  for  measuring  DC  and 
slowly  varying  time-domain  phase  shifts  with  extremely 
high  sensitivity  (one  part  in  3000  of  a  fringe)  over  a 
temporal  span  of  many  pulse-widths  about  the  peak 
of  the  pulse.  On  the  other  hand,  the  optically  non¬ 
linear  FROG,  which  accurately  recovers  detailed  vari¬ 
ations  in  temporal  phase  about  the  intense  portions  of 
the  pulse  but  is  largely  insensitive  to  DC  and  slowly 
varying  terms,  acts  as  a  complementary  diagnostic  for 
highly  structured  phase  shifts,  such  as  those  in  ion¬ 
ization  fronts.  We  have  developed  a  new  marriage  of 
standard  FROG  with  multi-pulse  longitudinal  interfer¬ 
ometry,  termed  Multi-pulse  Interferometric  FROG,  or 
MI-FROG,  which  promises  to  become  a  powerful  real¬ 
time  diagnostic  of  ultrafast  dynamics:  a  femtosecond 
phase-sensitive  oscilloscope  if  you  will. 

Though  the  general  case  can  be  easily  considered 
[8],  for  brevity,  let  us  examine  here  the  measured  quan¬ 
tity  in  polarization-gate  FROG  (the  “FROG  trace”, 

[7]), 


/OO 

E(t)\EgMt-r)\2e^dt 

-OO 


(1) 
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Figure  1:  Illustrative  calculation  of  MI-FROG  trace.  Time 
is  in  units  of  pump  pulse  widths  with  the  probe  two  units 
wide,  the  gate  0.33  units  wide,  and  A  =  6.  No  phase  differ¬ 
ence  exists  between  the  two  individual  probe  pulses. 

which  is  a  two-dimensional  (r,  u?)  spectrogram  of  the 
probe  field  E{t ),  in  the  idealized  situation  when  the 
gate  pulse  is  much  shorter  than  E(t).  We  depart  from 
the  usual  FROG  apparatus  and  assume  that,  as  in  LI 
[6],  both  E(t)  and  Eg&te(t)  are  two-pulse  assemblies, 
e.g.  E(t)  =  EoifyeW  +  E0(t  -  A)  and  £gate(f )  = 
&(t)  +  S(t  —  A),  where  <p(t)  is  a  relative  time-domain 
phase  difference  impressed  between  the  two  pulses  in 
E(t).  The  multi-pulse  assemblies  E(t)  and  Egate(t)  are 
obtained  from  a  single  input  pulse  and,  since  the  simul¬ 
taneous  gating  and  frequency  dispersion  yields  a  dif¬ 
ferential  phase  shift,  the  gate  pulse  could  be  modified 
using  nonlinear  pulse  compression  techniques  while  the 
probe  pulse  can  be  broadened  from  an  initially  short 
pulse  by  linear  dispersion  or  spectral  narrowing.  That 
is  to  say,  the  individual  sub-pulses  within  each  of  E{t) 
and  -Egate(t)  maintain  their  phase  coherence.  Substi¬ 
tuting  E(t)  and  Ega.te(t)  into  Eq.  1,  we  have  (neglecting 
normalization) 

uj)  =  \Eq(t  —  A)|2  -f  \Eo(t  +  A) | 2  (2) 

4-2  |E0(t)|2  [1  -f  cos(o;A  4-  </>(r))] , 

where  numerous  temporally  separated  cross  terms  (e.g. 
Eq(t)Eq(t  -  A)e*^T))  have  been  dropped.  An  illus¬ 
trative  plot  of  Equation  1,  with  set  to  zero,  is 
presented  in  Figure  1.  The  two  side- features,  given  by 
\E0(r  ±  A)|2,  are  the  normal  single-pulse  TREEFROG 


Figure  2:  Illustrative  calculation  of  MI-FROG  trace.  Time 
is  in  units  of  pump  pulse  widths  with  the  probe  two  units 
wide,  the  gate  0.33  units  wide,  and  A  =  6.  A  linear  phase 
difference,  with  negative  slope,  exists  between  the  two  indi¬ 
vidual  probe  pulses,  resulting  in  a  blueshift  of  the  trailing 
pulse. 


traces  of  the  leading  and  trailing  pulses  individually.  In 
addition,  the  central  feature,  2  |E0(r)|2  [1  4-  cos(u;A  4- 
</>(t))]j  formed  by  the  interference  of  the  two  complex¬ 
valued  TREEFROG  fields  (Esig(r,  cj),  in  the  traditional 
notation  of  [3]).  For  a  non-zero  $(t),  the  time-resolved 
frequency-domain  fringe  pattern  deforms  from  the  null- 
phase  condition  of  perfectly  straight  frequency- domain 
fringes  to  directly  follow  0(r),  as  shown  in  Figures  2 
and  3. 

The  unique  abilities  of  MI-FROG  center  around  its 
inherently  differential  nature:  ultrafast  changes  in  the 
time-domain  phase  of  a  laser  pulse  are  measured,  un¬ 
like  standard  FROG,  to  all  orders  while  shot-to-shot 
fluctuations  in  the  pulse  structure  are  discriminated 
against.  Additionally,  a  time-domain  phase  shift  4>(t) 
can  be  measured,  unlike  longitudinal  interferometry, 
in  a  single  shot  over  a  time-scale  much  longer  than 
the  pump  pulse  which  induces  it.  The  real-time  na¬ 
ture  of  MI-FROG  allows  immediate  and  direct  obser¬ 
vation  of  pump-pulse  time  scale  dynamics  without  com¬ 
putational  analysis,  a  significant  advantage  over  tra¬ 
ditional  single-pulse  FROG.  Finally,  iterative  compu¬ 
tational  techniques  similar  to  those  used  in  standard 
FROG  [9]  can  elucidate  femtosecond  time-scale  detail 
from  the  MI-FROG  trace.  In  fact,  it  is  possible  to  re¬ 
cover  the  time-domain  intensity  and  phase  of  not  only 
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Figure  3:  Illustrative  calculation  of  MI-FROG  trace.  Time 
is  in  units  of  pump  pulse  widths  with  the  probe  two  units 
wide,  the  gate  0.33  units  wide,  and  A  =  6.  A  cross-phase 
modulation  from  a  copropagating  pump  pulse  exists  be¬ 
tween  the  two  individual  probe  pulses,  resulting  in  a  red- 
shift/blueshift  on  the  leading/t railing  edge  the  second  pulse. 
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Figure  4:  Raw  CCD  frame  containing  the  power  spec¬ 
trum  of  input  pulse  (far  left),  and  MI-FROG  trace.  The 
power  spectrum  of  the  input  pulse,  measured  in  the 
same  spectrometer  independently  from  and  simultane¬ 
ously  with  the  FROG/MI-FROG  traces,  is  used  in  the 
inter  at  ive  phase  recovery  analysis.  Note  the  fringes  on 
the  individual  side  features  of  the  MI-FROG  trace. 
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the  two  pulses  which  make  up  E(t ),  but,  in  the  case 
of  SHG  MI-FROG,  the  gate  pulse  as  well  (in  PG  MI- 
FROG  only  |#gate(£)|2  is  recovered).  That  is  to  say, 
with  MI-FROG,  the  intensity  and  phase  of  three  pulses 
can  be  measured  in  a  single  shot. 

A  real-time  “phase-scope”  of  this  kind  would,  of 
course,  be  useful  in  mapping  numerous  ultrafast  pro¬ 
cesses  or  effects  and  clearly  the  rapid,  real-time,  direct 
viewing  of  temporal  phase  shifts  could  be  of  important 
use  in  the  optimization,  adaptive  feedback,  and  con¬ 
trol  of  future  processes  based  upon  coherent-control  of 
molecular  wavepackets,  laser- driven  plasma-based  ac¬ 
celerators,  or  ionization- front  based  sources  of  tunable 
radiation.  Among  those  processes  being  presently  stud¬ 
ied  at  LANL  are  high-field  atomic  and  molecular  ion¬ 
ization  fronts,  laser  driven  wakefields  in  plasmas,  and 
ultrafast  electro-optic  dynamics  in  technologically  rele¬ 
vant  materials.  In  addition,  MI-FROG  can  be  of  great 
utility  in  measuring  both  fast  (fs)  or  slow  time-scale  (ps) 
changes  in  refractive  index  caused  by  atomic  or  molec¬ 
ular  response,  respectively,  to  a  copropagating  pump 
pulse  in  optical  media.  The  former  is  also  a  particu¬ 
larly  simple  demonstration  of  this  new  technique. 

A  standard  chirped  pulse  amplified  laser  system 
was  used  to  provide  1  mJ,  175  fs,  802  nm  pulses  at  one 
kHz.  Twenty  percent  of  this  pulse  was  used  to  generate, 
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Figure  5:  Raw  MI-FROG  (bottom  row,  central  feature 
only)  and  trailing-pulse  TREEFROG  traces  measured 
with  no  phase  shift  (no  pump)  for  +100  fs  (left  column), 
0  fs  (center  column),  and  -100  fs  (right  column)  pump- 
probe  delay. 
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Figure  6:  Raw  MI-FROG  (bottom  row,  central  feature 
only)  and  trailing-pulse  TREEFROG  traces  measured 
in  the  case  of  cross-phase  modulation  in  fused  silica 
between  a  400  nm  pump  pulse  and  800  nm  probe  for 
+100  fs  (left  column),  0  fs  (center  column),  and  -100  fs 
(right  column)  pump-probe  delay. 


in  a  standard  Michelson  interferometer,  the  multi-pulse 
probe  and  gate  sequences.  The  remainder  of  the  802  nm 
pulse  was  frequency  doubled  in  a  300  pm  BBO  crystal 
providing  30  pJ  pump  pulses  at  401  nm.  After  dumping 
the  residual  IR,  the  UV  pump  and  IR  probes,  all  of  the 
same  linear  polarization,  were  collinearly  focused  in  a 
10  cm  focal  length  unit-magnification  telescope.  Tem¬ 
poral  overlap  of  the  pump  with  the  trailing  probe  pulse 
was  established  using  both  sum  frequency  generation 
in  a  500  pm  KDP  crystal  and  in  room  air.  The  gate 
pulses  traveled  a  separate  path  to  a  modified  FROG 
apparatus  while  the  probes  were  dichroically  separated 
from  the  pump  and  entered  the  same  FROG  apparatus. 
A  500  ^m  fused  silica  plate,  thinner  than  the  650  pm 
walkoff  length,  was  translated  longitudinally  near  the 
focus  to  induce  an  adjustable  amount  of  cross-phase 
modulation  (XPM).  By  blocking  individual  arms  in  the 
Michelson,  single-pulse  TREEFROG  traces  of  the  lead¬ 
ing  or  trailing  pulse  could  be  measured  in  addition  to 
the  MI-FROG  trace. 

Figure  4  shows  a  typical  raw  CCD  frame  obtained. 
Note  that  the  power  spectrum  of  the  initial  laser  pulse 
is  obtained  in  the  same  frame  as  the  MI-FROG  data. 
Careful  examination  of  the  MI-FROG  data  reveal  the 
unexpected  presence  of  fringes,  with  period  A-1  and 
A“2,  on  the  two  side  features  (±700  fs  delay),  which 
arise  from  the  cross  terms  dropped  from  Eq.  2.  As  sev¬ 
eral  of  these  terms  are  linearly  proportional  to  the  pulse 
field  in  the  wings,  e.g.  2 P(r  +  A)P(r)  cos(47ri/A),  this 
represents  both  an  unprecedented  level  of  sensitivity  to 
wing  structure  as  well  as  a  daunting  task  of  elimina¬ 
tion.  Fortunately  the  data  contained  in  these  features 


a 


Figure  7:  Results  of  MI-FROG  interferogram  analy¬ 
sis  and  iterative  phase  recovery.  For  each  time  delay, 
the  intensity  profiles  of  the  unpumped,  |P(£)|2,  and 
pumped,  |Q(t)|2,  probe  pulses  are  plotted,  along  with 
their  relative  phase  difference,  A <j>(t).  The  intensity 
profile  of  the  gate  pulse,  |G(t)|2,  is,  for  clarity,  shown 
only  for  the  zero  delay  case.  Intensity  profiles  are  unit 
normalized  and  the  centroid  of  \P(t)\2  is  used  to  define 
t  =  0.  No  other  adjustable  parameters  are  used. 
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can  be  duplicated  and  checked  with  the  TREEFROG 
traces  also  measured. 

Three  sets  of  TREEFROG /MI-FROG  traces  are 
shown  in  Figures  5  and  6:  one  each  for  0  fs,  and 
±100  fs  delay  between  the  pump  and  trailing  probe 
pulse.  As  expected,  the  TREEFROG  traces  of  the 
leading  pulse  did  not  differ  from  the  unpumped  traces 
(not  shown).  The  single-pulse  TREEFROG  traces  of 
the  trailing  pulse  do,  though,  show  the  characteristic 
frequency  blue/red  shift  for  the  delayed  cases  and  a 
symmetric  broadening  for  the  overlapped  case,  with 
shifts  of  ±2.5  nm  (Figure  6).  Note  that  when  the 
probe  rides  on  the  leading/trailing  edge  of  the  pump 
(right /left-most  column),  the  probe  is  red/blue-shifted, 
as  expected  from  the  ri2l(t)  nature  of  the  XPM.  The 
MI-FROG  traces,  all  of  which  have  straight  fringe  pat¬ 
terns  with  the  pump  blocked  (Figure  5),  display  in 
these  instances  a  characteristic  fringe  tilt,  indicative  of 
the  clean  blue/red  shift  seen  in  the  TREEFROG  trace, 
while  the  overlapped  case  evidences  a  downward  cur¬ 
vature.  That  is  to  say,  the  fringe  pattern  follows  the 
time-domain  phase  shift  (j){t)  =  ri2l(t)ujz/c.  Indeed,  the 
~  tt/2  per  200  fs  phase  ramp  in  the  ±100  fs  delay  cases 
corresponds  to  a  shift  of  A  A  =  (A2/27rc)(0.57r/200fs)  = 
2.7  nm,  in  excellent  agreement  with  the  single-pulse 
TREEFROG  traces. 

The  MI-FROG  traces  were  analyzed,  as  outlined 
above,  to  extract  the  amplitude  and  phase  difference  be¬ 
tween  the  pumped  and  unpumped  TREEFROG  traces 
while  the  unpumped  trailing-pulse  TREEFROG  trace 
was  analyzed  via  iterative  phase  recovery  based  upon 
Principle  Components  Generalized  Projections [10]. 
The  power  spectrum  of  the  initial  pulse,  obtained  in  the 
same  CCD  frame  as  the  TREEFROG  and  MI-FROG 
traces,  was  used  as  a  constraint  and  128  x  128  grids  were 
used.  Typical  FROG  trace  errors [9]  for  both  recovered 
traces  were  0.4%.  In  each  of  three  cases  (see  Fig.  7), 
the  relative  phase  difference  extends  from  zero  in  the 
wings  to  a  negative  peak,  as  expected,  whose  magnitude 
is  consistent  with  visual  inspection  of  the  MI-FROG 
traces  as  well  as  the  observed  frequency  shifts.  Also 
present  is  a  significant  change  in  the  intensity  profiles 
of  the  probe  pulse  near  the  peak  of  the  pump,  which  is 
attributable  to  a  combination  of  the  lens-like  transverse 
profile  of  the  XPM  as  well  as  the  nonlinear  group  veloc¬ 
ity  (similar  to  self-steeping  with  self-modulated  pulses). 
It  should  be  stressed  that  both  the  DC  component  of 
the  phase  shift  as  well  as  the  relative  temporal  offset  be¬ 
tween  the  pulses  are  obtained  from  the  MI-FROG  data 
with  interferometric  accuracy  and  no  adjustable  param¬ 
eters  are  used,  unlike  standard  FROG  techniques. 

As  a  final  example,  MI-FROG  was  used  to  per¬ 
form  the  first  time-resolved  coherent  spectroscopy  of 
ionization  dynamics  in  gases.  The  same  setup  as  pre- 
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Figure  8:  Time-resolved  coherent  spectroscopy  of  ul¬ 
trafast  ionization  in  room  air.  Greyscale  in  this  figure 
represents  the  magnitude  of  the  frequency  shift,  with 
black  representing  ±0.5  THz  shift.  The  dark  diagonal 
band  (corresponding  to  the  ionization  front)  and  the 
area  above  it  is  a  region  of  blueshift,  while  the  region 
in  the  lower  left,  below  the  diagonal,  are  redshifts. 
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viously  described  was  used,  with  the  removal  of  the 
fused  silica  plate  and  an  increase  in  available  pump  en¬ 
ergy  to  ~  lOO^tJ.  With  a  peak  intensity  in  the  focus 
of  ~  2  x  1014W/cm2,  the  first  ionization  of  threshold 
of  both  N2  and  O2  is  exceeded  in  a  length  of  approx¬ 
imately  two  Rayleigh  lengths.  Room  air  at  a  pressure 
of  580  Torr  (Los  Alamos  National  Lab  resides  at  ap¬ 
proximately  7500  ft  above  sea  level)  was  used  as  the 
target.  MI-FROG  data  was  obtained  for  pump-probe 
delays  from  -240  to  -1-200  fs  in  10  fs  increments.  Itera¬ 
tive  phase  recovery  was  performed  for  each  delay  value 
and  the  instantaneous  frequency  shift  within  the  probe 
pulse  was  plotted  as  a  function  of  pump  delay  (Fig¬ 
ure  8).  The  ionization  front  is  clearly  identified  by  the 
band  of  blueshifting  running  at  a  45  degree  angle  from 
upper  left  to  lower  right  in  the  figure.  For  times  af¬ 
ter  the  ionization  front,  the  probe  pulse  was  seen  to  be 
purely  blueshifted,  though  not  as  strongly  as  within  the 
ionization  front.  For  times  leading  the  ionization  front, 
the  probe  pulse  was  redshifted  to  a  lesser  degree.  Cur¬ 
rently,  it  is  believed  that  cross-phase  modulation  be¬ 
tween  the  intense  pump  and  weak  probe  in  the  x^3)  of 
the  neutral  gas  and  perhaps  ionic  cores  is  the  dominate 
non-ionization  source  of  frequency  modulation.  Results 
of  a  more  extensive  study  are  currently  under  analysis 
and  will  be  presented  in  a  future  publication. 

In  summary,  MI-FROG,  being  a  rapid,  real-time, 
direct-reading  “oscilloscope”  of  ultrafast  phase  shifts, 
promises  to  be  a  powerful  new  tool  for  ultrafast  science. 
In  addition,  iterative  phase  recovery  techniques  allow 
the  unprecedented  recovery,  with  femtosecond  accuracy, 
of  the  intensity  and  phase  of  three  laser  pulses  in  a 
single-shot. 


[6]  C.  W.  Siders,  S.  P.  Le  Blanc,  D.  Fisher,  T.  Tajima, 
M.  C.  Downer,  A.  Babine,  A.  Stepanov,  and 
A.  Sergeev,  Phys.  Rev .  Lett  76,  3570  (1996). 

[7]  D.  J.  Kane  and  R.  Trebino,  Opt.  Lett  18, 
823  (1993). 

[8]  C.  W.  Siders,  A.  J.  Taylor,  and  M.  C.  Downer, 
Opt  Lett  22,  (May,  1997). 

[9]  K.  W.  DeLong,  R.  Trebino,  and  W.  E.  White, 
JOSA  B  12,  2463  (1995). 

[10]  D.  Kane,  G.  Rodriguez,  A.  J.  Taylor,  T.  Sharp 
Clement,  JOSA  B  14(4),  1997. 


References 

[1]  A.  Chraplyvy,  et  al,  Opt.  Fiber  Comm.  ’96,  San 
Jose,  California;  A.  Chraplyvy,  et  al.,  these  pro¬ 
ceedings. 

[2]  D.  Grischkowsky,  et  al.,  JOSA  B  7,  2006  (1990). 

[3]  C.  W.  Siders,  N.  C.  Turner  III,  M.  C.  Downer, 
A.  Babine,  A.  Stepanov,  and  A.  M.  Sergeev,  JOSA 
B  13,  330  (1996);  S.  Backus,  J.  Peatross,  Z.  Zeek, 
A.  Rundquist,  G.  Taft,  M.  M.  Murnane,  and 
H.  C.  Kapteyn,  Opt  Lett  21,  665  (1996). 

[4]  T.  Tajima  and  J.  M.  Dawson,  Phys.  Rev.  Lett  43, 
267  (1979). 

[5]  Wm.  M.  Wood,  C.  W.  Siders,  and  M.  C.  Downer, 
Phys.  Rev .  Lett  67,  3523  (1991). 


Optical  Signal  Measurement  Using  Electro-Absorption  Sampling 


Tadao  Nagatsuma  and  Makoto  Yaita 
NTT  System  Electronics  Laboratories , 

3-1  Morinosato  Wakamiya ,  Atsugi ,  Kanagawa  243-01 ,  Japan 

Katsumi  Iwatsuki 
NTT  Technology  Department , 

3-19-2  Nishi-Shinjuku,  Shinjuku-ku ,  Tokyo  163-19,  Japan 


Abstract 

A  new  technique  to  measure  ultrafast  optical  signals  based 
on  electro-absorption  sampling  is  proposed  and  its 
application  to  eye-diagram  measurement  is  demonstrated. 
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Introduction 

The  recent  progress  in  high-speed  optical  transmission 
technologies  has  created  an  increasing  need  for  optical 
signal  measurement  techniques  with  sufficient  temporal 
resolution  and  sensitivity.  Various  ways  of  overcoming  the 
performance  limits  of  conventional  streak  cameras  and 
photodiode  /sampling  oscilloscope  pairs  have  been  reported, 
such  as  the  integration  of  ultrafast  photodiodes  with  all¬ 
electrical  samplers  [1]  or  electro-optic  samplers  [2],  and  all 
optical  sampling  techniques  based  on  sum  frequency 
generation  in  nonlinear  crystals  [3],  cross-phase  modulation 
[4],  and  four-wave  mixing  [5]  in  fibers. 

In  this  paper,  we  propose  and  demonstrate  a  new 
optoelectronic  technique  to  measure  ultrafast  optical  signals 
based  on  excitonic  electro-absorption,  that  we  call  electro¬ 
absorption  sampling  (EAS).  The  main  features  of  this 
method  are  simple  system  configuration,  high  sensitivity, 
polarization  insensitivity,  and  high  temporal  resolution. 

Principle  of  EAS 

Ultrafast  sampling  based  on  excitonic  electro-absorption 
(EA),  was  first  demonstrated  by  Knox  et  al.  [6]  They 


to  Slow  PD 


Figure  1.  (a)  Principle  of  optical  signal 

measurement  based  on  electro-absorption  sampling, 
(b)  Relationship  between  optical  absorption  (light 
output)  and  applied  voltage. 
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measured  subpicosecond  electrical  signals  using  parallel- 
field  excitonic  EA.  In  our  approach,  we  employ 
perpendicular-field  excitonic  EA,  in  other  words,  the 
quantum-confined  Stark  effect,  or  QCSE,  to  measure 
optical  signals.  QCSE  causes  the  absorption  spectrum  to 
change  when  a  voltage  is  applied,  and  the  response  time 
extends  into  the  subpicosecond  region.  Figure  1  shows  the 
principle  of  optical  waveform  measurement  using  an  EA 
modulator  as  a  sampling  gate.  When  an  electrical  pulse 
with  a  full  width  at  half  maximum  (FWHM)  of  Te ,  is 
applied  to  the  EA  modulator,  the  gating  time,  Tg  can  be 
made  much  shorter  than  Te ,  typically  Tg  <  Te  13  -  Te  /4 
due  to  the  the  nonlinear  relationship  between  optical 
absorption  (transmittance)  and  applied  voltage  [7],  [8].  This 
is  similar  to  the  mechanism  by  which  short  optical  pulses 
are  generated  by  modulating  a  CW  laser  beam  with  a 
sinusoidal  voltage.  The  sampled  optical  signal  is  converted 
to  an  electrical  current  by  a  slow  photodetector.  By 
changing  the  relative  timing  delay  between  the  optical 
signal  under  test  and  the  electrical  sampling  pulse,  an 
ultrafast  optical  waveform  can  be  reconstructed. 

Since  the  sampled  signal  level  is  large  enough  for  the 
signal  to  be  processed  in  real  time  without  having  to  use 
integration  or  averaging,  this  technique  offers  sufficient 
sensitivity  for  eye-diagram  measurements.  The  polarization 
dependence  can  be  made  negligibly  small  by  employing  a 
strain-compensated  structure  in  the  EA  modulator  [8]. 

In  addition,  a  slow  photodetector  can  easily  be  integrated 
with  the  EA  modulator,  and  an  electrical  pulse  generator 
may  be  integrated  with  both  in  the  form  of  an  all-electrical 
sampler  [1].  Consequently,  the  size  of  the  sampling  head 
can  be  reduced  a  great  deal  to  fit  into  the  head  module 
similar  to  conventional  electrical  sampling  oscilloscopes. 

Experiment 

Gating  Time  of  the  EA  Modulator 

To  measure  the  gating  time  or  the  temporal  resolution  of 
the  EA  modulator  when  it’s  used  as  a  sampling  gate,  an 
input  CW  optical  signal  was  modulated  with  an  electrical 
pulse. 

The  EA  modulator  we  used  was  an  InGaAs/InAlAs 
multiple-quantum-well  (MQW)  device  module  made  by 
NTT  Electronics  Technology  (NEL)  [8].  Transmission 
characteristics  and  frequency  response  of  the  modulator  are 
shown  in  Fig.  2.  The  extinction  ratio  is  32  dB  at  a  bias  of  - 
3  V.  The  3-dB  bandwidth  is  about  19  GHz,  though  the 
flatness  of  the  frequency  response  is  a  little  poor. 

The  electrical  pulse  had  an  amplitude  of  1.5  Vp-p  and  a 
width  of  20  ps  FWHM,  and  was  generated  by  triggering  an 
InGaAs  metal-semiconductor-metal  (MSM)  photodetector 
with  a  mode-locked  fiber  laser  having  an  FWHM  pulse 
width  of  0.7  ps  at  a  repetition  rate  of  40  MHz  (Fig.  3(a)). 


Frequency(GHz) 

(c) 

Figure  2.  Characteristics  of  the  EA  modulator 
module  used  for  the  experiments,  (a)  Photograph  of 
the  device  module,  (b)  Transmission  characteristics, 
(c)  Frequency  response. 


The  output  optical  pulse  was  detected  by  using  a 
waveguide-type  photodetector  (3-dB  bandwidth  of  >50  GHz; 
NEL)  and  a  sampling  oscilloscope  (3-dB  bandwidth  of  50 
GHz;  HP  5475 2 A).  Together  they  provide  a  resolution  of 
12  ps.  As  shown  in  Fig.  3(b),  the  fastest  measured 
response  was  14  ps  FWHM  for  a  -3  V  bias.  That  means 
that  the  actual  width  of  optical  pulses,  which  is  the  gating 

time  Tg  ,  was  estimated  to  be  about  (142-122)1/2  =  7  ps. 
This  value  is  in  good  agreement  with  results  obtained  by 
sinusoidally  driving  the  same  kind  of  modulator  at  20  GHz 
[7].  So,  we  obtained  an  effective  bandwidth  of  50  GHz  with 
a  19-GHz  modulator. 
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Electrical  Pulse  Generator 
(20  ps,  1.5  V,  40  MHz) 

(a) 


(b) 

Figure  3.  (a)  Set  up  for  gating  time  measurement, 
(b)  Measured  gating  characteristics  of  the  EA 
modulator.  This  includes  photodetector  and  sampling 
oscilloscope  responses. 


Optical  Pulse  Pattern  Measurement 

Figure  4  shows  the  setup  for  optical  pulse  pattern 
measurement.  The  low-repetition-rate  optically  driven 
sampling  pulse  generator  described  above  was  synchronized 
with  an  optical  signal  generator,  where  a  gain-switched 
diode  laser  with  a  fiber-optic  pulse  compressor  generated  7- 
ps  duration  pulses  at  10-GHz  repetition  rate  and  a  specific 
RZ  pulse  pattern  was  obtained  by  using  a  Ti:LiNb03  (LN) 
intensity  modulator  controlled  by  the  electronic  pulse 
pattern  generator  (PPG)  at  10  Gb/s.  The  receiver  had  a 
bandwidth  of  more  than  100  MHz.  This  allowed  signals 
sampled  at  40  MHz  to  be  processed  in  real  time. 

Figure  5(a)  shows  the  measured  fixed  (1010...)  RZ 
pulse  pattern  signal  at  10  Gb/s.  The  average  optical  power 
was  about  -5  dBm.  Unlike  measurement  with  conventional 
fast  photodiode/sampling  oscilloscope  pairs,  in  the  EAS- 
based  measurements,  there  is  no  ringing  at  the  trailing  edge 
of  waveforms.  As  shown  in  Fig.  5(b),  the  eye-diagram 
signal  was  successfully  measured  by  setting  the  PPG  to  the 
pseudorandom  bit  sequence  mode.  Also,  in  Fig.  5(c),  the 
NRZ  eye-diagram  signal  was  measured  by  switching  the 
laser  diode  of  Fig.  4  from  the  gain-switched  mode  to  the 
CW  mode.  These  results  show  that  the  sensitivity  of  EAS- 
based  measurement  is  as  high  as  that  of 
photodiode/sampling  oscilloscope  pairs. 


Optical  Signal  Generator 


Sampling  Gate 


Figure  4.  Experimental  setup  for  optical  signal  measurement  using  electro-absorption  modulator  as  a 
sampling  gate. 
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Time  (80  ps/div.) 


Figure  5.  Measured  optical  pulse  pattern  signals  at 
10  Gb/s.  (a)  fixed  (1010...)  signal,  (b)  RZ  eye- 
diagram  signal,  (c)  NRZ  eye-diagram  signal. 

Scheme  to  Increase  the  Bandwidth 

The  bandwidth  of  our  current  measurement  system  is 
limited  to  about  50  GHz,  which  is  mostly  determined  by 
the  7-ps  gating  time  of  the  modulator.  There  are  several 
ways  to  increase  the  bandwidth.  First,  the  bandwidth  of  the 
EA  modulator  itself  can  be  increased  by  improving  device 
structures  for  example,  by  reducing  the  capacitance  of  the 
electrode  [9].  Another  way  is  to  give  the  electrical  pulses  a 
larger  amplitude  and  make  them  narrower,  which  we  can  do 
by  using  the  nonlinear  transmission  line  (NLTL)  technique 
[10].  Second,  the  gating  time  Tg  can  effectively  be  reduced 
by  enhancing  the  nonlinear  characteristics  of  the  optical 


Figure  6.  Scheme  to  improve  the  bandwidth.  Effective 
gating  time  Tg  can  be  controlled  by  adjusting  the 
electrical  delay  x. 


absorption  with  respect  to  applied  voltage  [11].  Third,  if  we 
connect  two  EA  modulators  in  series  and  drive  them  with 
delayed  electrical  pulses,  we  can  decrease  the  effective  gate 
width  without  changing  performances  of  the  EA  modulator 
or  the  electrical  pulse  generators  as  shown  in  Fig.  6. 

Conclusion 

In  conclusion,  we  have  demonstrated  a  novel  and  practical 
optoelectronic  technique  for  measuring  optical  signals. 
Even  with  a  commercially  available  EA  modulator  with  a 
bandwidth  of  only  19  GHz,  50-GHz  bandwidth  (7-ps 
resolution)  and  high  sensitivity  in  eye-diagram 
measurement  were  verified.  A  measurement  bandwidth  of 
over  100  GHz  should  be  easy  to  achieve  by  improving  the 
structure  and  characteristics  of  the  EA  modulator  and 
electrical  pulse  generator. 
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Introduction 

As  ultrafast  lasers  find  their  way  into  new 
application  areas,  there  remain  some  technological 
barriers  to  utilizing  their  full  potential.  One  of  the 
key  issues  for  practical  applications  of  ultrafast  lasers 
is  time  delay.  The  vast  majority  of  applications 
involving  ultrafast  lasers  require  an  adjustable  time 
delay  for  the  optical  pulses  in  order  to  time-relsove 
the  fast  processes  being  measured.  Usually,  the 
timing  delay  is  implemented  in  the  form  of  moving 
mirrors,1  or  rotating  glass  blocks,2  for  example. 
This  imposes  severe  limitations  on  the  attainable 
scan  speed  and  range,  putting  many  types  of 
measurements  and  applications  out  of  the  reach  of 
ultrafast  lasers.  Some  improved  mechanical 
methods  have  been  developed.3  Scan  ranges  and 
speeds  have  been  extended  by  free-scanning  laser 
methods;4  however,  the  scan  range  is  always  just  the 
repetition  period  of  the  lasers,  and  is  not  adjustable. 

In  this  paper  we  describe  a  new  method  of 
controllably  scanning  the  time  delays  between  pulses 
from  two  modelocked  lasers.5  Using  this  scanning 
temporal  ultrafast  delay  (STUD)  method,  we  have 
demonstrated  temporal  scanning  with  selectable  scan 
ranges  (up  to  10  nsec)  and  selectable  scanning 
frequencies  (up  to  400  Hz).  We  describe  the 
scanning  method  and  also  the  methods  used  to 
obtain  high-accuracy  timing  calibration  in 
conjunction  with  the  fast  scanning  method. 
Additionally,  in  order  to  demonstrate  the 
applicability  of  STUD  to  ultrafast  measurements,  we 
have  used  it  to  measure  carrier  lifetimes  in  thin 
layers  of  InGaAs. 

Temporal  scanning  technique 

The  basic  scanning  laser  system,  illustrated  in 
Fig.  1,  consists  of  two  lasers  (master  and  slave) 
which  have  nearly  identical  cavity  lengths  and 


repetition  rates.  The  cavity  length  of  the  slave  laser 
is  controlled  by  a  PZT-mounted  cavity  mirror. 
While  the  master  laser  is  held  at  a  constant  cavity 
length,  ,  or  allowed  to  drift  of  its  own  accord,  the 
cavity  length,  L2 ,  of  the  slave  laser  is  slaved  to  that 
of  the  master  laser  by  a  “slow”  phase  locked  loop 
(PLL)  circuit.  Once  phase  locking  has  been 
achieved,  then  L2  is  dithered  about  Lj  at  a  scan 
frequency  fs  (in  the  range  of  30  Hz  -to-  1  kHz) 
which  is  larger  than  the  PLL  bandwidth. 

A  quantitative  analysis  of  the  STUD  method  is  very 
simple.  The  time-varying  pulse  delay,  TD(t ), 
(defined  as  the  relative  time  delay  between  the  pulses 
from  the  two  lasers),  is  proportional  to  the  time- 
integral  of  the  cavity  length  mismatch: 

TD{t)=\\‘om')dt'  ui 

We  consider  the  example  in  which  a  square 
wave  is  applied  to  the  slave  laser  PZT  at  a  scanning 
frequency  of  fs  .  Then  the  cavity  length  mismatch  is 


Figure  1.  Diagram  of  scanning  dual -laser  system.  Scanning  is  achieved 
by  summing  the  stabilization  signal  from  the  PLL  with  the  output  of  a 
signal  generator. 
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a  rapidly  varying  function  of  time: 

AL(0  =  aIq  ■  SqifsO  W 


where  ALo  is  the  amplitude  of  the  square  wave 
displacement,  and  Sq(x)  is  the  square  wave  function 
of  unity  amplitude  (-1  <  Sq(x)  <  1).  This  gives  linear 
scanning  of  the  time  delay  in  both  positive  and 
negative  directions  for  one  half  of  the  scan  cycle 
(i.e.,  a  triangle  wave).  The  scan  range,  ATmax,  is 


Armax 


M*  _L 

2L  7, 


[3] 


The  scanning  laser  system  discussed  here 
consists  of  a  pair  of  passively  modelocked,  Erbium- 
doped  fiber  lasers.  Each  has  a  repetition  frequency 
of  v0  =  4.6  MHz  (we  have  also  constructed  a  dual 
laser  system  with  v0  =  50  MHz).  In  order  to 
minimize  the  relative  jitter  and  timing  drift,  these 
lasers  were  wound  on  the  same  spool.6  The  pulses 
from  the  slave  laser  are  amplified  in  an  Erbium- 
doped  fiber  amplifier  (EDFA).  Various  scan  ranges 
and  scan  frequencies  can  be  easily  obtained  by 
adjusting  the  signal  generator  in  a  straightforward 
way.  Figure  2  shows  pulses  from  the  master  and 
slave  lasers  during  scanning.  With  the  chosen 
scanning  voltage  applied,  a  scan  range  of  Tmax  =  10 
nsec  was  obtained  at  a  scan  frequency  off  =  30  Hz. 
For  clarity,  the  center  of  the  scan  range  has  been 
adjusted  so  that  the  pulses  in  Fig.  2  never  overlap. 
However,  it  is  a  simple  matter  to  adjust  the  RF  phase 
setting  so  that  pulse  coincidence  ( ATD(t )  =  0)  occurs 


Figure  2.  Master  and  slave  laser  pulses  during  scanning  of  4.6 
MHz  dual  laser  system  with  Tmax  =  10  nsec  ,  fs  =  30  Hz.  (1-sec 
exposure). 


Figure  3  Applied  waveform  (dashed)  and  resulting  time  delay 
waveforms  (solid)  as  measured  by  monitoring  the  phase  detector 
error  voltage  (Veir).  Scan  frequency  is  100  Hz. 

somewhere  within  the  scan  interval.  Figure  3  shows 
both  linear  and  sinusoidal  scanning  resulting  from 
square-wave  and  sine-wave  voltages  applied  to  the 
PZT,  respectively.  The  relative  time  delay  is 
determined  by  monitoring  the  voltage  output  (VeiT)  of 
the  RF  phase  detector  in  the  PLL.  The  time  integral 
relationship  (eq.  1)  between  cavity  length  and  time 
delay  is  easily  seen  in  Fig.  3.  The  finite  transit  time 
of  the  PZT-mirror  causes  a  slight  deviation  from  a 
perfect  triangle  wave. 


Timing  Calibration 

In  order  to  successfully  use  the  rapid  scanning 
technique,  it  is  necessary  to  calibrate  the  scanning 
time  scale  with  subpicosecond  accuracy  while 
simultaneously  acquiring  data  from  an  experiment 
on  a  parallel  channel.  Since  most  measurements 
involve  some  kind  of  signal  averaging,  the  timing 
calibration  must  be  done  for  each  scan,  and 
depending  upon  the  calibration  algorithm,  this  may 
or  may  not  require  interpolation  of  the  data. 

In  our  measurements,  timing  calibration  is 
accomplished  by  using  background-free  optical 
cross-correlation  via  sum-frequency  generation  in 
periodically-poled  lithium-niobate  (PPLN).  A  train 
of  calibration  pulses  is  produced  by  inserting  a  5  mm 
thick  Fabry-Perot  etalon  (R=90%)  into  the  path  of 


174 


Ultrafast  Electronics  and  Optoelectronics 


Figure  4.  Pump-probe  measurement  using  scanning  laser  system 
and  timing  calibration  method.  A  Fabry-Perot  etalon  (FP)  generates 
the  pulse  train  for  timing  calibration. 

one  beam  as  shown  in  Figure  4.  The  transmitted 
beam  consists  of  a  decaying  train  of  pulses  separated 
by  50  psec.  Any  nonuniformity  of  the  pulse  spacing 
in  the  laboratory  time  frame  indicates  that  the  time 
delay  is  being  scanned  nonlinearly.  For  example, 
scanning  a  1  nsec  interval  at  100  Hz,  (determined  by 
looking  at  the  scope  as  in  Fig.  2)  one  expects  a 
theoretical  scan  rate  of  200  ps/ms.  However,  using 
the  cross-correlations,  we  have  measured  an  actual 
scan  rate  of  165  ps/ms.  Also,  we  find  a  cross¬ 
correlation  width  of  Tcc  =  1.2  ps  between  the  two 
lasers. 

Not  only  is  this  information  used  to  calibrate 
the  time  scale,  but  it  can  also  be  used  to  measure  the 
timing  jitter  between  the  two  lasers  with  very  high 
accuracy  (10’s  of  femtoseconds),  especially  in  the 
low  frequency  regime  (.001  Hz  -to-  10  Hz)  where  RF 
spectrum  analyzer  methods  fail.  Only  one  peak  is 
required  to  perform  this  measurement.  For  example, 
using  this  method,  we  have  measured  the  timing 
jitter  to  be  5  psec  RMS  over  a  period  of  3  minutes. 

Application 

We  have  used  the  temporal  scanning  and  calibration 
techniques  to  measure  carrier  relaxation  times  in 
thin  layers  of  InGaAs  via  a  simple  pump-probe 
technique  as  shown  in  Fig.  4.  Pump  pulses  of  600 
fsec  duration  at  1550  nm  excite  carriers  near  the 
bandgap  of  the  InGaAs.  The  transient  absorption  is 
probed  at  the  same  wavelength  by  1  psec  pulses  from 
the  slave  laser.  During  a  measurement,  the  timing 
information  from  the  cross-correlator  is  collected  on 
one  channel  of  a  digitizing  oscilloscope  (X-channel) 


while  simultaneously  accumulating  and  averaging 
data  from  the  pump-probe  experiment  on  the  Y- 
channel.  In  our  simple  demonstration  experiment, 
the  first  cross-correlation  peak  is  used  to  trigger  the 
oscilloscope.  Figure  5  is  a  data  trace  from  such  a 
measurement  over  a  10  nsec  time  interval  (scanned 
at  30  Hz). 


Figure  5.  Transient  absorption  near  the  band-edge  of  intrinsic 
InGaAs.  The  40  psec  interval  near  time-zero  (inset)  shows  an  initial 
fast  transient  (~1  psec). 


Conclusion 

We  have  developed  a  new  method  for  scanning 
the  time  delay  between  two  lasers  which  greatly 
exceeds  the  performance  of  conventional  scanning 
delays.  Timing  calibration  is  obtained  via  cross¬ 
correlation  of  pulse  trains  generated  by  passing 
pulses  from  one  laser  through  a  Fabry-Perot  etalon. 
The  potential  for  use  in  measurements  is 
demonstrated  by  performing  pump-probe 

measurements  in  thin  layers  of  InGaAs.  These 
techniques,  when  combined,  comprise  a  versatile, 
fast-scanning,  ultrafast  measurement  system. 
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Characterization  of  short  optical  pulses,  such  as  occur  in  high  speed  optical 
communication  systems,  is  currently  performed  using  electronic  instrumentation  of 
limited  bandwidth.  The  current  state-of-the-art  fast  detector  and  oscilloscope  combination 
can  achieve  a  bandwidth  of  roughly  50  GHz  with  an  impulse  response  of  roughly  10  ps. 
Optical  sampling  offers  the  capability  to  extend  this  bandwidth  into  the  terahertz  range. 

Optical  sampling  has  been  demonstrated  using  a  variety  of  sources  and  configurations.  In 
general,  performance  has  been  limited  by  timing  jitter  between  the  source  of  optical 
sampling  pulses  and  the  unknown  pulses  to  be  measured.  In  addition,  the  difficulty  of 
operating  and  maintaining  sub-picosecond  optical  sampling  sources  has  limited  the  use  of 
optical  sampling  systems  to  the  laboratory.  The  1990's  have  seen  developments  in  short 
pulse  lasers  that  have  greatly  improved  this  situation  and  have  resulted  in  the 
development  of  packaged  optical  sampling  oscilloscopes  with  bandwidths  in  the  terahertz 
range.  This  presentation  will  focus  on  a  terahertz  bandwidth  optical  sampling 
oscilloscope  developed  within  Hewlett-Packard  Laboratories. 

The  optical  sampling  system  makes  use  of  a  unique  optical  pulse  source  developed  within 
HP  Labs[l].  The  source  is  a  fiber  ring  laser  that  generates  sub-picosecond  pulses  at 
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repetition  rates  of  1 0's  of  megahertz.  These  pulses  are  then  amplified  and  compressed  to 
roughly  100  fs  for  use  as  sampling  pulses.  Laser  pulse  formation  is  controlled  using  a 
combination  of  nonlinear  pulse  propagation  and  saturable  absorption.  The  laser  is  robust 
and  has  very  low  inherent  timing  jitter. 

To  synchronize  the  signal  and  sampler  sources,  the  frequency  of  the  sampler  laser  is 
locked  to  a  clock  signal  from  the  incoming  data  stream.  The  frequency  of  the  sampler  is 
then  varied  such  that  the  sample  pulses  scan  through  the  incoming  data  stream.  The 
incoming  optical  data  stream  and  the  optical  sampling  pulses  are  combined  in  an  optical 
mixing  crystal  producing  a  sum  frequency  output  linearly  proportional  in  time  to  the 
incoming  signal. 

The  system  has  been  applied  to  a  number  of  experiments  including  the  direct 
measurement  of  the  chirp  of  picosecond  pulses  from  a  10  Gb/s  electro-absorption 
modulator,  measurements  of  the  nonlinearity  of  optical  fiber  using  nonlinear  pulse 
propagation,  and  the  characterization  of  pulses  from  a  variety  of  short  pulse  lasers. 

More  details  of  the  system,  its  performance,  and  applications  will  be  presented  at  the 
meeting. 

1)  H.  Lin,  W.  H.  Perez,  Y.  Gu,  and  K.  V.  Reddy,  "Saturable  absorber  mode-locked  Er/Yb 
fiber  ring  lasers,"  Optical  Society  of  America  Annual  Meeting,  September  10-15,  1995, 
paper  ThYY3. 
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Abstract 

A  micro-machined,  fiber-mounted  photoconductive- 
sampling  probe  was  fabricated  on  low-temperature-grown 
GaAs.  The  probe  has  a  3.5  ps  response,  and  a  sensitivity  of 
15  nV/(Hz)i/2  when  integrated  with  a  JFET  source 
follower. 

Keywords 
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devices,  Ultrafast  measurements 


A  new  photoconductive-sampling  (PC)  probe  with  a  3.5-ps 
temporal  resolution  sub- 100  nV  voltage  resolution, 
submicrometer  spatial  resolution,  and  absolute-voltage 
signal  measurement  capability  has  been  designed, 
fabricated  and  applied  to  waveform  testing  both  in  a  direct, 
conductive-contact  mode  and  in  a  field  sensitive,  non- 
contact  mode.  A  micro-machined,  1-pm-thick  low 
temperature-grown  GaAs  (LT-GaAs)  film  is  used  as  the 
active  photoconductive  area  of  the  fiber-mounted  probe, 
supporting  the  interdigitated  fingers  that  comprise  the 
sampling  gate  pattern.  A  7-pm-wide  metal  tab  has  been 
utilized  as  the  tip  of  the  probe  for  electrical  measurements, 
and  a  sub  100-nm  conical  tip  has  been  incorporated  with 
the  probe  for  implementation  in  a  scanning-force 
microscope  for  topographical  measurements. 

The  geometry  and  positioning  ability  of  this  probe, 
along  with  the  fact  that  it  is  integrated  with  a  high- 
impedance,  JFET  source  follower,  allow  one  to  avoid  the 
limitations  of  previous  probes  that  typically  used  bulk 
substrates:  e.g.,  requirements  for  parallel  alignment  of  the 
probe  with  circuit  under  test  to  obtain  good  contact; 
decoupling  between  the  gating  laser  pulses  and  the 
sampling  gate;  and  poor  voltage  sensitivities  of  pV/(Hz)l/2 
or  higher  [1],  This  probe  will  find  application  both  for 
digital  and  analog  circuit  internal-node  analysis  of 
waveforms,  as  well  as  in  cryogenic  measurement  of 
quantum  transport  devices. 

The  probe  was  fabricated  using  a  layer  of  1-pm  thick 
LT  GaAs  which  was  grown  by  molecular  beam  epitaxy  at 
220°C  and  annealed  at  600°C  for  10  minutes.  The  trapping 
time  of  the  LT  GaAs  was  found  to  be  1.1  ps  via  pump- 
probe  transient  absorption  measurement.  Removal  of  the 


bulk  substrate  required  a  metallization  process  and  several 
etching  steps  [2],  The  teardrop  shape  of  the  LT  GaAs  layer 
(Fig.  1 )  was  formed  by  a  phosphoric  acid  mesa  wet-etch 
through  the  LT  GaAs  layer.  A  lift-off  process  was  then 
used  to  deposit  500  A  /3000  A  of  Ti/Au  for  the  interdigital 
metal-semiconductor-metal  (MSM)  PC  switch,  electrode 
and  tip.  Lapping  and  backside  etching,  were  used  to  release 
the  probe  from  the  GaAs  bulk  substrate.  Ammonium 
hydroxide  and  hydrofluoric  acid  were  used  to  etch  the 
GaAs  substrate  and  Al0.5Gao5As  etch-stop  layer, 
respectively,  while  the  front  side  was  protected  by  black 
wax.  Xylene  was  then  used  to  dissolve  the  black  wax 
separating  the  probes.  A  5  x  5  mm2  die  area  produced  500 
probes  with  a  yield  of  90%. 


Figure  1.  Scanning  electron  microscope  picture  of  the  epitaxial 
lift-off  probe.  The  probe  is  130  by  230  pm  (at  its  widest  points) 
by  1  pm  and  consists  of  a  Ti/Au  interdigital  MSM  switch  with 
fmgersize  and  spacing  of  1.5  pm.  The  total  switch  area  is  about 
30x30  pm2. 

The  probe  is  optically  glued  onto  a  single-mode  fiber 
with  a  45°  polished  bevel.  This  scheme  allows  the  guided 
laser  pulses  to  internally  reflect  off  the  polished  surface  to 
the  backside  of  the  probe  and  into  the  switch  area.  The 
need  for  realignment  of  the  PC  gate  illumination  when  the 
probe  is  repositioned  is  eliminated.  Because  the  probe  is 
flexible,  the  fiber-coupled  probe  can  touch  a  device  at  an 
arbitrary  angle  with  reliable  and  repeatable  electrical 
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contact  simply  by  observing  the  reflection  from  the 
bending  probe  tip. 


Figure  2.  Photoconductive  sampling  setup  with  the  probe 
contacting  a  coplanar  transmission  line.  The  JFET  source 
follower  is  connected  to  the  probe  via  silver  epoxy. 

We  tested  the  probe  to  measure  picosecond  pulses  that 
were  generated  photoconductively  using  the  gap  separating 
the  electrodes  of  a  coplanar  stripline  on  a  LT  GaAs 
substrate  (Fig.  2).  A  mode-locked  Ti:sapphire  laser  with 
100-fs  duration  pulses,  operating  at  810-nm  wavelength 
with  a  repetition  rate  of  82  MHz,  is  split  into  two  beams 
with  one  variably  delayed  with  respect  to  the  other.  The 
first  beam,  modulated  by  an  acousto-optic  Bragg  cell  at 
frequencies  that  could  be  varied  between  50  Hz  and  110 
kHz,  was  used  to  excite  a  PC  switch  and  generate  a  test 
signal.  The  second  beam,  consisting  of  the  gating  laser 
pulses,  was  coupled  into  the  single-mode  fiber  to  activate 
the  PC  switch.  To  demonstrate  the  probe  operation,  the 
metal  tab  of  the  probe  made  contact  with  the  grounded 
section  of  the  transmission  line.  The  output  of  the  MSM 
sampling  gate  is  coupled  to  a  source  follower  assembled 
using  a  pair  of  matched,  n-depletion  JFETs  (model 
2N5912)  [3,4].  The  input  capacitance  of  the  JFET  is  3  pF, 
and  the  gate  input  impedance  is  >  1  TQ.  The  output  of  the 
fiber-mounted  probe  was  connected  to  this  source  follower 
by  either  conductive  silver  paint  or  indium  solder,  with  a 
spacing  of  1  cm  between  the  PC  probe  and  the  amplifier. 
Without  the  source  follower,  the  distributed  capacitance 
encountered  by  the  fiber-mount  probe  is  estimated  to  be 
-220  pF  for  a  3-ft  RG-58  coaxial  cable  and  a  lock-in 


amplifier.  This  capacitance  limits  the  modulation  frequency 
of  the  beam  directed  at  the  transmission  line  gap  to  about  1 
to  2  kHz.  Typically,  the  sensitivity  of  photoconductive 
sampling  below  1-kHz  modulation  frequency  is  several 
|iV/(Hz)l/2.  By  introducing  the  amplifier  with  a  smaller  3- 
pF  capacitance,  the  charging  time  was  reduced,  increasing 
the  allowed  modulation  frequency  to  tens  of  kHz.  The 
important  advantage  of  a  high  modulation  frequency  is  that 
the  1/f  noise  due  to  gating  laser  fluctuations  can  be  reduced 
[5],  However,  above  a  specific  frequency  value 
(modulation  frequency  bandwidth)  the  measured  signal 
falls  below  the  actual  signal  under  test. 


0  10  20  30  40  50 

Time  (ps) 

Figure  3.  Temporal  waveform  resolved  using  the  LT  GaAs  PC 
probe  with  integrated  JFET  source  follower.  The  noise  level 
measured  at  the  baseline  near  t=0  ps  is  15  nV/(Hz)  . 


Figure  4.  Lumped-element  circuit  diagram  for  sampling  through 
passivation.  a+  and  a-  correspond  to  the  positive  and  negative 
induced  charges. 

Figure  3  is  a  measurement  of  a  3.8-ps  signal  with  a  2- 
|iV  amplitude  at  a  modulation  frequency  of  50  kHz  with  a 
gating  laser  power  of  2  mW.  A  LiTa03  electro-optic  (EO) 
sampling  probe  was  used  to  establish  that  a  1.5  ps  signal 
was  being  generated  by  the  photoconductive  gap  switch. 
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By  deconvolving  the  measured  and  transmission  line 
signals  the  response  of  the  probe  was  found  to  be  3.5  ps.  At 
50  kHz  the  measured  signal  by  the  lock-in  amplifier  is 
about  half  of  the  actual  signal  on  the  transmission  line.  The 
sensitivity  or  the  noise  is  15  nV/(Hz)1/2  which  is  found  by 
taking  the  root  mean  square  value  calculated  from  the 
baseline.  Therefore,  the  minimum  detectable  signal  is  30 
nV/(Hz)l/2 


Time  (ps) 

Figure  5.  Normalized  time-domain  waveforms  measured  through 
a  passivation  layer.  The  PC  probe  used  a  2-mW  gating  laser 
power.  The  a-o  modulator  was  set  to  50  kHz. 

With  the  increased  sensitivity,  the  PC  probe  also  has  the 
capability  to  measure  signals  through  an  insulating  layer.  A 
transmission  line  with  a  portion  of  its  area  covered  with  a 
4-pm-thick  layer  of  Si02  was  used  to  demonstrate  sampling 
through  a  passivation  (Fig.4).  Here,  two  PC  probes  were 
utilized,  one  with  a  dc  bias  for  launching  a  signal  and  the 
other  as  a  sampling  probe.  The  launcher  was  brought  onto 
direct  electrical  contact  with  the  stripline,  while  the 
sampling  probe  contacted  the  Si02  passivation  layer  above 
the  metal  lines.  When  the  guided  electrical  signal  under  the 
passivation  reaches  the  tip  of  the  probe,  induced  charges 
are  formed  on  the  capacitors  of  the  insulating  layer,  the  PC 
switch  and  JFET  source  follower.  Timing  between  the  fast 
electrical  signal  and  the  gating  laser  pulse  allows  the 
charges  across  the  PC  switch  to  be  injected  into  the  JFET 
source  amplifier.  Figure  5  shows  two  waveforms  measured 
on  the  line  below  the  insulating  layer.  The  70  pV  and  180 
nV  signal  amplitudes  correspond  to  the  120  mV  and  65  pV 
actual  signals  on  the  transmission  line.  From  the  180  nV 
data,  the  root-mean  square  voltage  noise  was  measured 
from  the  baseline  to  be  about  6nV/(Hz)l/2.  The  minimum 
detectable  noise  is  therefore  2.5  pV//(Hz)1/2.  In  contrast  to 
the  direct  contact  sampling,  the  modulation  bandwidth  for 
sampling  through  passivation  is  extremely  high, 
approximately  100  kHz.  This  should  allow  either  very 
sensitive  determination  of  small  voltage  waveffom 


amplitudes  at  internal  nodes  of  circuits  or  very  rapid 
measurement  of  larger  signals. 
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Abstract 

We  report  a  scanning-force  microscope  tip/cantilever  with  a 
coaxial  metal  shield  for  use  as  an  ultra-small  field  probe, 
observing  30  ps  waveforms  on  an  integrated  circuit  at  a 
spatial  resolution  set  by  the  tip  radius,  the  first  direct 
measurements  of  electric  field  at  these  levels  of  temporal 
and  spatial  resolution.  This  new  ability  to  acquire 
topography  while  maintaining  constant  tip-sample  distance 
for  calibrated  measurement  or  excitation  of  near-zone 
picosecond  time-resolved  electric  fields  can  be  useful  not 
only  for  probing  advanced  circuits  but  also  for  localized 
broadband  spectroscopy  of  condensed  matter  and  biological 
samples. 
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Introduction 

Current  integrated  circuits  (IC’s)  with  sub-micrometer 
features  and  switching  rates  in  the  hundreds  of  megahertz 
present  serious  challenges  to  internal-node  measurement 
techniques.  While  established  electron-beam  probes  aie 
addressing  industry  needs  for  circuit  diagnostics  today,  they 
require  vacuum,  measure  only  conductive  surfaces,  and 
suffer  from  sample  charging  effects.  Future  computational 
structures  will  have  nanometer  dimensions  and  gigahertz 
clocks,  outstripping  the  capabilities  of  contemporary 
probing  methods.  As  the  density  of  these  structures 
increases  to  the  level  of  a  complex  “artificial  materiaF’, 


characterizing  them  with  scanning  probes,  as  one  might  a 
real  material,  becomes  an  increasingly  attractive  solution. 

In  response  to  this  need,  several  groups  have  developed 
proximal  probing  techniques  which  use  nonlinearities  in 
the  tip-sample  interaction  to  downconvert  picosecond 
waveforms  on  a  sample  via  coherent  techniques.  For 
example,  frequency  mixing  by  means  of  the  nonlinear 
force-voltage  response  of  the  scanning-force  microscope 
(SFM)  cantileverfl,  2]  allows  >  100  GHz  signals  to  be 
measured[3]  (also  see  B.  Nechay,  et  al.,  this  conference), 
but  can  be  subject  to  drift  since  the  SFM  height  feedback 
loop  is  opened  to  make  the  voltage  measurement  unless  a 
non-harmonic  tip-sample  distance  modulation  scheme  is 
employed.  Scanning  tunneling  microscopes  have  also 
allowed  fast  waveform  measurements [4,  5],  but  require 
conductive  surfaces,  preventing  probing  through  dielectric 
layers.  Because  frequency  conversion  occurs  in  the  tip- 
sample  interaction,  both  techniques  require  the  tip  to  carry 
a  mixing  signal,  a  source  of  interference,  especially  since 
neither  technique  screens  long-range  Coulomb  interactions. 
Furthermore,  coherence  between  the  tip  and  sample  signals 
is  required  so  that  an  output  can  be  measured  within  the 
<  100  kHz  usable  bandwidth  of  these  “bare-tip”  scanning 
probes. 

By  contrast,  we  extend  this  measurement  bandwidth 
beyond  10  GHz  and,  more  importantly,  add  a  screen  to 
localize  the  electric  field  measurement,  by  modifying  a 
SFM  tip/cantilever  with  a  shielded  transmission  line 
allowing  direct  non-contact  probing  of  local  electric  fields, 
eliminating  the  need  to  inject  a  signal  onto  the  tip.  The 
SFM  now  becomes  useful  for  localized  broadband 
spectroscopy  not  only  on  active  samples  amenable  to 
coherent  measurements,  such  as  circuits,  but  also  on 
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passive,  even  non-conducting  samples  of  interest,  such  as 
surfaces  and  membranes. 

While  near-field  scanning  optical  microscopy  (NSOM) 
has  attracted  much  attention  for  localized  probing[6-8],  sub¬ 
wavelength  confinement  of  visible  light  was  preceded  by 
microwave  demonstrations [9],  and  a  wide  range  of  contrast 
mechanisms  in  semiconducting,  superconducting  and 
biological  materials  and  systems  awaits  exploration  at  the 
level  of  nanometer  spatial  resolution  in  the  spectrum  lying 
between  DC  and  visible  light[  10]. 


Figure  1:  100  x  100  pm  topographical  scan  of  NLTL  output 

section  with  the  time-domain  waveform  of  one  1.400  GHz 
cycle  measured  at  the  diode  indicated  by  the  arrow;  the  1 0- 
90  %  falltime  of  the  steepest  edge  is  30  ps,  and  the  calibrated 
voltage  scale  is  on  the  right.  Incomplete  contact  metal  liftoff 
can  also  be  seen;  this  is  otherwise  difficult  to  detect  under 
optical  illumination.  Reproduced  with  permission  from  Ref. 
[11].  Copyright  1997,  American  Institute  of  Physics. 

This  probe  is  an  early  step  toward  generalizing  the 
NSOM  to  these  longer  wavelengths  while  maintaining  the 
topographical  resolution  of  the  SFM:  By  modifying  a 
commercially-available  silicon  tip/cantilever  with  a 
dielectric  spacer  and  metal  shield,  connected  to  a  sampling 
oscilloscope  with  a  coaxial  cable,  we  have  measured  30  ps 
waveforms  along  with  the  <10  nm-level  topographical 
resolution  expected  of  a  non-contact  SFM  (Fig.  1). 

For  these  measurements  we  chose  a  nonlinear 
transmission  line  (NLTL)[12],  a  sample  exhibiting  both 
spatial  nonlinearity  and  waveforms  similar  to  future 
ultrafast  computing  circuits.  The  temporal  resolution  we 
achieve  with  this  shielded  probe  is  limited  by  the 
capacitance  of  the  output  cabling.  The  spatial  electric  field 
resolution  afforded  by  the  coaxial  geometry  of  the  probe  is 
primarily  determined  by  the  ~  10  nm  tip  radius  of  the 
center  conductor[13,  14]  since  the  otherwise-large  “antenna” 
effect  of  the  tip/cantilever  is  now  shielded.  Direct 
measurements  of  electric  field  combined  at  such  levels  of 
temporal  and  spatial  resolution  have  not  been  reported  until 
now. 


While  much  work  has  been  reported  on  the  use  of 
open-ended  coaxial  probes  for  dielectric  characterization  of 
materials  and  biological  systems[15],  considerations  of 
high  spatial  resolution  are  rarely  addressed.  Seminal  work 
in  micrometer-level  scanning  localization  of  microwave 
fields!  16]  has  been  followed  by  recent  work  demonstrating 
that  electric  field  resolution  is  primarily  set  by  the  tip 
radius  in  a  shielded  system,  due  to  the  quasistatic  field 
distribution  at  the  aperture[13,  14,  17].  None  of  the 
literature  suggests  the  combination  of  the  SFM  cantilever 
with  a  coaxial  tip  in  this  way,  even  though  it  offers  not 
only  acquisition  of  sample  topography  and  field  together, 
but  also  control  of  the  tip-sample  distance  by  the  surface 
force  gradient.  Enabling  both  non-contact  imaging  and 
calibrated  field  measurements  are  two  distinct  advantages  of 
our  approach. 

As  with  NSOM,  this  technique  can  work  in  both 
emission  and  detection  modes,  but  as  the  extension  of  a 
microwave  waveguide,  it  can  also  work  in  reflection!  16, 
18]  and  transmission  14,  19],  made  especially  convenient 
by  high-precision  network  analyzers  available  in  this 
frequency  regime,  in  contrast  to  resonant  coaxial 
techniques,  which  gain  sensitivity  at  the  expense  of 
narrow-band  limitations!  13,  17].  We  note,  however,  that 
this  approach  does  not  preclude  the  use  of  resonant 
techniques  or  highly-sensitive  microwave  bridge 
detectors [20].  While  we  report  its  use  in  detection,  we 
have  also  observed  dielectric  contrast  in  the  magnitude  and 
phase  of  (microwave)  reflections  in  larger-scale 
experiments,  which  when  scaled  down  should  be  especially 
useful  for  spatially-resolved  measurements  of  defects  in 
thin  films,  such  as  gate  oxides. 

Measurements 

To  make  these  measurements,  we  first  prepared  a 
commercially-available  conductive  silicon  tip/cantilever 
with  a  metal  shield  connected  to  a  coaxial  output  cable. 
This  process  involves  a  90°  C  90-minute  bake-out  to  drive 
off  water  from  the  tip/cantilever,  followed  by  a  drop  of 
HMDS  applied  with  a  pipette  to  the  cantilever  to  prepare 
the  surface  for  photoresist,  a  convenient,  low-stress,  low- 
permittivity  dielectric  which  can  form  a  thick  coating  for 
low-capacitance  shielding[21].  After  a  2-minute  air  dry,  a 
single  brush  fiber  is  used  to  apply  a  drop  of  AZ-5214 
photoresist  to  the  cantilever,  followed  by  a  1 20°  C  30- 
minute  “hard  bake”.  The  tip/cantilever  is  then  mounted  in 
an  electron-beam  evaporator  for  deposition  of  300  A  of 
titanium  (at  8  A/sec)  for  adhesion  followed  by  2000  A  of 
gold  (at  4-6  A/sec)  for  shielding.  Scanning  electron 
microscopy  of  the  resultant  structure  shows  complete 
coverage  of  the  tip  and  cantilever  with  the  expected  half¬ 
cylinder  of  metal  (peak  height  >  16  \lm)  running  the 
length  of  the  cantilever  (inset,  Fig;  2). 
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Using  a  micromanipulator  with  a  sharp-tipped  tool, 
excess  gold  at  the  base  of  the  cantilever  can  be  removed. 
While  this  reduces  the  area  for  attaching  the  output  wire, 
making  attachment  more  difficult,  it  substantially  reduces 
the  capacitance  between  the  metal  and  the  conducting 
silicon  body,  in  this  case  to  -  30  fF,  the  capacitance  due 
to  the  half-cylinder  of  metal  on  the  cantilever  alone.  Using 
silver  epoxy,  0.86  mm  (outer  diameter)  semi-rigid  coaxial 
cable[22]  is  anchored  at  the  side  of  the  probe  body, 
minimizing  its  profile.  An  18|J.m  diameter  gold  bond 
wire  is  epoxied  to  the  coax  center  conductor,  then  to  the 
gold-coated  base  of  the  cantilever,  then  looped  back  on 
itself  to  the  coax  center  conductor  again,  halving  its 
inductance  (Fig.  2).  Approximately  50  mm  of  the  coaxial 
cable  extends  from  the  mounting  point  to  facilitate 
connection  to  a  longer  but  lower-loss  cable  running  to  the 
signal  measurement  equipment. 

Coax 


Figure  2:  Schematic  arrangement  of  shielded  SFM 

tip/cantilever  connected  to  a  coaxial  output  cable  (above),  and 
electron  microscope  image  of  actual  shielded  SFM  tip 
surrounded  by  coaxial  shield  (below).  Inset  of  lower  image  is 
the  same  tip  before  removing  the  shield.  Reproduced  with 
permission  from  Ref.  [II].  Copyright  1997,  American 
Institute  of  Physics. 

The  tip  assembly  is  mounted  into  a  Topometrix 
Explorer  SFM  and  arranged  to  have  a  -  15°  tilt  between 
the  cantilever  and  sample  planes  to  allow  clearance  for  the 
output  coax  (Fig.  2).  Although  this  limits  the  imaging 
area,  this  limit  can  be  readily  overcome  with  lower-profile 


cable [22]  and  a  slightly  modified  scanner  or  V-grooves 
etched  into  the  silicon  body;  in  this  first  demonstration, 
however,  we  instead  made  a  large-area  topographical  scan 
(Fig.  1)  with  an  identical  tip  minus  the  coax. 

The  initial  resistance  measured  at  the  output  coax  was 
infinite,  as  expected.  Then  by  scanning  the  tip  over  a  gold- 
coated  sample  and  gradually  lowering  it  just  to  the  point  of 
contact,  the  metal  shell  over  the  tip  was  removed,  exposing 
the  underlying  silicon  tip  and  forming  a  coaxial  shield  with 
-  5  (im  diameter  (Fig.  2),  as  verified  electrically  by 
observation  of  both  a  short  circuit  and  of  AC  signal 
extinction  as  the  tip  was  brought  into  hard  contact  with  a 
conductor.  While  this  is  already  the  smallest  reported 
coaxial  structure  to  be  used  for  field  measurements,  we  are 
developing  a  micromachined  version  with  a  -  100  nm 
diameter  for  even  greater  field  confinement,  ease  of 
assembly  to  a  cable,  and  the  attendant  advantages  of  batch 
fabrication[23]. 

The  sample,  a  NLTL  on  GaAs,  is  a  high-impedance 
coplanar  waveguide  transmission  line  periodically  loaded 
with  reverse-biased  Schottky  diodes  (inset,  Fig.  3)  to 
compress  an  input  sinusoid  into  a  sawtooth  waveform 
having  a  pico-  or  sub-picosecond  edge — here  a  falling  edge 
due  to  the  polarity  of  the  diodes  on  the  structure.  To 
approximate  the  switching  waveforms  expected  from 
advanced  computational  structures  in  the  low  GHz  regime, 
we  drove  the  NLTL  with  1.400-2.000  GHz  signals  from  a 
Hewlett-Packard  83620A  microwave  synthesizer,  amplified 
by  an  HP  83020A  power  amplifier.  The  waveform  was 
measured  on  an  HP  54750A  50  GHz  sampling 

oscilloscope,  triggered  by  another  83620A  synthesizer 
because  it  cannot  trigger  on  the  high-frequency  NLTL 
drive.  The  oscilloscope  would  trigger  at  lower-frequency 
drives  (down  to  200  MHz,  the  low-end  limit  of  the 
83020A)  but  waveform  compression  on  the  NLTL  was 
minimal. 


Figure  3:  Excerpts  from  a  linear  scan  along  the  NLTL  diodes 
showing  waveform  compression  at  a  2.000  GHz  drive. 
Distortion  of  the  signal  at  Diode  A  is  probably  from  the 
waveguide  bend  just  before  it.  Reproduced  with  permission 
from  Ref.  [11].  Copyright  1997,  American  Institute  of 
Physics. 
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As  shown  in  Fig.  3,  we  measured  the  expected  spatial 
nonlinearity  along  the  NLTL,  with  a  progressively  steeper 
falling  edge  moving  along  the  line;  while  three  sample 
traces  are  shown,  the  spatial  resolution  of  the  field  could  be 
observed  through  measurable  variations  in  the  waveform  at 
<0.1  |im  steps  of  the  probe  moving  along  the  line.  A 
new  observation  afforded  by  this  measurement  was  that, 
although  the  diodes  are  approximately  equidistant  from  one 
another,  the  first  one  (Diode  A)  had  a  much  slower 
waveform  than  its  successors,  probably  due  to  a  signal 
reflection  from  the  90°  bend  in  the  transmission  line  just 
before  it.  To  verify  this,  one  could  perform  a  high- 
resolution  scanning  field  measurement  of  the  bend  area  and 
compare  it  with  a  full-wave  field  simulation:  Fourier- 
transforming  the  time-domain  measurements  or  simply 
connecting  a  microwave  spectrum  analyzer  to  the  probe 
would  quickly  collect  this  information.  Another  new 
observation  was  that  the  metal  liftoff  process  used  to  make 
diode  contacts  on  the  NLTL  was  incomplete  on  this  sample 
(Fig.  1).  This  is  difficult  to  see  under  normal  illumination 
in  a  high-power  optical  microscope  since  the  gold  contacts 
give  nearly  uniform  reflection.  Such  direct  local 
diagnostics  of  very  fast,  very  dense  IC’s  are  now  possible 
with  this  new  probing  technique. 
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Figure  4:  Fourier  transform  of  waveform  from  Diode  C 
(Fig.  3)  and  equivalent-circuit  model  of  tip,  cantilever,  bond 
wires  and  output  cabling.  Approximate  values  are 
Cup  =  40  fF,  Ruatu  =  10  Q,  Ccant  =  30  fF,  L  =  0.5  nH, 
Lcabi  =  Ccah2  =  10  pF,  Rcab=3  O. 


From  previous  measurements  on  the  output  of  this  NLTL 
using  an  on-chip  diode  sampling  bridge,  we  expected 
-  5  ps  (10-90  %),  3  V  falling  edges  under  these  drive 
conditions;  measurements  with  the  new  probe  gave  30  ps 
edges  and  50x  lower  amplitudes.  This  not  only  enables  a 
calibration  of  the  voltage  scale  but  points  out  the 
bandwidth  limitation  of  the  coaxial  cable  running  from  the 
probe  to  the  oscilloscope.  This  cable  has  95  pF/m 
distributed  capacitance,  dominating  the  response  of  the 
system;  a  single-pole  approximation  with  a  Gaussian  pulse 
predicts  a  -3  dB  bandwidth  of  ~  12  GHz,  while  a  more 


involved  equivalent-circuit  model  of  the  parasitic  elements 
limiting  the  system  also  reveals  the  dominant  effect  of  the 
output  cable  capacitance  (Fig.  4),  and  limits  our  ability  to 
extract  tip-sample  capacitance  values.  Thus,  we  only 
roughly  estimate  the  tip-sample  capacitance  at  ~  40  fF,  a 
value  corresponding  to  the  area  of  the  shield  opening  at  a 
20  nm  tip-sample  working  distance.  We  note  that  by 
adjusting  the  tip-sample  distance,  a  tradeoff  can  be  made 
between  probe  invasiveness  and  the  low-frequency  edge  of 
the  measurement  band  (~  200  MHz  here).  Further 
advances  can  be  made  with  localized  instrumentation  near 
the  tip,  for  example  a  buffer  amplifier  to  minimize 
capacitive  loading  of  the  output  cable  or  a  high-speed 
sampling  bridge  for  extended  measurement  bandwidth. 

Outlook 

This  shielded  tip  offers  several  new  advantages:  by  direct 
field  measurement  it  allows  the  use  of  a  wide  variety  of 
instrumentation  that  need  not  inject  or  be  coherent  with  a 
signal  on  the  sample  (in  fact  the  sample  can  be  passive, 
even  non-conductive);  the  shield  limits  long-range 
Coulomb  interactions,  increasing  the  spatial  resolution  of 
field  measurements  over  previous  “bare  tip”  approaches  and 
extending  the  local  measurement  bandwidth;  by  stabilizing 
the  tip-sample  distance  in  non-contact  mode,  calibrated 
voltage  measurements  can  be  made  without  drift;  and  even 
in  contact  mode,  the  controlled  impedance  of  the 
tip/cantilever  is  advantageous  for  localized  measurements. 

Because  of  the  two-conductor  nature  of  the 
tip/cantilever  transmission  line,  it  exhibits  no  cutoff 
wavelength,  unlike  the  pulled-fiber  NSOM,  enabling 
operation  at  much  lower  power  due  to  dramatically  lower 
losses,  albiet  in  a  different  wavelength  regime[14].  Indeed, 
it  is  a  complement  to  localized  visible-light  spectroscopy, 
extending  the  range  of  available  wavelengths  into  the 
microwave  regime.  For  excitation  up  to  ~  1  THz,  we  can 
integrate  NLTLs  with  the  probe,  noting  that  established 
algorithms  for  deembedding  or  deblurring  radar  images 
could  be  applied  for  enhancing  the  field  resolution  in  this 
application,  possibly  allowing  the  tip  to  image  conductors 
buried  in  a  dielectric  or  subsurface  defects  in 
semiconductors.  For  even  shorter- wavelength  probing  with 
excitation  from  a  Fourier-transform  infrared  spectrometer, 
far-infrared  gas  laser  or  free-electron  laser,  we  can  place 
micromachined  planar  antennas  on  the  back  side  of  the 
cantilever,  connecting  them  to  a  field-concentrating  near¬ 
field  antenna  such  as  a  coaxial  tip  or  magnetic  loop.  This 
will  extend  localized  spectroscopy  to  the  far-infrared 
“molecular  fingerprint”  regime[10],  allowing  us  to  probe 
biological  samples  with  “softer”,  lower-energy  photons 
than  those  of  visible  light. 
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Abstract 

We  succeeded  for  the  first  time  in  visualizing  instantaneous 
voltage  distribution  of  2ps  electrical  pulse  propagating  on 
coplanar  strips  (CPS).  This  result  was  obtained  using  a 
scanning  force  optoelectronic  microscope  (SFOEM)  which 
we  have  developed  by  coupling  a  scanning  force  microscope 
(SFM)  and  an  ultrafast  optical  sampling  technique.  The 
observed  voltage  distribution  shows  a  single  peak  deviating 
outward,  the  experimental  results  prove  possibility  of  the 
SFOEM  in  measuring  ultrafast  and  ultra-dense  electronic 
devices. 

Key  Words 
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Photoconductive  materials.  Optoelectronics. 

Introduction 

Recent  progress  in  semiconductor  technology  has  increased 
the  speed  and  density  of  electronic  devices  and  integrated 
circuits.  This  trend  is  likely  to  continue  increasing  to  the 
order  of  terahertz  and  several  tens  of  nanometers  in  the 
future.  In  this  situation,  ultrafast  measurements  using  a 
scanning  force  microscope  (SFM)[l-3]  or  a  scanning 
tunneling  microscope  (STM)[4-7]  have  recently  attracted  a 
great  deal  of  attention.  They  are  powerful  new  methods  to 
test  ultrafast  and  ultrahigh-density  electronic  devices  and 
circuits.  It  will  be  possible  with  these  methods  to  measure 
electrical  signals  at  any  internal  node  in  a  sub-picosecond 
time  and  sub-nanometer  spatial  resolution.  A  fundamental 
idea  of  methods  of  this  kind  is  to  introduce  an  equivalent 
sampling  method  to  an  STM  or  SFM  by  using  some  kind 
of  sampler  or  mixer  near  the  probe  tip.  We  have  developed 
a  scanning  force  optoelectronic  microscope  (SFOEM)  based 


on  an  SFM.  The  SFOEM  has  a  special  probe  with  a  sharp 
conductive  tip  and  a  photoconductive  semiconductor  switch 
(PCSS)[8]  which  works  as  an  optical  sampler  in  the  so-called 
equivalent  sampling  measurement.  In  this  paper  we  report 
on  observation  of  spatial  distribution  images  of  an  electrical 
picosecond  pulse  propagating  on  a  metal  strip  and  its  time 
evolution  by  using  the  SFOEM.  This  result  proves  that  the 
SFOEM  is  very  useful  in  investigating  how  ultrafast  signals 
propagate  in  the  real  world. 

System  Setup 

Figure  1  shows  the  system  setup.  The  probe  is  supported 
by  piezoelectric  actuators  in  the  x-,  y-,  and  z-directions. 
The  probe  has  a  photo-conductive  semiconductor  switch 
(PCSS)  on  its  thin-film  cantilever[9].  One  of  the  two 
electrodes  of  the  PCSS  is  a  sharp  probe  tip  made  of  Pt,  and 


Figure  1.  Schematic  of  system  setup.  One  laser 
beam  generates  electrical  pulse  train.  The  other 
beam  turns  on  optical  switch  on  the  probe. 
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the  other  one  is  connected  to  a  slow  pre-amplifier  with 
high  input  resistance  through  a  50£2  cable. 

The  cantilever  is  made  of  low  temperature  grown  GaAs 
(LT-GaAs)  and  the  material  in  the  gap  region  between  the 
two  electrodes  works  as  the  PCSS  [9].  An  ultra-short  optical 
pulse  train  from  a  mode  locked  Ti  sapphire  laser  is  used  to 
turn  the  PCSS  on  and  off.  Since  photo-excited  carriers  in 
LT-GaAs  have  an  extremely  short  life  (10-11),  the  response 
time  of  the  PCSS  is  about  lps  or  shorter. 


Figure  2.  Top  view  of  sample  device.  Two  rectangles 
show  the  area  observed  hv  SFOEM 


If  the  electrical  signal  of  a  device  under  test  (DUT)  is 
repetitive  and  the  period  is  synchronized  to  that  of  the  laser 
pulse  train,  the  DC  voltage  after  the  PCSS  reproduces  an 
instantaneous  signal  voltage.  By  scanning  the  optical  path 
length,  the  ultrafast  signal  waveform  is  accurately  measured. 
This  is  the  so-called  equivalent  sampling  method,  and  is 
similar  to  the  principle  of  a  high-speed  sampling  oscilloscope 
or  a  strobo  camera. 

In  this  measurement  the  DUT  is  DC-biased  coplanar 
strips  (CPS)  fabricated  on  a  LT-GaAs  layer  on  a  semi- 
insulating  GaAs  substrate  illustrated  in  Figure  2.  There  is 
one  more  strip  connected  to  the  CPS  ground  strip  via  an 
interdigit  coupler.  We  generated  electrical  pulses  by 
illuminating  the  gap  region  of  the  CPS,  and  measured  the 
electrical  pulses  in  the  areas  on  the  ground  strip  and  the 
interdigit  coupler  shown  by  the  rectangles  in  Figure  2.  The 
incident  optical  pulse  has  a  duration  of  lOOfs,  a  repetition 
rate  of  80MHz,  and  a  wavelength  of  830nm. 

A  probe  beam  separated  from  the  pump  beam  is 
introduced  to  the  SFOEM  head  through  a  single  mode  optical 
fiber  and  focused  onto  the  PCSS  on  the  probe.  The  average 
beam  power  at  the  probe  is  lOmW.  70%  of  the  incident 
beam  is  used  to  turn  the  PCSS  on  and  the  other  30%  is 
reflected  to  a  beam  position  detector.  The  output  from  the 


detector  is  used  for  probe  position  control.  The  probe 
position  control  procedure  is  the  same  as  that  of  a  normal 
SFM.  That  is,  the  piezoelectric  actuator  in  the  z-direction 
controls  the  probe  height  so  that  the  reflected  beam  spot  is 
maintained  at  a  fixed  position  on  the  detector  using  a 
feedback  circuit.  Since  the  deviation  of  the  reflected  beam 
position  corresponds  to  the  deflection  of  the  cantilever,  the 
deflection  and  the  force  between  the  probe  tip  and  the  DUT 
surface  are  also  maintained  constant. 

Although  an  ordinary  SFM  uses  a  CW  laser  beam  to 
detect  the  probe  position,  we  use  just  one  pulse  beam  for 
both  probe  position  control  and  PCSS  switching.  Since  the 
periodic  frequency  of  the  optical  pulse  train  is  sufficiently 
higher  than  the  bandwidth  of  the  position  control  circuit, 
the  pulse  beam  operation  causes  no  disturbance  to  probe 
position  control.  In  this  situation,  by  scanning  the 
piezoelectric  actuators  in  the  x-  and  y-directions,  we  observed 
the  instantaneous  potential  distribution. 

Probe  Fabrication 

Figure  3  shows  a  SEM  picture  of  the  bottom  side  of  the 
SFOEM  probe.  The  base  and  the  height  of  the  triangle 
cantilever  are  200pm  for  the  both,  and  the  thickness  is 
lpm.  There  are  a  Pt  tip  electrode  on  the  top  of  the  pyramidal 
protrusion  and  a  Pt  lead  on  the  cantilever.  The  base  and  the 
height  of  the  pyramid  are  18pm  and  13pm  respectively. 
Since  there  is  a  gap  between  the  tip  metal  and  the  lead,  this 
region  works  as  a  PCSS  when  illuminated  by  an  optical 
pulse. 

In  the  first  step  of  the  probe  fabrication,  a  Si  pyramidal 
protrusion  was  made  by  anisotropic  etching  with  a  KOH 
solution  under  masking  with  a  square  Si02  pattern.  Since 
the  etching  rate  of  a  Si  (111)  surface  is  very  slow,  a 
pyramidal  protrusion  surrounded  by  (1 1 1)  and  its  equivalent 
surfaces  are  automatically  fabricated.  At  this  stage  the  tip 
radius  was  smaller  than  100  nm.  Although  a  normal  SFM 


Figure  3.  Bottom  view  of  probe.  Cantilever  and 
pyramidal  protrusion  are  made  of  LT-GaAs  thin  film 
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probe  is  usually  fabricated  using  the  inverse  pyramidal  pit 
of  a  Si  (1 1 1)  surface  1 12],  it  is  not  preferable  because  the 
following  tip  metal  fabrication  is  difficult. 

The  LT-GaAs  layer  was  grown  on  the  Si  substrate 
using  molecular  beam  epitaxy.  The  growth  temperature 
was  300  °C.  After  1pm  of  growth,  the  wafer  was  annealed 
at  600  °C  for  10  min.  The  growth  rate  was  lum/h.  The 
equivalent  pressure  ratio  of  As4  to  Ga  was  about  10.  The 
RHEED  pattern  was  spotty  during  growth  and  the  annealing 
process.  This  is  reasonable  because  LT-GaAs  on  a  Si 
substrate  is  close  to  a  poly-crystal  due  to  lattice  mismatching. 
After  patterning  the  LT-GaAs  film  to  be  a  triangular 
cantilever,  Pt  film  was  sputter  evaporated  to  make  the  probe 
tip  electrode  and  lead  strip.  The  tip  electrode  is  necessary 
to  make  electrical  contact  with  a  DUT.  Therefore,  a  hard 
metal  which  has  a  chemically  stable  surface  is  preferable. 
The  thickness  of  the  Pt  film  is  300nm  and  the  final  tip 
radius  is  700nm.  Finally  the  Si  substrate  under  the  cantilever 
region  was  removed  by  lapping  and  following  chemical 
etching  with  a  KOH  solution.  In  this  process,  Although  a 
LT-GaAs  film  without  annealing  easily  dissolved  in  a  KOH 
solution,  the  annealed  one  survived  perfectly. 

Mechanical  strength  and  flexibility  of  the  cantilever  is 
good  enough  to  bend  more  than  60  degree.  Calculated 
force  sensitivity  of  the  probe  is  0.3N/m.  The  force  between 
the  probe  tip  and  the  DUT  is  in  the  order  of  nN,  which  is 
too  small  to  cause  any  damage  to  the  DUT  surface. 

Results  and  Discussion 

In  Figure  4,  we  show  three  sequential  images  observed  at 
an  0.8ps  interval.  The  observed  area  is  80pm  x  68pm  on 
the  ground  strip.  It  takes  4  minutes  for  scanning  one  image. 
The  biased  strip  is  above  this  area.  There  is  a  single  pulse 
propagating  from  left  to  right.  The  color  bar  at  the  bottom 
of  Figure  4  shows  how  each  color  corresponds  to  each 
voltage.  The  peak  voltage  is  40mV  and  the  propagating 
velocity  is  about  one  third  of  the  light  velocity,  which  is 
consistent  with  the  dielectric  constant  of  the  GaAs  substrate. 

Although  people  may  expect  a  linear  wavefront  or  single 
peak  standing  toward  the  gap,  the  observed  images  show 
single  peak  standing  toward  the  opposite  side.  This  result 
seems  inconsistent  with  the  ideal  mode  of  propagating 
electromagnetic  waves. 

To  consider  this  problem  let  us  discuss  the  details  of 
the  signal  acquisition  procedure.  Since  the  probe  tip  contacts 
the  DUT  surface,  the  potential  of  the  tip  electrode  of  the 
PCSS  is  equal  to  the  DUT.  The  other  electrode  is  connected 
to  a  5014  cable  and  the  cable  is  connected  to  a  buffer  am  pi  ifier. 
The  capacitance  of  the  PCSS  is  smaller  than  several  fF 
because  the  electric  field  of  the  DUT  is  concentrated  near 
the  gap  between  the  two  strips.  Although  the  reactance  of 


Figure  4.  Measured  potential  distribution  on  metal  strip 
the  PCSS  becomes  comparable  above  several  hundreds  GHz, 
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it  is  still  smaller  than  the  cable  impedance  in  the  frequency 
region  with  interest.  Therefore,  the  potential  of  the  cable  is 
almost  the  same  as  the  ground  and  the  signal  voltage  is 
fully  applied  between  the  two  electrodes  of  the  PCSS  if  the 
cable  is  perfectly  terminated. 

When  an  optical  pulse  illuminates  the  optical  switch,  a 
DC  current  flows  through  the  PCSS  and  the  cable.  The 
resistance  of  the  PCSS  in  the  on  state  is  several  kilo-ohms 
and  almost  infinite  in  the  off  state.  Since  the  duration  of 
the  on  state  is  about  lps  and  the  pulse  repetition  rate  is 
80MHz,  the  effective  PCSS  resistance  is  about  50Mohms. 
Since  the  buffer  input  resistance  is  much  larger  than  the 
PCSS  effective  resistance,  the  capacitance  of  the  buffer 
input  and  the  cable  which  is  about  50pF  is  charged  up  by 
the  DC  current.  The  potential  of  the  buffer  input  approaches 
the  DUT  potential  every  time  the  optical  pulse  illuminates 
the  PCSS  with  the  time  constant  of  about  3ms.  When  the 
two  electrodes  of  the  PCSS  balance  each  other  in  the  on 
state,  the  DC  current  comes  to  a  stop  and  the  output  of  the 
buffer  becomes  the  same  as  the  instantaneous  DUT  potential. 
This  is  just  the  value  that  we  observe. 

In  this  experiment  the  probe  is  tilted  20  degree  from 
horizontal  surface  and  placed  perpendicular  to  the  strip. 
The  probe  tip  is  placed  upward  in  figure  4.  Therefore  the 
capacitance  between  the  probe  and  DUT  is  larger  when  the 
probe  scans  upper  region  in  figure  4.  When  the  capacitance 
is  larger  the  out  put  of  the  SFOEM  may  become  smaller 
because  the  voltage  applied  to  the  PCSS  becomes  smaller 
as  seen  from  the  measuring  procedure  discussed  above. 
This  may  be  the  reason  why  the  pulse  peak  deviates  outward 
in  figure  4. 

Additionally  there  may  be  a  stationary  wave  on  the 
cable  due  to  reflection  from  the  buffer  input.  Resonance 
may  occur  there  especially  when  the  cable  length  is  close 
to  the  signal  wave  length  or  a  multiple  of  the  length.  In 
this  case  the  observed  value  is  degraded.  Although 
perturbation  due  to  the  probe  itself  is  another  probable  origin 
of  the  pulse  deviation,  it  is  negligible  from  our  simulation. 
The  probe  tip  is  too  small  to  cause  such  a  significant 
deviation. 

If  the  observed  image  correctly  represents  the  actual 
potential  distribution,  The  experimental  results  have 
important  meaning.  In  this  case  conventional  simple 
theoretical  treatments  are  no  longer  useful  for  calculating 
the  ultrafast  pulse  distribution.  Skin  effect  and  the 
perpendicular  component  of  magnetic  field  might  be 
responsible  for  the  potential  distribution.  In  order  to  make 
these  possibility  clear,  some  simulations  are  needed. 

Figure  5  shows  a  topographic  image  and  an 
instantaneous  potential  image  observed  in  an  80  pm  square 
area  around  the  interdigit  coupler.  A  2  picosecond  pulse  is 
just  propagating  near  the  coupler.  Each  finger  has  a  4  pm 
width  and  46  pm  length.  The  gap  is  3pm  wide.  The  color 


bar  at  the  bottom  of  each  image  shows  how  each  color 
corresponds  to  each  geometric  height  or  voltage. 

In  the  potential  image,  small  waves  with  a  short  period 
have  no  meaning  because  they  are  due  to  50  Hz  noise  from 
a  power  line.  The  upper  electrode  has  a  higher  potential 
and  the  lower  one  has  a  lower  potential.  In  the  GaAs 
substrate  area  between  metal  fingers,  the  measured  potential 
has  no  meaning.  Because  the  substrate  is  an  insulator,  the 
charge  sampled  at  the  previous  metallic  point  is  maintained 
for  a  short  time.  In  this  measurement,  the  probe  scans 
from  left  to  right.  Therefore,  the  substrate  region  of  the 
potential  image  in  Figure  5  seems  as  if  it  has  the  same 
potential  as  the  left  metal  finger.  The  SFOEM  is  able  to 
move  the  probe  position  anywhere  in  the  observed  area. 
We  measured  the  time  evolution  of  the  potential  at  the 
three  points  labeled  A,  B,  and  C  in  Figure  5.  Figure  6 
shows  the  results.  The  B  curve  seems  to  include  the 
differential  component  of  curve  A.  This  is  reasonable 
because  the  two  electrodes  have  capacitive  coupling.  The 
C  curve  is  almost  similar  to  B.  However,  C  is  slightly 


Figure  5.  Simultaneously  bserved  images  of  interdigit 
coupler.  Left  is  topographic  image.  Right  is  potential 
image. 


Figure  6.  Time  evolution  of  pulse  voltage  measured 
at  fixed  point.  Each  label  corresponds  to  the 
position  with  the  same  letter  in  Fig.  5. 
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smoother  than  B.  As  seen  above,  the  SFOEM  can  measure 
the  potential  time  evolution  at  any  point  with  a  picosecond 
time  resolution  and  sub-micron  spatial  resolution. 

Summary 

We  succeeded  for  the  first  time  in  visualizing  the 
instantaneous  potential  distribution  of  2  ps  propagating 
pulses  using  an  SFOEM.  Additionally,  we  demonstrated 
that  the  SFOEM  is  capable  of  measuring  the  time  evolution 
of  such  ultrafast  signals  at  any  internal  point  of  a  device. 
The  obtained  images  showed  a  single  peak  standing  outward 
which  seems  inconsistent  with  the  normal  theoretical 
expectation  for  ideal  strips.  Although  some  simulation 
works  are  needed  to  interpret  the  observed  image,  the 
experimental  results  prove  possibility  of  the  SFOEM  in 
measuring  ultrafast  and  ultra-dense  electronic  devices. 
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Abstract 

Electric  field  distributions  in  monolithic  microwave 
integrated  circuits  (MMICs)  have  been  measured  using 
electro-optic  field  mapping  technique.  The  measurements, 
performed  in  the  frequency  domain  as  well  as  in  the  time 
domain,  are  in  particular  used  to  investigate  circuit-internal 
microwave  propagation  effects.  The  examples  presented  in 
this  paper  show  the  generation  of  higher  harmonics,  the 
excitation  of  parasitic  propagation  modes  and  the 
formation  of  shock  waves  in  nonlinear  transmission  lines 
(NLTL),  demonstrating  the  feasibility  of  the  measurement 
technique  to  characterize  the  nonlinear  electric  behavior  of 
these  devices. 

Key  Words 

Field  mapping,  Electro-optic  sampling,  Nonlinear  devices, 
Pulse  propagation  and  solitons,  Ultrafast  measurements 

Introduction 

In  recent  years,  the  increasing  complexity  and  bandwidth 
of  MMICs  have  expanded  the  need  for  a  measurement 
technique  which  allows  an  appropriate  characterization  of 
these  devices.  So  far,  network-analyzer  measurement 
technique  (NWA)  has  mostly  been  used  for  on-wafer 
microwave  characterization  of  MMICs.  This  technique  is 
well  established  but  its  application  is  limited  due  to  the  fact 
that  the  on-wafer  probes  needed  for  this  technique  only 
allow  access  to  external  ports.  Thus,  circuit-internal 
measurement  is  not  possible  using  NWAs. 

In  contrast,  electro-optic  sampling,  the  direct 
(internal)  [1]  as  well  as  the  indirect  (external)  [2]  method, 
has  become  a  sophisticated  technique  to  study  circuit- 
internal  electrical  signals.  This  technique  can  be  performed 
in  frequency  domain  enabling  the  detection  of  the 
amplitude  and  phase  of  a  sinusoidal  microwave  signal  or  in 
time  domain  recording  the  temporal  evolution  of  the 
electrical  signal.  By  combining  the  direct  electro-optic 
probing  with  scanning  of  the  laser  beam  two-dimensional 


mapping  of  the  electric  field  distributions  in  the  devices 
under  test  (DUT)  is  possible  [3,4].  The  spatial  resolution  of 
this  measurement  technique  is  found  to  be  sufficient  to 
examine  sub-pm  structures  [5]. 

Using  the  mapping  technique  function  test  and  failure 
localization  in  MMICs  can  be  performed  [4].  Moreover, 
wave  propagation  effects  can  be  studied  [6]  which  gain  a 
growing  interest  by  circuit  designers  for  two  reasons.  On 
one  hand,  these  effects  influence  the  electrical  behavior  of 
MMICs  resulting  in  a  limitation  of  their  bandwidth.  On  the 
other  hand,  novel  types  of  integrated  circuits  such  as 
nonlinear  transmission  lines  have  been  designed  which 
make  use  of  these  effects,  e.g.  to  generate  short  electrical 
pulses  or  to  excite  higher  harmonics.  This  effect  has  been 
observed  particularly  in  periodic  NLTLs. 

Experimental  setups 

The  experimental  setups  used  are  sketched  in  Figs.  1.  The 
direct  electro-optic  probing  is  applied  since  the  linear 
electro-optic  effect  in  the  substrate  itself  is  used.  The 
device  under  test  is  illuminated  from  the  backside  by  an 
actively  modelocked  Nd:YAG  laser  (wavelength  =  1064 
nm,  pulse  repetition  rate  =  82  MHz)  combined  with  a  fiber¬ 
grating  pulse  compressor.  This  laser  provides  short  pulses 
of  5  ps  FWHM  (full  width  at  half  maximum).  In  order  to 
convert  the  polarization  modulation  of  the  laser  beam  into 
an  intensity  modulation,  polarizers  and  a  quarter-wave 
plate  are  implemented  in  the  optical  pathway.  The  reflected 
intensity  is  detected  by  an  avalanche  photodiode.  Due  to 
the  combination  of  this  small  area  photodiode  and  the 
confocal  arrangement  of  the  setup  out-of-focus-light  is 
suppressed  and  the  spatial  resolution  for  mapping  electric 
field  distributions  is  determined  to  be  less  than  0.5  pm  [5]. 
For  2D  scans  the  probe  stage  is  movable  in  the  x-  and  y- 
direction. 

Fig  1(a)  illustrates  the  experimental  setup  for 
frequency  domain  measurements.  Here,  a  spectrum 
analyzer  working  as  a  tunable  bandpass  is  used  for  the 
detection  of  the  signal  amplitude.  The  intermediate 
frequency  is  set  to  several  MHz,  since  in  this  regime  the 
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high  speed  avalanche  photodiode  used  exhibits  a  maximum 
sensitivity.  The  microwave  synthesizer,  the  modelocker 
synthesizer  of  the  laser  system  and  the  spectrum  analyzer 
are  phase  stabilized  via  a  phase  locked  loop  (PLL).  For  the 
phase  measurements  the  spectrum  analyzer  is  replaced  by  a 
lock-in  amplifier  and  a  reference  synthesizer. 
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Figure  1.  Experimental  setup,  (a)  for  the  frequency  domain 
measurements,  (b)  for  the  time  domain  measurements 


In  a  second  operating  mode  this  setup  is  used  to 
receive  an  optical  image  of  the  scanned  region  by  simply 
detecting  its  front  surface  reflectivity.  Thus,  it  is  possible  to 
normalize  the  electro-optic  signal  to  the  particular 
reflectivity  at  each  measuring  point,  and  the  absolute  value 


of  the  voltage  between  the  device's  top  and  bottom  surface 
can  be  determined  [6]. 

For  the  measurements  performed  in  time  domain 
some  modifications  of  the  experimental  setup  are  carried 
out.  As  depicted  in  Fig.  1(b),  the  optical  pulses  themselves 
are  used  to  generate  the  electrical  signal  in  order  to 
establish  a  phase  locking  between  the  optical  probe  pulses 
and  the  microwave  signal.  A  small  part  of  the  output  beam 
of  the  Nd:YAG  laser  is  separated  via  a  beam  splitter  and 
chopped  at  about  4  kHz  and  detected  with  a  fast 
photodiode  (bandwidth  about  7  GHz).  The  output  signal  of 
the  photodiode  is  amplified  with  an  6-18  GHz  microwave 
amplifier  transforming  the  input  into  an  amplitude- 
modulated  signal  of  about  6.3  GHz.  This  signal  then 
traverses  a  mechanical  delay  line  which  shifts  its  phase 
while  the  observation  point  is  kept  constant.  The  avalanche 
photodiode  is  changed  to  a  slow  Ge-PIN  diode  to  apply 
lock-in  techniques  at  the  chopping  frequency. 

Test  structures 

The  results  presented  have  been  carried  out  with 
periodic  nonlinear  transmission  lines  (NLTLs).  Fig.  2 
illustrates  the  structure  of  these  devices.  They  consist  of  a 
coplanar  transmission  line  (CPW)  periodically  loaded  with 
up  to  20  diodes.  The  microwave  is  launched  to  the  NLTL 
via  on-wafer  probes.  Two  types  of  periodic  NLTLs  have 
been  examined.  In  the  first  case  (type  A)  the  substrate  used 
is  InP  and  the  diodes  are  based  on  MBE  grown  layers 
which  have  been  optimized  for  HFETs.  In  the  second 
version  (type  B)  the  lines  have  been  fabricated  on  GaAs 
and  loaded  with  Schottky  diodes. 


center 


Figure  2.  Sketch  of  a  nonlinear  transmission  line 


Frequency  domain  measurements 

Fig.  3  depicts  the  spatial  distribution  of  the  incident 
fundamental  electrical  signal  of  15  GHz  and  the  amplitudes 
of  the  second,  third,  and  fourth  harmonic  with  frequencies 
up  to  60  GHz  measured  in  a  device  of  type  A  with  10 
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diodes.  As  can  be  seen  the  amplitude  of  the  fundamental 
signal  decreases  in  the  direction  of  propagation  whereas 
the  amplitude  of  the  higher  harmonics  increase  indicating 
that  they  are  generated  along  the  transmission  line.  The 
obvious  standing  wave  patterns  are  caused  by  phase 
mismatching  of  the  harmonics  and  additionally  by  an 
impedance  mismatch  at  the  end  of  the  line. 


position  (pm) 

Figure  3.  Electro-optic  signal  of  the  fundamental  microwave  at 
15  GHz  and  of  its  higher  harmonics  along  the  center 
conductor  of  an  NLTL  from  input  to  output 

Two-dimensional  field  mappings  of  an  NLTL  are 
presented  in  Figs.  4.  Fig.  4(a)  shows  the  metallization 
structure  of  the  device  with  the  scanned  area  and  Fig.  4(b) 
the  field  map  of  an  input  signal  of  7  GHz.  Though  the 
microwave  is  applied  to  the  line  with  standard  on-wafer 
probes,  the  field  distribution  inside  the  line  shows  a  distinct 
asymmetry.  This  behaviour  is  not  found  on  a  reference  line 
with  same  dimensions  but  without  diodes  (see  Fig.  5). 
Therefore  we  contribute  this  effect  to  the  excitation  of 
parasitic  propagation  modes  in  the  NLTL. 

Fig.  6  shows  in  more  detail  the  transverse  distribution 
at  two  different  positions  in  the  two  lines.  It  can  be  seen 
that  at  positon  1  a  distinct  asymmetric  distribution  in  the 
NLTL  can  be  observed  assuming  a  conversion  of  the 
incoming  CPW  even  mode  into  the  CPW  odd  mode.  At  the 
end  of  the  line  at  position  2,  the  asymmetric  distribution 
disappears  but  compared  with  the  reference  line  it  can  be 
seen,  that  the  distribution  is  different  regarding  the  ratio  of 
the  amplitude  under  the  center  conductor  and  the  ground 
conductor.  We  assume  that  this  is  caused  by  a  third 
propagation  mode  corresponding  to  a  microstrip  or  a 
surface  wave  mode  [8],  This  highly  dispersive  mode  of  a 
CPW  was  recently  detected  and  characterized  using  the 
experimental  setup  described  in  this  paper  [9]. 
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Figure  4.  NLTL  consisting  of  10  Schottky  diodes  in  a  CPW;  (a) 
metallization  structure  with  scanned  area;  (b)  result  of 
2D  field  mapping  at  7  GHz 
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Figure  5.  Reference  coplanar  waveguide  on  semiinsulating 
substrate;  (a)  metallization  structure  with  scanned  area; 
(b)  result  of  2D  field  mappings  at  7  GHz 
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Figure  6.  Transversal  distribution  of  electro-optic  signal  at 
positions  (a)  1  and  (b)  2  as  marked  in  Figs.  4(a)  and 
5(a)  at  7  GHz 

Additional  two-dimensional  field  mappings  including 
the  generated  higher  harmonics  are  shown  in  Figs.  7.  Fig. 
7(a)  shows  the  metallization  structure  of  the  device.  The 
fundamental  signal  of  6  GHz,  the  second  harmonic  at  12 
GHz  and  the  third  harmonic  at  18  GHz  are  presented  in 
Figs.  7(b)  -  (d),  respectively.  As  shown  in  Fig.  3,  these 
Figs,  show  the  decrease  of  the  fundamental  signal  and  the 
increase  of  the  harmonics  while  propagating  along  the 
NLTL,  but  additionally  they  make  obvious  that  an 
unsymmetrical  distribution  of  the  electro-optic  signal  of  the 
fundamental  and  also  of  the  higher  harmonic  microwaves  is 
present  assuming  that  there  is  a  multimode  propagation 
also  for  the  generated  harmonics. 
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Figure  7.  NLTL  consisting  of  10  Schottky  diodes  in  a  CPW;  (a) 
metallization  structure;  results  of  2D  field  mappings  at 
(b)  6  GHz,  (c)  1 2  GHz  and  (d)  1 8  GHz. 

Time  domain  measurements 

In  time  domain  measurements  there  is  a  fixed  phase 
relation  between  each  particular  measurement  point.  Thus, 
the  evolution  of  a  periodic  signal  can  be  observed.  This  is 
elucidated  in  Figs.  8(a)  to  8(d)  for  the  development  of  a 
sinusoidal  electrical  signal  of  6.3  GHz  propagating  along  a 
periodic  NLTL  of  type  B  at  the  1st,  the  5th,  the  10th  and 
the  14th  diode,  respectively.  As  can  be  seen,  from  a 
sinusoidal  input  wave  the  temporal  shape  is  converted  into 
shock  waves  with  fall  times  down  to  5  ps  due  to  the 
interaction  of  the  higher  harmonics.  In  the  time  domain, 
this  formation  of  a  shock  wave  is  the  counterpart  to  the 
generation  of  harmonics  in  the  frequency  domain.  The 
presented  results  validate  that  the  electro-optic  probing 
technique  is  capable  of  studying  and  demonstrating  this 
effect  as  well. 
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6  GHz,  (a)  waveform  at  the  1st  diode,  (b)  at  the  5th 
diode,  (c)  at  the  10th  diode  and  (d)  at  the  14th  diode 

Conclusions 

In  summary,  electro-optic  measurement  techniques  have 
been  used  to  internally  investigate  wave  propagation 
effects  along  periodic  nonlinear  transmission  lines  enabling 
circuit-designers  to  get  an  insight  into  the  in-circuit 
electrical  characteristics  of  complex  microwave  devices. 
The  generation  of  harmonics,  the  excitation  of  parasitic 
propagation  modes  and  the  formation  of  shock  waves  have 
been  demonstrated  showing,  that  this  method  is  suitable  to 
examine  internal  field  distributions  in  MMICs  in  both, 
frequency  domain  and  time  domain. 
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Abstract 

An  experimental  study  of  the  electric  near-field  dis¬ 
tribution  of  two  different  types  of  planar  transmitters 
for  the  76.5  GHz  frequency  regime  important  for  au¬ 
tomotive  applications  is  presented.  Three-dimensional 
field  mapping  is  performed  with  a  novel  stroboscopic 
optoelectronic  technique  combining  electrooptic  testing 
(near-field  measurements)  with  photoconductive  prob¬ 
ing  (far-field).  The  detected  mode  patterns  give  a  de¬ 
tailed  insight  into  the  operation  of  the  devices  under 
test  and  allow  tracing  back  mode  anomalies  to  misde- 
signed  parts  of  the  structure  for  improved  and  direct 
failure  analysis. 

Keywords 

Optoelectronics,  Ultrafast  measurements,  Integrated 
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Introduction 

Compact  and  low-cost  Si-based  millimeter-wave  sources 
for  automotive  applications  such  as  collision  avoidance 
radar  are  in  demand.  Today’s  fastest  Si-based  devices 
are  fabricated  in  SIMMWIC-technology  (SIMMWIC: 
silicon  monolithic  millimeter- wave  integrated  circuits), 
e.g.  IMPATT  oscillators  operate  up  to  220  GHz 
and  Si/SiGe-HBTs  are  driven  to  maximum  frequen¬ 
cies  around  150  GHz  [1].  Monolithically  integrated 
with  planar  slot  or  dipole  resonators  they  constitute 
the  key  elements  of  transmitters  and  receivers  for  au¬ 
tomotive  applications  in  the  upper  GHz  range,  e.g.  at 
76.5  GHz  [l]-[3]. 

Characterization  of  the  device  performance  by  con¬ 
ventional  test  electronics  is  limited  to  S-parameter  or 
far-field  radiation  measurements.  A  more  direct  insight 


into  the  operation  of  a  circuit  fabricated  on  arbitrary 
substrate  is  obtained  with  a  near-field  mapping  tech¬ 
nique  employing  a  modular  optoelectronic  (OE)  mea¬ 
surement  system  [4],  [5].  It  is  designed  to  lock  onto 
periodic  millimeter-wave  signals  of  arbitrary  frequency, 
and  employs  both  electrooptic  (EO)  and  photoconduc¬ 
tive  (PC)  sampling  techniques  for  near-field  and  far- 
field  mode  mapping  in  three  dimensions  above  the  de¬ 
vice  under  test.  Phase-sensitive  spatial  mapping  of  the 
field  distribution  allows  to  directly  identify  parts  of  the 
structure  which  cause  parasitic  resonances  or  uninten¬ 
tional  mode  coupling. 

In  this  contribution,  we  apply  the  OE  near-field  tech¬ 
nique  to  two  different  planar  transmitters  for  short- 
range  automotive  radar  applications  at  76.5  GHz  [1]— [3]. 
The  first  one  is  a  scale  model  operating  at  a  resonance 
frequency  around  7  GHz  and  employs  a  slot  as  resonat¬ 
ing  element  (”  7-GHz  slot  transmitter”).  The  second 
type  is  an  active  76.5-GHz  Si-based  dipole  transmitter 
(”76.5-GHz  dipole  transmitter”)  which  has  shown  ex¬ 
cellent  perfomance  in  first  conventional  far-field  stud¬ 
ies  [3].  The  near-field  measurements  on  this  device  are 
supplemented  by  PC  antenna-based  detection  of  the 
mode  pattern  in  the  transition  into  the  far-field  regime. 
The  experiments  allow  a  detailed  analysis  of  the  tempo¬ 
ral  and  spatial  dynamics  of  the  transverse  electric  field 
above  the  devices  at  various  frequencies  and  detection 
heights.  It  is  shown,  that  elements  of  the  structure 
causing  parasitic  resonances  are  clearly  identified. 

The  planar  slot  and  dipole  transmitters 

The  7-GHz  slot  resonator  is  a  scale  model  of  a  76.5- 
GHz  SIMMWIC  slot  transmitter.  A  schematic  of  the 
7-GHz  device  is  depicted  in  Fig.  1.  The  slot  trans¬ 
mitter  employs  a  17-^m-thick  Cu  metallization  (grey 
color)  on  both  sides  of  a  1.52-mm-thick  Rogers  TMM- 
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Fig.  1.  Schematic  of  the  planar  7-GHz  slot  transmitter. 

10  substrate  (white  color)  with  a  dielectric  constant  of 
9.2.  The  upper  metallization  has  a  25.25-mm-long  and 
1.3-mm-wide  slot,  that  defines  the  desired  resonance 
frequency  of  6.76  GHz.  Gaps  are  introduced  into  the 
metallization  at  a  quarter  of  the  slot  length.  In  the 
76.5-GHz  transmitter,  the  device  segments  defined  by 
the  gaps  serve  to  bias  the  IMPATT  diode  located  in  the 
center  of  the  slot.  In  our  case,  a  synthesizer  generates 
the  HF-signal  and  feeds  the  resonator  via  a  semirigid 
cable  connected  to  the  center  of  the  slot.  The  inner 
conductor  of  the  cable  is  soldered  to  the  T-shaped  met¬ 
allization  between  the  gaps.  The  outer  conductor  con¬ 
tacts  the  metal  on  the  other  side  of  the  slot. 

The  76.5-GHz  dipole  transmitter,  depicted  in  Fig.  2, 
is  fabricated  on  high-resistivity  (>  2000  Hem)  125-^um- 
thick  Si  substrate  with  Au  backside  metallization.  An 
IMPATT  diode  is  used  as  active  element  embedded  off- 
center  into  the  640  pm  x  420  pm  Au-dipole  structure. 
The  dipole  is  connected  to  transmission  lines  ending 
in  contact  pads  in  order  to  bias  the  IMPATT  diode. 
The  transmission  lines  are  also  used  to  synchronize  the 
device  to  an  external,  stable  oscillator  at  the  third  sub¬ 
harmonic  of  the  dipole  resonance  frequency  around  76.5 
GHz  [3].  Very  stable  injection  locking  is  achieved  for 
powers  above  -3  dBm  reducing  the  phase  noise  of  the 
IMPATT-driven  dipole  oscillator  to  that  of  the  exter¬ 
nal  oscillator.  In  order  to  protect  the  external  oscillator 
from  the  HF-signal  generated  by  the  IMPATT  diode  on 
the  dipole,  filter  segments  designed  for  76.5  GHz  are  in¬ 
tegrated  into  the  transmission  lines. 

Optoelectronic  measurement  setup 

The  electric  fields  above  the  transmitters  are  detected 
by  external  OE  probes  illuminated  by  ultrashort  laser 
pulses.  We  employ  LiTaC>3  EO  transducers  and  PC 
75-GHz  dipole  antennas  (1.3  mm  dipole  length,  10  ^m 
dipole  width)  for  near-  and  far-field  characterization, 
respectively.  The  EO  probe  [10],  [11]  has  much  bet¬ 
ter  spatial  and  time  resolution  of  10  pm  and  250  fs, 
respectively,  but  reveals  a  much  lower  field  sensitivity 
compared  to  the  PC  dipole  antenna  (1.3  mm  spatial 
resolution,  2  ps  time  resolution)  [12].  It  has  been  var- 
ified  experimentally,  that  the  invasiveness  of  the  near¬ 
field  EO  probe  is  negligible  [13].  Note  that  recently  de- 
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Fig.  2.  Photograph  of  a  76.5-GHz  SIMMWIC  dipole  transmitter. 
The  chip  size  is  2  mm  x  3  mm  (x/y). 

veloped  scanning  near-field  probes  with  nm-resolution 
are  not  suited  for  the  characterization  of  radiating  de¬ 
vices  [6]-[9].  The  cantilever  and  transmission  lines  act 
as  antennas  and  signals  received  within  that  parts  are 
likely  to  interfere  with  signals  from  the  sharp  probe 
tip  [8].  More  important,  those  probes  consist  of  metallic 
elements  severely  disturbing  the  operation  of  the  trans¬ 
mitter  under  test. 

The  OE  probes  are  red  out  by  150-fs  laser  pulses  de¬ 
rived  from  a  Ti:sapphire  laser.  A  higher  harmonic  of 
the  laser  pulse  repetition  frequency  (adjustable  around 
75.3  MHz)  is  locked  to  the  microwave  synthesizer  by 
active  control  of  the  cavity  length  [4],  [12],  [14].  With 
this  sampling  method,  the  mm-wave  signal  is  down- 
converted  to  the  kHz-range.  Dirac-like  laser  pulses  to¬ 
gether  with  the  high-bandwidth  detectors  ensure  an  ex¬ 
act  replica  of  the  GHz  signals  of  the  transmitters  at  the 
kHz-frequency,  which  is  further  analyzed  as  a  function 
of  time  (temporal  waveform)  or  as  a  function  of  the  spa¬ 
tial  coordinates  (mapping)  [4],  [12],  [14]. 

Experimental  results  and  discussion 

7-GHz  slot  transmitter 

The  upper  part  of  Fig.  3  depicts  the  measured  ampli¬ 
tude  of  the  y-component  of  the  transverse  electric  field 
above  the  7-GHz  slot  transmitter.  For  orientation,  the 
outline  of  the  frontside  metallization  is  indicated  by  the 
solid  black  line.  The  field  data  have  been  mapped  at 
the  experimentally  determined  resonance  frequency  of 
6.76  GHz  frequency  and  at  1250  pm  detection  height. 
The  signal  level  scales  linearly  from  light  grey  (no  sig¬ 
nal)  to  black  (strong  signal).  The  fundamental  slot 
mode  is  detected  in  the  center  of  the  structure.  The 
detected  field  distribution  is  asymmetric  with  respect 
to  the  y-axis.  This  is  a  result  of  a  slight  asymmetry  un¬ 
intentionally  introduced  during  the  fabrication  process. 
The  right  edge  of  the  transmitter  exceeds  the  left  side 
by  1.5  mm  (the  symmetric  outline  is  indicated  by  the 
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Fig.  3.  Y-Component  of  the  electric  field  at  1250  pm  distance 
above  the  planar  7-GHz  slot  transmitter  (linear  grey  scale).  Up¬ 
per  figure:  measured  field  pattern  at  6.76  GHz;  Lower  figure: 
simulated  field  pattern  at  6.85  GHz.  The  frequency-difference 
accounts  for  the  assumption  in  the  model  of  an  infinite  extension 
of  the  substrate  of  the  transmitter. 

dotted  line) .  All  other  dimensions  are  symmetric  to  the 
y-axis.  In  addition  to  the  fundamental  mode,  significant 
signal  contributions  are  observed  at  the  periphery  of 
the  metallization,  indicating  the  presence  of  of  parasitic 
patch  modes.  Those  additional  modes  are  unwanted 
because  they  lead  to  a  reduced  Q-factor,  instabilities 
(when  used  as  active  transmitter),  and  distorted  far- 
field  radiation  patterns.  Strong  parasitic  modes  are  also 
excited  in  the  bias  gap  region.  Owing  to  the  conductor 
alignment,  those  modes  reveal  transverse  x-components 
only  and  are  detected  when  the  EO  detector  is  rotated 
by  90°  [4],  [13]  (not  shown  in  Fig.  3). 

The  lower  part  of  Fig.  3  shows  the  result  of  model 
calculations  based  on  an  electric-field-integral-equation 
approach.  The  analysis  takes  into  account  ohmic,  di¬ 
electric,  magnetic,  and  radiation  losses  and  reproduces 
the  measured  data  well  execpt  for  the  peak  at  x=0  mm, 
y=15  mm.  In  the  measurements,  this  contribution  is 
hidden  by  the  semirigid  cable  and  is  thus  not  detected. 
The  good  agreement  between  the  measured  and  simu¬ 
lated  field  data  demonstrates  the  accuracy  of  the  novel 
field  mapping  technique  that  promises  improved  device 
model  verification  at  high  frequencies. 


Fig.  4.  Time- resolved  electric  waveform  at  20  fi m  probing  height 
above  the  IMPATT  diode.  The  solid  line  is  a  sine  fit  to  the 
measured  data  (circles)  indicating  periodic  signals  at  24.42  GHz 
and  73.26  GHz.  The  bias  current  (I)  through  the  IMPATT  diode 
is  varied. 


76.5-GHz  dipole  transmitter 

From  the  results  given  above,  it  is  obvious  that  the 
slot  transmitter  concept  is  not  suited  for  applications. 
We  now  present  a  detailed  temporally  and  spatially 
resolved  analysis  of  the  active  76.5-GHz  SIMMWIC 
dipole  transmitter. 

In  all  experiments,  the  x-component  of  the  transverse 
electric  field  above  the  transmitter  is  measured  with  the 
IMPATT  diode  located  at  x=0  mm,  y— 0  mm  (the  mea¬ 
sured  field  is  oriented  perpendicular  to  the  transmission 
lines).  The  specific  device  investigated  here  operates 
optimally  at  a  frequency  of  73.26  GHz  as  determined 
with  a  spectrum  analyzer  and  a  standard  horn  receiver 
at  the  free-running  device  before  performing  the  OE 
experiments.  The  subharmonic  injection  signal  is  ad¬ 
justed  accordingly  to  24.42  GHz  and  8  dBm  power  at 
the  synthesizer. 

In  Fig.  4,  electric  waveforms  obtained  by  EO  mea¬ 
surements  20  pm  above  the  IMPATT  diode  are  depicted 
for  various  dc  bias  currents.  The  measurement  time 
per  individual  time  trace  was  5  sec.  The  recorded  data 
(circles)  are  periodic  in  time  and  reveal  contributions  at 
24.42  GHz  and  at  the  resonance  frequency  of  73.26  GHz 
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Fig.  5.  Amplitudes  of  the  EO  signal  contribution  of  the  fun¬ 
damental  synchronization  frequency  at  24.42  GHz,  the  parasitic 
2nd  harmonic  at  48.84  GHz,  and  the  desired  resonance  frequency 
at  73.26  GHz  as  a  function  of  the  bias  current  applied  to  the 
IMPATT  diode. 

as  derived  from  a  multiple  sinusoidal  fit  (solid  lines) 
including  the  synchronization  frequency  together  with 
the  second  and  third  harmonic.  For  low  bias,  the  funda¬ 
mental  frequency  at  24.42  GHz  is  detected  only.  With 
increasing  negative  bias,  the  third  harmonic  is  more 
and  more  effectively  generated  and  exceeds  the  injection 
locking  signal  at  24.42  GHz  for  currents  below  -22  mA. 
At  -35  mA,  the  amplitude  of  the  signal  at  73.26  GHz 
is  5  times  the  amplitude  at  24.42  GHz  demonstrating 
clearly  the  proper  operation  of  the  device.  The  sec¬ 
ond  harmonic  at  48.84  GHz  is  not  effectively  generated 
and  appears  with  a  field  amplitude  of  less  than  2.5  % 
of  the  field  amplitude  at  the  resonance  frequency.  For 
illustration,  the  bias  current  dependence  of  the  indi¬ 
vidual  signal  contributions  at  24.42  GHz,  48.84  GHz, 
and  73.26  GHz  is  depicted  in  Fig.  5. 

In  Fig.  6a),  the  amplitude  contour  of  the  electric 
field  at  the  subharmonic  injection  locking  frequency  at 
24.42  GHz  is  depicted  at  a  position  of  20  pm  above 
the  dipole  transmitter.  The  IMPATT  diode  is  biased 
at  -34  mA.  Strong  signal  contributions  are  present  at 
the  transmission  lines  and  the  center  of  the  dipole 
(x=0  mm,  y=— 0.2  mm-0.9  mm)  as  well  as  the  periph¬ 
ery  of  the  filter  segments  (x=  ±0.4  mm,  y— 0.8  mm) 
and  the  dipole  (x=  ±0.32  mm,  x=— 0.09  mm-0.33  mm). 
Evaluation  of  the  phase  data  (not  shown)  reveals  that 
the  field  peaks  located  in  the  center  and  the  periphery 
are  180°  out  phase.  Additionally,  we  observe  a  con¬ 
tinuous  phase  shift  with  the  phase  decreasing  with  dis¬ 
tance  from  the  signal  input  port.  Considering  lateral 
conductor  dimensions,  the  field  data  reflect  a  coupled 
microstrip  mode  propagating  from  the  contact  region 
along  the  transmission  lines  into  the  filter  and  dipole 
segments.  The  field  enhancement  between  the  two 


Fig.  6.  Electrooptically  measured  amplitude  of  the  electric  field 
distribution  in  x-direction  for  20  fim  probing  height  at  24.42  GHz 
(a)  and  73.26  GHz  (b). 

transmission  lines  is  a  result  of  the  feeding  conditions 
as  the  electric  fields  of  the  antisymmetrically  excited 
transmission  lines  overlap  constructivley  at  20  pm  prob¬ 
ing  height.  The  injected  signal  is  not  completely  ab¬ 
sorbed  by  the  IMPATT  diode  as  the  standing  wave  pat¬ 
tern  on  the  transmission  lines  (field  minimum  around 
x^O  mm,  y«— 0.55  mm)  indicates  a  partial  reflection  of 
the  incident  wave. 

The  corresponding  near-field  distribution  obtained  at 
the  resonance  frequency  of  73.26  GHz  (see  Fig.  6b)  is 
changed  strongly  compared  to  the  24.42-GHz  data  of 
Fig.  6a).  The  73.26-GHz  amplitude  contour  is  domi¬ 
nated  by  a  strong  field  enhancement  at  the  center  of  the 
transmitter,  where  the  IMPATT  diode  is  located.  This 
field  contribution  is  generated  by  the  voltage  produced 
by  the  active  device  (IMPATT  diode).  The  field  peak  is 
very  localized  and  decreases  quickly  for  higher  probing 
distances.  Weaker  signal  contributions  are  excited  at 
the  ends  of  the  dipole  and  the  filter  segments.  All  sig¬ 
nals  on  the  dipole  are  in-phase  (phase  data  not  shown) 
and  are  the  fingerprint  of  the  transverse  field  distribu¬ 
tion  of  a  A/ 2  dipole  antenna  in  resonance.  For  higher 
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Fig.  7.  Amplitude  (upper  part)  and  phase  (lower  part)  of  the 
electric  wave  at  73.26  GHz  radiated  into  free-space  and  detected 
with  a  photoconductive  75-GHz  dipole  antenna  at  2  mm  probing 
height.  The  2  mm  x  3  mm  chip  area  of  the  76.5-GHz  dipole 
transmitter  is  indicated  by  the  black  box  in  the  upper  part  of  the 
figure. 


probing  distances,  the  signals  at  the  dipole  ends  are 
more  pronounced  as  the  dominance  of  the  local  field  at 
the  IMPATT  diode  is  reduced.  No  signals  are  detected 
on  the  transmission  lines  and  at  the  contact  pads  in¬ 
dicating  the  good  perfomance  of  the  integrated  filters. 
More  important,  there  are  no  signatures  of  parasitic 
modes  in  the  near-field  data. 

The  radiation  in  the  transition  to  the  far  field  is  de¬ 
tected  with  a  75-GHz  PC  dipole  antenna.  Its  dipole  axis 
is  oriented  parallel  to  the  dipole  of  the  DUT.  Figure  7 
depicts  the  amplitude  and  phase  data  of  the  electric 
field  at  73.26  GHz  at  2  mm  probing  height.  The  detec¬ 
tion  area  exceeds  the  dipole  and  chip  dimensons  signifi¬ 
cantly.  For  orientation,  the  chip  size  is  indicated  in  the 
upper  part  of  Fig.  7.  The  sharp  signatures  associated 
with  the  conductor  dimensions  and  the  IMPATT  diode 
as  obtained  in  the  electric  near  field  (Fig.  6b)  cannot  be 
resolved  from  these  quasi-far  field  data.  Except  for  the 
area  directly  above  the  chip,  however,  the  spatial  vari¬ 
ation  of  the  probed  signal  reflects  the  radiation  pattern 
itself  without  limitation  by  the  spatial  resolution  of  the 
detector  antenna.  This  has  been  corroborated  by  mea¬ 
surements  with  PC  antennas  having  150  pm  (instead  of 
1.3  mm)  dipole  length  and  hence  a  better  spatial  reso¬ 
lution.  The  propagation  character  of  the  emitted  wave 
becomes  directly  obvious  from  the  ring-shaped  phase 
data  and  from  the  linear  decrease  of  the  phase  with  in¬ 
creasing  distance  from  the  device.  In  addition  to  the 
freely  propagating  wave,  modulations  are  present  for 
larger  distances  from  the  device.  The  modulations  arise 


most  likely  from  an  interference  of  the  radiation  emitted 
directly  from  the  dipole  resonator  into  air  with  radia¬ 
tion  propagating  into  the  device  substrate  and  emitted 
through  its  sidewalls.  Additional  interference  may  oc¬ 
cur  with  radiation  reflected  from  the  copper  mount  and 
even  from  other  metallic  laboratory  equipment  further 
away  from  the  sample. 

Conclusion 

In  summary,  we  have  analyzed  the  electric  near-field 
mode  pattern  on  two  different  types  of  millimeter-wave 
planar  transmitters  with  a  novel  high-frequency  field 
mapping  technique.  Temporally  resolved  measurements 
and  spatially  mapping  have  been  performed  employing 
external  EO  and  PC  field  sensors.  The  field  data  of  the 
investigated  7-GHz  slot  resonator  give  clear  evidence 
for  strong  excitation  of  parasitic  patch  modes  not  to¬ 
lar  able  in  most  applications.  The  experimental  data 
are  in  good  agreement  with  model  calculations  based  on 
an  electric-field-integral-equation  approach.  The  agree¬ 
ment  underlines  the  high  accuracy  of  the  novel  field 
probing  technique. 

The  76.5-GHz  dipole  transmitter  is  clearly  superiour 
to  the  slot  resonator  as  no  parasitic  modes  are  excited. 
Still,  far-field  probing  reveals  undesired  interferences 
of  radiation  emitted  from  different  parts  of  the  device. 
The  experiments  demonstrate  clearly  the  advantage  of 
performing  both  near-  and  far-field  experiments  in  or¬ 
der  to  distinguish  between  localized  and  emitted  waves 
for  a  detailed  characterization  of  radiating  devices. 
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Abstract 

This  communication  describes  an  interferometric  and  a 
polarimetric  ultrafast  electro-optic  imager,  each  capable  of 
imaging  the  voltage  distribution  over  a  rectangular  region 
of  an  (opto)electronic  device.  The  detector  is  a  commercial 
2-dimensional  (2-D)  charge-coupled-device  (CCD)  array 
having  a  limited  dynamic  range.  Our  analysis  focuses  on 
techniques  that  take  advantage  of  the  speed  and 
convenience  of  a  CCD  measurement  system  and  overcome 
the  dynamic-range  limitations  of  CCD's.  Experimental 
results  obtained  with  a  non-optimized  polarimeter  having  a 
voltage  sensitivity  of  ~1.8  V  are  presented.  Theoretical 
voltage  sensitivity  for  an  interferometric  system  is  270  mV. 
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Introduction 

Ultrafast  electro-optic  (EO)  sampling  was  first 
demonstrated  in  1982  [1]  and  since  then  has  become  a 
valuable  tool  for  testing  optoelectronic  and  electronic 
devices  and  materials  [2].  Densely  packed  analog  and 
digital  circuits  make  it  necessary  to  probe  many  nodes 
simultaneously,  hence  non-invasive  measurement 
techniques  capable  of  producing  2-D,  time-resolved 
voltage  (or  electric-field)  maps  are  needed. 

Conventional  EO  sampling  of  weak  electric  fields 
employs  a  tightly  focused  laser  to  measure  electric-field- 
induced  birefringence  in  an  EO  crystal,  hence,  it  is  referred 
to  as  “point”  sampling.  Meyer  and  Mourou  [3]  first 
demonstrated  electric-field  mapping  by  scanning  an  area 
using  a  point  sampler.  Mertin  [4]  reviews  the  development 
of  two-dimensional  field  measurement  technologies 
including  an  automated  scanning  point  sampler.  Two 
groups  studying  photo-conductive  switches  [5,6]  pioneered 


the  use  of  EO  imaging  by  mapping  the  field  strength  with  a 
detector  array.  Their  work  differs  from  the  present  in  that 
their  devices  exhibited  high  fields  and  were  adequately 
described  with  200  ps  temporal  resolution. 

Electro-optic  sampling  typically  uses  a  pulsed  laser  to 
probe  the  response  of  the  device-under-test  (DUT)  to  a 
transient  launched  on  the  DUT  by  exciting  a 
photoresponsive  element.  Measurement  of  subpicosecond 
transient  electric  fields  is  achieved  using  Pockels  (linear) 
EO  effect.  “Fringing”  2?- fields  caused  by  the  DUT  response 
couple  into  an  EO  crystal  to  produce  temporally  and 
spatially  variant  perturbations  of  the  refractive  index.  Two 
techniques  are  considered  for  probing  the  EO  response: 
interferometry  and  polarimetry.  Each  technique  is  being 
analyzed  and  tested  to  determine  which  is  most  sensitive 
and  robust. 

We  first  describe  each  system,  then  analyze  the 
interferometer  in  detail.  The  relationship  between  the 
measurement  techniques  is  established,  from  which  some 
general  conclusions  are  drawn  about  the  expected  behavior 
of  the  polarimeter.  Finally,  preliminary  experimental 
results  from  a  polarimetric  imager  are  presented. 

System  Descriptions 

Figures  1  and  2  depict  the  two  systems;  components  {A  - 
G}  are  common  to  each.  The  laser  source  (A)  passes 
through  high-speed  modulator  (B)  followed  by  a  variable- 
intensity  beam  splitter  formed  by  waveplate  C  and 
polarizing  beam-splitter  D.  The  p-polarized  “probe”  beam 
is  directed  back  through  polarizer  (D),  then  into  the  spatial 
filter  and  beam  expander  (G).  The  s-polarized  "excitation” 
beam  passes  through  variable-length  optical  delay  (E)  and 
into  fiber  coupler  (F). 

The  interferometer  (Fig.  1)  splits  the  probe  beam  at  the 
wedged  window,  (H),  one  surface  of  which  is  at  Brewster's 
angle.  An  EO  crystal  is  intimately  attached  to  the  DUT 
which  is  on  stationary  mount  (J)  in  the  device  “leg”.  The 
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crystal  surface  contacting  the  DUT  is  highly  reflective.  A 
reference  mirror  is  on  piezoelectric  actuator  (I)  in  the 
reference  “leg”.  Reflections  from  the  reference  mirror  and 
EO  crystal  interact  with  the  wedged  window  a  second  time, 
pass  through  polarizing  filter  (K)  and  relay  lens  (L)  to 
camera  (M).  An  interference  pattern  is  formed  by  the 
interaction  of  both  beams  in  the  plane  of  the  CCD. 


reflection.  On  the  return  pass,  the  beam  is  elliptically 
polarized,  and  only  the  s-polarized  component  is  reflected 
toward  the  CCD.  The  measured  effectiveness  of  this 
polarizer  is  (7S//P)  «  104. 


Z2187 

Figure  2.  Polarimetric  imager. 


•  y' 


Figure  1 .  Interferometric  imager. 

The  polarimeter  (Fig.  2)  directs  the  probe  beam 
through  the  wedged  window,  (H),  followed  by  compensator 
(I),  and  variable  waveplate  (J).  Again,  an  EO  crystal  is 
intimately  attached  to  the  DUT  which  is  on  stationary 
mount  (K).  The  crystal  surface  contacting  the  DUT  is 
highly  reflective.  The  beam  reflected  from  the  EO  crystal 
returns  through  the  waveplate  and  compensator.  A  portion 
of  the  s-polarized  reflection  component  is  reflected  off  the 
Brewster  window,  and  directed  through  aperture  (L),  and 
relay  lens  (M)  to  the  camera  (N). 

The  wedged  window  functions  very  differently  in  these 
two  systems.  In  the  interferometer,  the  probe  beam 
remains  linearly  p-polarized.  Thus,  the  surface  aligned  at 
Brewster’s  angle  is  "perfectly"  transparent.  The  other 
surface  acts  as  an  ’’ideal"  beam  splitter  (of  low  reflectivity 
since  it  is  uncoated)  with  no  2nd  surface  reflections.  In  the 
polarimeter,  the  window  is  used  as  a  polarizing  beam¬ 
splitter.  Reflections  from  the  surface  closest  to  the  laser 
source  are  inconsequential,  since  the  trajectories  of  these 
beams  do  not  reach  the  detector.  The  probe  beam  strikes 
the  window  surface  closest  to  the  DUT  at  Brewster's  angle. 
As  the  probe  beam  first  passes  through  the  Brewster- 
surface,  it  is  linearly  p-polarized,  and  suffers  negligible 


An  electric  E-field  transient  alters  the  refractive  index 
of  the  EO  crystal.  In  the  interferometer,  the  probe  beam  is 
linearly  p-polarized  along  the  optic-axis  of  the  EO  crystal, 
and  thus  the  beam  suffers  phase  retardation  during 
propagation.  When  combined  with  a  p-polarized  plane- 
wave  reference  beam,  an  interference  pattern  is  formed  at 
the  CCD  that  corresponds  to  the  DUT  E-field.  In  the 
polarimeter,  the  probe  is  initially  linearly  polarized  at  45° 
to  the  optic-axis  of  the  EO  crystal.  After  passing  through 
the  compensator,  crystal,  and  again  through  the 
compensator,  the  emerging  beam  is  elliptically  polarized. 
The  degree  of  ellipticity  is  determined  by  (static  +  EO- 
induced)  birefringence  in  the  crystal,  and  the  compensator 
adjustment.  The  compensator  is  used  to  (partially)  negate 
the  static  birefringence  of  the  EO  material,  thus  improving 
sensitivity.  The  intensity  of  the  s-polarized  component 
measured  at  the  detector  is  proportional  to  the  DUT  E- 
field.  In  each  case,  a  low-noise,  frame-transfer  CCD 
camera  records  the  intensity  pattern. 

The  CCD  sensor  (Texas  Instruments  TC-245),  has  755 
-8.5  pm  pixels  horizontal  (H)  and  242  -  19.75  pm  pixels 
vertical  (V).  Typical  magnification  is  4:1,  giving  a 
measurement  area  of  1.6  mm  ( H)  x  1.2  mm  (V),  and  spatial 
resolution  of  2.1  pm  ( H)  x  4.9  pm  (V). 
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Modulation 

Noise  sources  will  degrade  the  system's  sensitivity.  These 
sources  include  low  frequency  vibration  and  thermal 
perturbations  of  the  interferometer,  l/f  laser  noise,  60  Hz 
electrical  noise  (and  harmonics),  and  CCD  thermal  and 
shot  noise.  In  addition,  pixel-to-pixel  sensitivity  variations 
give  the  appearance  of  image  noise. 

Pixel  sensitivity  variations  are  not  truly  noise,  and  can 
be  digitally  corrected  by  calibrating  the  camera.  CCD 
thermal  noise  can  be  reduced  by  cooling  the  sensor.  The 
detrimental  effects  of  the  remaining  noise  sources  can  be 
reduced  by  use  of  modulation. 


the  device  bias  voltage  (effectively  modulating  Areo)  to  the 
camera's  field-clock  frequency,  and  the  operating  point 
(called  actuator  position  in  Fig.  4)  is  modulated  at  half  this 
frequency.  In  the  interferometer,  a  piezoelectric  actuator 
(item  I,  Fig.  1)  is  used  to  modulate  the  operating  point  by 
adjusting  the  reference  mirror  position.  In  the  polarimeter, 
a  variable  waveplate  (item  J,  Fig.  2)  modulates  the 
operating  point  by  altering  the  polarization.  A  pulse  from 
the  timing  circuit  triggers  a  frame  grabber  to  digitize  four 
fields  in  succession,  corresponding  to  states  {A...D}.  This 
low-frequency  modulation  helps  to  reduce  the  effect  of 
thermal  and  vibration  noise. 


(a) 


_ropt  Lropt 

0  |- - 1+1 0 

PZT  phase  shift 

Z2150 

Figure  3.  Intensity  transfer  function  for  an  ideal 
interferometer  or  polarimeter,  centered  about  an  intensity 
null,  shows  modulation  of  the  operating  point  (±  r0opt),  and 
the  EO  signal  (Areo)  to  produce  four  different  intensity 
states. 


Figure  3  is  the  ideal  intensity  transfer  function  for  both 
an  interferometer  and  a  polarimeter,  centered  on  an 
intensity  null.  By  alternately  biasing  the  operating  point  of 
either  system  between  states  A  and  B  (i.e.,  alternating 
between  ±  r0opt  in  the  figure),  two  images  of  equal  intensity 
can  be  obtained  (we  explain  later  how  to  determine  the 
desired  operating  point).  If  we  then  add  a  small  EO- 
induced  phase  shift  (Areo)  to  the  operating  point,  the 
intensity  of  the  resulting  image  to  the  left  of  the  null 
decreases,  while  that  to  the  right  of  the  null  increases. 
Digital  subtraction  of  images  (C  -  A)  and  (D  -  B)  yields  a 
spatial  map  of  the  EO  signal. 

The  camera  integrates  the  incident  photon  flux  for 
1/60  s  for  each  image  "field".  This  integration  period  acts 
as  a  band-stop  filter  for  60  Hz  electrical  noise  and  its 
harmonics.  Figure  4  shows  the  timing  of  the  modulation 
components.  A  timing  circuit  synchronizes  modulation  of 


(b) 

DUT  bias 


Actuator 

position 

Excitation 
and  probe 

Frame  grabber 
trigger 

Four  images 
acquired 


Four  fields 


Figure  4.  Modulation  timing  diagram  corresponding  to 
Fig*  3  . 


The  timing  circuit  also  produces  four  pulses  (called 
"Excitation  and  probe")  which  are  used  to  the  drive  high¬ 
speed  modulator  (item  B  in  Figs.  1  and  2).  This  modulator 
“gates”  the  laser  “on”  for  -100  ns  immediately  before  and 
after  the  frame-transfer  cycle,  and  “off’  at  all  other  times. 
This  reduces  the  laser  noise  bandwidth,  and  further  reduces 
thermal  and  vibration  noise  contributions.  The  limiting 
speed  for  this  modulation  is  governed  by  the  1.27  ms  frame 
transfer  period,  making  the  effective  modulation  frequency 
-750  Hz. 

Electro-optics 

Applying  the  techniques  of  Ref.  [7]  to  x-cut  LiTa03,  a 
material  commonly  used  for  EO  sampling,  we  find 
expressions  for  both  the  EO-induced  index  and 
birefringence  perturbations.  Reference  [8]  establishes  the 
relationship  between  these  perturbations  and  the  magnitude 
of  the  voltage  transient,  device  structure  and  material 
parameters.  An  interferometer  is  used  to  measure  the  z-axis 
index  perturbation  that  causes  Areo,  the  dynamic  EO  phase 
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change.  For  a  coplanar  structure  having  feature-separation 
gap  g,  the  index  perturbation  is: 


surface  \ 


(1) 


where  X  =  probe  beam  wavelength,  the  crystal  and  device 
substrate  have  relative  dielectric  constants  eE0  and  esub 
respectively,  r33  and  r}3  are  Pockels  coefficients,  ne  and  na 
are  the  extraordinary  and  ordinary  refractive  indices,  and 
^surface  the  transverse  j^-field  magnitude  at  the  surface  of 
the  crystal. 

A  similar  expression  can  be  found  for  the  EO-induced 
birefringent  phase  change  measured  by  the  polarimeter: 


Ar 


eo,  XZ 
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surface  \ 
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For  LiTa03,  the  index  perturbation  along  the 
crystalline  z-axis  is  30%  greater  than  the  induced 
birefringence,  thus  suggesting  that  the  interferometric 
system  is  preferable  for  this  material. 

Since  (g£zsurface)  ~  Fgap,  the  voltage  across  the  gap  at 
the  surface  of  the  crystal,  the  phase  change  at  any  point  is 
proportional  to  the  voltage  at  that  point,  hence  the  imager 
can  be  considered  a  voltage-sensing  system. 

Temporal  resolution  of  the  system  is  limited 
predominantly  by  the  probe  pulse  duration  convolved  with 
the  fringing  field  profile.  For  a  100-fs  pulse  and  10-pm  gap 
coplanar  silicon  structure,  we  estimate  the  temporal 
resolution  to  be  less  than  200  fs. 


System  operation 

Electro-optic  signal  sensitivity  in  an  integrating  CCD 
detector  is  greatest  when  the  number  of  electrons  in  each 
pixel  attributed  to  the  EO  signal,  q ,  is  maximized  relative 
to  the  total  pixel  charge,  Q.  System  constraints  differ  from 
consideration  of  the  equations  governing  each  detection 
method.  We  first  consider  the  interferometric  system  in 
detail,  then  postulate  how  this  relates  to  the  polarimeter. 

The  normalized  intensity  measured  by  the  detector,  /int, 
is  the  ratio  of  the  output  intensity  from  the  interferometer  to 
the  intensity  in  the  reference  leg  (see  Ref.  [8]), 

/int  =yHL  =  (l  +  a)  +  2Vacos(2r)  +  &,  (3) 

*ref 

where  a  =  /DUT  /  /ref  is  the  normalized  intensity  in  the 
device  leg,  IT  =  2(T0+ATeo)  is  the  phase  difference 
between  the  E-field  of  the  optical  probe  in  each  leg  (factor 
of  '2'  results  from  reflective  sampling  configuration),  b  is 
background  illumination,  and  F0  is  the  optical  phase  bias  of 
the  interferometer.  Ideally,  a~  1,  b  =  0. 

One  can  show  that  in  the  small-signal  limit  the  ratio 
qlQ  becomes  [8]: 


q_ 
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=  f(P,r0)ATe, 


fLim  Aren->0 
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and 
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(4c) 


p  +  COS(2r0)y 

Equation  (4a)  describes  the  fraction  of  electrons  in 
each  pixel  attributed  to  the  EO  effect,  Eq.  (4b)  describes 
the  interferometer’s  quality,  and  (4c)  defines  the  system 
performance  as  a  function  of  static  bias  T0  and  for  a  given 
quality  p .  The  optimum  optical  bias  point  at  which 
function  /  is  maximized,  r0opt,  is  found  by  optimizing  Eq. 
(4c)  with  respect  to  To : 

1 


C(p)  =  -cos-'(-p-'). 


(5) 


Equation  (5)  has  two  solutions;  one  solution  is  shown 
in  Fig.  5.  The  solutions  are  symmetrically  located  on  either 
side  of  an  interferometric  null,  as  suggested  by  Fig.  3. 
These  solutions  are  used  as  the  operating  point  about  which 
(small  signal)  Areo  varies.  Substituting  Eq.  (5)  into  (4c),  we 
find  fopt(p),  the  optimized  sensitivity  factor  for  the  CCD, 


rr,(p)= 


2 

W1  -  ~p~2 


(6) 


This  factor,  also  shown  in  Fig.  5,  allows  us  to  estimate  the 
maximum  attainable  system  sensitivity. 


Figure  5.  Optimum  optical  bias  point  (operating  point)  r0opt 
and  sensitivity  factor/  opt  can  be  found,  given  quality  p. 

Analysis  of  the  optical  system  shows  numerous 
sources  that  degrade  interferometer  quality  (see  Ref.  [8]). 
In  the  remaining  discussion,  the  values  calculated  for  the 
system  in  Fig.  1  are  p(cc=  0.94,  fr-0.085)  =  1.044. 

The  minimum  detectable  signal,  Areo  mm,  corresponds 
to  q/Q  -  ^noise/Qweii-  This  requires  that  the  sensor  be 
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operated  near  saturation  for  maximum  sensitivity.  The 
CCD's  root-mean-squared  combination  of  shot  and  thermal 
noise  is  #noise  =  50  electrons,  and  well  capacity  is  <2weii  =  80 
x  103  electrons  [9].  By  solving  Eq.  (6)  and  substituting  the 
result  into  Eq.  (4a),  we  find  Areom,n  =  100  pxad.  We  use  Eq. 
(1)  to  find  the  corresponding  minimum  detectable  voltage 
for  a  device  fabricated  on  silicon  (8sub  =  11.9),  using 
LiTa03  as  the  EO  crystal  (£NL0  =  43,  r33  =  33  pm/V,  ne  = 
2.180)  [7],  and  probing  at  X  =  800  nm.  This  gives  Areo  mm 
=  3.7  x  10  '4  (g£zsurface)  =  100  prad,  corresponding  to  27 
kV/m  on  a  10-pm  gap,  or  V  gap  =  270  mV. 

Sensitivity  can  be  increased  by  a  factor  of  43  using,  an 
organic  salt  called  DAST  [10]:  eNL0  =  7.0,  ru  =  160  pm/V, 
and  n  =  2.460.  A  30°C  reduction  in  the  CCD  temperature 
increases  sensitivity  by  a  factor  of  1.6  since  sensor  cooling 
reduces  the  dark  current  by  1/2  for  every  10°C.  With  both 
enhancements,  Vgap  =  4  mV,  and  £zsurface  B  400  V/m. 

The  intensity  detected  by  a  polarimetric  imager  is 
given  by: 

',.i  =  Rsin2(rt)  + 

*r2sin!(rc+2(r0  +  Ar„))+  m 
t2  sin2(rt+r0  +  Ar„)  +... 

where,  R  =  intensity  reflection  coefficient  from  EO  crystal, 
T  =  (1  -  R)  =  intensity  transmission,  and  Tc  is  the  phase 
retardation  introduced  by  the  compensator.  Equation  (7) 
differs  from  the  ideal  case  quoted  in  [2];  it  includes  surface 
reflections  from  the  EO  crystal.  The  first  term  results  from 
the  Fresnel  reflection  on  the  front  face  of  the  EO  crystal; 
this  contains  no  EO  signal.  The  second  term  passes 
through  the  EO  crystal  twice,  thus  accumulating  twice  the 
static  and  EO  retardation,  2(T0  +  Areo).  This  may  seem 
beneficial  at  first  glance,  but  recall  that  the  probe  beam 
pulse  duration  is  shorter  than  the  time-of-flight  of  the  probe 
through  the  crystal.  Consequently,  the  second  term  reduces 
temporal  resolution  of  the  system.  Only  the  third  term  is 
relevant  to  the  measurement  of  interest,  since  it  has 
undergone  exactly  one  pass  through  the  crystal.  In  the  ideal 
case,  R  =  0;  Eq.  (7)  becomes: 

/pol -sin2(rc+r0+Areo).  w 

Likewise,  in  an  ideal  interferometer  (p  -  1);  Eq.  (3) 
becomes: 

4,  °ccos2(r0+Areo).  (9) 

From  this  observation,  we  conclude  that  for  well 
designed  systems  (i.e.,  nearly  ideal),  the  functional  form  of 
the  small-signal  response  should  be  similar  in  each  case. 
Furthermore,  the  compensator  setting  (Tc)  is  used  to 
optimize  the  sensitivity  of  a  polarimeter,  whereas  the 
reference  mirror  position  (i.e.,  r0)  is  used  to  optimize  the 
interferometer  sensitivity. 


Experimental  results 

Our  initial  experiments  use  the  polarimeter  of  Fig.  2. 
Figure  6  shows  a  2-D  image  of  a  simple  coplanar  structure 
(bottom),  with  gap  size  =  200  pm.  The  super-image  is  the 
observed  electric-field  map  with  an  applied  bias  of 
33  V  DC,  and  with  Tc  optimized. 


Figure  6.  2-D  image  of  coplanar  structure  (bottom);  gap 
size  (dark  stripes)  =  200pm.  The  super-image  is  the 
observed  transverse  Zs-field  map  with  a  bias  of  33  VDC. 


One  feature  evident  in  Fig.  6  is  the  presence  of  image 
noise.  Obvious  noise  sources  include  non-uniform 
illumination  (i.e.,  diffraction-rings  from  contaminated 
optics)  and  pixel-pixel  sensitivity  variations  (i.e.,  local 
peaks  and  valleys).  Modulation  of  the  bias  (only)  was  used 
during  acquisition.  Sixteen  images  were  acquired  and 
averaged  in  approximately  8  seconds  to  produce  this  result. 
No  other  forms  of  modulation,  sensor  cooling,  or  digital 
correction  were  used. 

Retardation  (A=795  nm) 

-A/4  -A/8  0  A/8  A/4 


Retardation  (rad) 

Figure  7.  Maximum  system  sensitivity  occurs  when  the 
compensator  retardation  -  -71/8  (=  -^/16)  relative  to  an 
intensity  null.  Note  the  asymmetry  of  this  plot. 
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Figure  7  shows  the  measured  sensitivity  as  a  function 
of  compensator  retardation  Tc  relative  to  an  intensity  null. 
From  this  figure,  we  find  the  maximum  sensitivity  to  be 
(33  V/18  counts)  =  1.8  V/count  when  retardation  — 7t/8. 
This  system  has  not  been  fully  optimized  with  regard  to 
Eq.  (7),  and  greater  sensitivity  is  expected.  An  interesting 
feature  in  Fig.  7  is  the  sensitivity  asymmetry  for  positive 
and  negative  retardation.  Analysis  of  the  equation 
describing  the  polarimeter  [Eq.  (7)]  predicts  this  behavior, 
whereas  analysis  of  the  equation  describing  the 
interferometer  [Eq.  (3)]  does  not.  A  detailed  analysis  of 
this  behavior  will  be  the  subject  of  a  future  publication. 

Summary 

We  have  described  two  ultrafast  EO  imaging  systems  that 
use  a  CCD  detector  to  map  electric  fields  on  an 
optoelectronic  device.  Optimum  operating  conditions  are 
identified  for  non-ideal  imagers.  Signals  can  be  modulated 
at  up  to  750  Hz  to  reduce  effects  of  Ilf  laser,  thermal  and 
vibration  noise.  Sensitivity  in  the  absence  of  laser  noise  is 
estimated  to  be  27  kV/m,  corresponding  to  270  mV  for  a 
10-jam  coplanar  structure.  Sensor  cooling  and  alternative 
EO  materials  should  improve  the  resolvable  voltage  to 
4  mV.  Experimental  results  to-date  have  demonstrated 
1.8  V  sensitivity.  Future  goals  include  complete  DC  and 
subpicosecond  characterization  of  each  system. 
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Abstract 

We  report  the  application  of  an  optical  second-harmonic 
sampling  technique  that  allows  for  the  detection  of 
subpicosecond  electrical  transients. 
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The  use  of  ultrafast  laser  sources  to  generate  and  detect 
ultrashort  electrical  pulses  has  stimulated  significant 
interest  in  recent  years.  These  techniques  have  provided 
powerful  tools  for  applications  ranging  from  high-speed 
device  characterization  to  time-domain  terahertz  (THz) 
spectroscopy  [1].  With  the  widespread  availability  of  lasers 
exhibiting  ultrashort  pulse  durations,  there  is  strong 
incentive  to  translate  the  bandwidth  of  the  optical  pulse  to 
the  electrical  pulses.  The  use  of  nonlinear  optical  media 
seems  well-suited  for  this  application.  This  is  exemplified 
by  the  application  of  electro-optic  sampling  [2]  as  a 
sensitive  probe  of  picosecond  electrical  pulses  on 
transmission  lines,  as  well  as  the  more  recent 
demonstration  of  the  coherent  detection  of  freely 
propagating  far-infrared  pulses  [3-5].  While  electro-optic 
sampling  has  a  number  of  attractive  features,  including  a 
high  degree  of  sensitivity  to  electrical  transients,  the 
technique  may  impose  several  significant  limitations.  For 
example,  in  silicon-based  circuit  applications,  the  required 
external  electro-optic  crystal  can  cause  loading  effects  on 
the  circuit.  In  addition,  for  both  transmission  line  and 
freely  propagating  THz  applications,  low-lying  vibrational 


resonances  in  many  inorganic  electro-optic  crystals  can 
impose  high  frequency  limitations  on  the  spectral  content. 

In  this  contribution,  we  describe  the  application  of 
an  electric  field  induced  optical  second-harmonic  (EFISH) 
sampling  technique  that  allows  for  the  detection  of 
ultrashort  electrical  pulses,  both  on  transmission  lines  and 
in  the  form  of  freely  propagating  THz  radiation.  In  contrast 
to  electro-optic  sampling,  which  typically  relies  on  the  use 
of  non-centrosymmetric  ionic  crystals,  the  present  second- 
harmonic  (SH)  sampling  technique  is  also  applicable  to 
centrosymmetric  media.  This  is  particularly  important, 
since  it  creates  the  possibility  for  using  materials  with 
better  suited  low-frequency  characteristics.  In  addition,  the 
sensitivity  of  this  technique  is  enhanced  by  its  nearly 
background-free  character.  As  a  result  of  these  attributes, 
we  expect  the  inherent  resolution  time  of  this  technique  to 
be  -  10  fs. 

We  used  a  mode-locked  Ti:sapphire  laser 
producing  ultrashort  optical  pulses  at  76  MHz  to  generate 
and  detect  the  transient  electrical  pulses  in  both  the  guided- 
wave  and  free  space  configurations.  For  the  transmission 
line  geometry,  shown  in  Figure  1,  the  device  was 
fabricated  on  ion-implanted  silicon-on-sapphire.  The 
electrical  pulses  were  launched  using  a  photoconductive 
switch  embedded  in  the  transmission  line  structure  (top  left 
circle).  Detection  of  these  pulses  was  effected  a  short 
distance  away  (lower  right  circle)  using  a  split-off  portion 
of  the  optical  beam.  For  the  free  space  geometry,  THz 
radiation  was  generated  using  a  GaAs-based  large  aperture 
photoconductive  antenna.  A  pair  of  off-axis  paraboloidal 
mirrors  were  used  to  collimate  and  focus  the  THz  radiation 
onto  the  detection  medium,  which  consisted  of  an  ion 
implanted  silicon  surface.  It  is  important  to  note  that  the 
detection  capability  is  equally  applicable  to  crystalline 
materials. 
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Figure  1 :  Schematic  drawing  of  the  coplanar  waveguide 
transmission  line  fabricated  on  an  ion  implanted  silicon- 
on-sapphire  wafer.  The  device  consists  of  a  center  line 
with  10  pm  wide  channels  on  each  side.  The  black  circles 
show  where  the  pump  and  probe  beams  impinge  on  the 
device. 

The  detection  process  utilized  a  probe  beam  that 
was  incident  on  the  silicon  substrate  at  45°.  After  passing 
through  optical  filters  to  remove  any  residual  second 
harmonic  (SH)  photons,  the  beam  was  focused  to  a  spot 
size  of  approximately  10  pm.  The  reflected  beam  passed 
through  several  optical  filters  to  remove  the  fundamental 
photons  and  an  analyzing  polarizer  oriented  to  pass  only  s- 
polarized  photons.  The  SH  signal  was  detected  with  a 
photomultiplier  tube  and  photon  counter. 

We  begin  by  describing  the  general  approach  for 
EFISH  detection.  In  general,  both  electric  field- 
independent  and  field  dependent  contributions  are  present. 
The  field-independent  (static)  SH  contribution  may 
emanate  from  the  same  medium  as  the  EFISH  source  or 
may  be  generated  in  a  physically  separated  medium.  In  the 
experiment  described  below,  we  use  the  static  contribution 
arises  from  the  surface  of  the  implanted  silicon.  We  can 
define  an  effective  second-order  susceptibility,  x(2)eff>  that 
incorporates  the  appropriate  tensoral  and  angular 
dependencies.  In  the  absence  of  a  subpicosecond  (THz) 
field,  the  static  component  to  the  SH  field,  E2w ,  is  given 
by 

Ef  axgE-E",  (1) 

where  E“  is  the  field  of  the  fundamental  probe  beam  at 
frequency  co. 

If  we  neglect  this  static  component,  then,  in  the 
presence  of  a  subpicosecond  (THz)  pulse,  Esps,  the  transient 
component  of  the  SH  field,  AE2w  ,  is  given  by 

AE2w  ccxg  Ew  E"  Esps  *  i  .  (2) 


Here,  xS  is  the  effective  third  order  and  i  is  the  effective 
interaction  length  for  the  nonlinear  mixing.  The 
corresponding  intensity,  which  varies  as  the  square  of  the 
SH  electric  field  magnitude,  is,  therefore,  quadratic  in  the 
subpicosecond  field. 

As  stated  above,  both  the  static  and  transient 
contributions  may  be  present.  Thus,  the  detected  SH 
intensity,  I2ro  ,  is  given  by 

i2“  =  |e2“  +  ae2“|2 

«  A|x(2,|2  (r ) 2  +  B  {x(2)*  x(3)  +  x(2)  x<3)* }  Esps  (p ) 2 

+  c|x(3)Esps|2(p)2 
s  I2“  +  AIl"  +  AIq“ 

(3) 

where  A,  B,  and  C  are  constants  that  include  all  angular 
dependencies,  %*  designates  the  complex  conjugate  of 
and  L  and  Q  designate  linear  and  quadratic  dependencies 
on  the  transient  electric  field,  respectively.  The  SH 
intensity,  therefore,  consists  of  a  quiescent  term,  I2(d ,  that 
is  constant  for  a  fixed  experimental  arrangement,  a  first- 
order  signal  term,  AI2t0 ,  that  varies  linearly  with  the 
magnitude  of  the  subpicosecond  electrical  pulse,  and  a 
second-order  signal  term,  AIqW  ,  that  varies  quadratically 
with  the  magnitude  of  the  subpicosecond  electrical  pulse. 
We  note  that  the  magnitude  of  E2o)  can  be  varied  by 
simply  rotating  the  polarization  of  the  obliquely  incident 
probe  beam. 


Time  Delay  [ps] 

Figure  2:  Temporal  waveform  obtained  using  second 
harmonic  generation.  The  upper  curve  corresponds  to  the 
generation  of  an  electrical  transient  by  the  application  of  a 
bias  across  the  pump  photoconductor  gap.  The  lower 
curve  is  a  reference  scan  obtained  in  the  absence  of  an 
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applied  bias.  Both  waveforms  are  offset  from  the  origin 
for  clarity. 

In  the  transmission  line  experiment,  we  used  an  s- 
polarized  fundamental  probe  beam  and  detected  only  the  s- 
polarized  SH  radiation.  Furthermore,  no  dc  bias  was 
present  on  the  transmission  line.  For  isotropic  media,  such 
as  ion  implanted  silicon-on-sapphire,  in  such  an 
experimental  geometry,  no  static  contribution  to  the  SH 
field  is  expected.  Thus,  Eq.  (3)  reduces  simply  to 

I2w  =  AI2“  .  (4) 

The  experimentally  observed  waveform  using  the  EFISH 
technique  described  above  is  shown  in  Figure  2.  The  upper 
trace  shows  the  signal  with  a  bias  on  the  generation 
photoconductive  switch,  while  the  lower  trace  shows  the 
signal  in  the  absence  of  the  bias.  We  have  compared  this 
upper  trace  in  Figure  2  to  an  electronic  cross-correlation 
measurement  for  this  device  (not  shown)  and  have  found 
that  the  waveform  is  indeed  consistent  with  a  quadratic 
dependence  on  Esps  [6]. 

For  the  case  of  freely  propagating  THz  radiation, 
we  used  a  mixed  s/p  fundamental  polarization,  such  that 
both  AE2<0  and  E2w,  were  present.  More  specifically,  the 
polarization  of  the  fundamental  beam  was  adjusted  so  that 
E2co  »  AE2<° .  Thus,  Eq.  (3)  reduces  to 

1 2(0  *  If  +  Alf  (5) 

The  observed  temporal  profile  for  the  freely  propagating 
THz  electric  field  using  the  EFISH  technique  is  shown  in 
Figure  3.  For  clarity,  we  have  subtracted  the  DC  offset, 

Iq03  ,  in  order  to  more  clearly  show  the  bipolar  nature  of 
the  detected  waveform. 

The  intrinsic  response  time  for  the  SH  sampling 
technique  is  limited  by  the  spread  in  the  arrival  time  of  the 
probe  beam  throughout  the  probed  volume  and  the 
properties  of  the  nonlinearity.  Given  the  short  escape 
depth  (125  nm)  for  the  SH  signal  and  the  electronic  nature 
of  the  nonlinearity,  we  expect  the  response  time  to  be 
limited  by  the  duration  of  the  probe  pulse  with  an  inherent 
limit  of  <  10  fs.  Experimentally,  the  fastest  transient  in  the 
THz  waveform  corresponds  to  a  time  delay  of 
approximately  300  fs.  This  is  significantly  longer  than  the 
optical  pulse  duration  and  is  believed  to  limited  by  the 
emitter  and  the  imaging  system. 

In  the  present  experimental  arrangement,  the 
interaction  length  in  silicon  is  extremely  short.  Thus,  there 
is  no  particular  advantage  in  using  a  co-propagating  versus 


counter-propagating  beam  geometry.  However,  with  the 
appropriate  choice  of  transparent  media,  we  expect  that  the 
use  of  a  transmission  geometry  employing  appropriate 
phase-matching  constraints  will  yield  a  significant 
enhancement  in  the  detection  sensitivity,  without 
deleterious  effects  on  the  detection  response  time.  We  are 
currently  investigating  this  approach. 

We  are  grateful  to  Aniruddha  Weling  for  many 
helpful  discussions.  This  work  was  supported,  in  part,  by 
the  Air  Force  Office  of  Scientific  Research  under  Grant 
No.  F49620-92-J-0036  and  the  National  Science 
Foundation  under  Grant  No.  CHE-96- 12294. 


Figure  3:  The  normalized  temporal  response  of  the  THz 
field  measured  by  electric  field-induced  second  harmonic 
generation.  For  clarity,  the  contribution  of  the  static  SH 
radiation  has  been  subtracted. 
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Terahertz  optoelectronics  has  been  a  very  fertile  field  within  the  last  few  years,  with  new 
innovations  in  the  technology  and  its  applications  continuously  emerging.  The  papers  in  this 
section  give  a  good  cross  section  of  some  of  the  latest  innovations  in  this  field. 

Terahertz  optoelectronics,  which  started  just  over  ten  years  ago,  has  transformed  itself 
from  a  research  curiosity  to  an  important  technology.  Physicists,  chemists,  and  biologist  have 
discovered  its  superior  performance  as  a  spectroscopy  tool  in  the  far-infrared  region  of  the 
electromagnetic  spectrum.  High-energy  terahertz  pulses  can  now  be  generated  with  microjoule 
energies  to  perform  nonlinear  spectroscopy  in  atoms  and  semiconductors.  But  maybe  most 
important,  the  technology  has  improved  and  matured  enough  to  find  its  way  into  commercial 
applications  such  as  circuit  testing,  quality  control,  package  inspection,  and  gas  detection. 

Compact,  diode-pumped  femtosecond  lasers  had  a  lot  to  do  with  making  terahertz 
technology  practical  enough  to  be  considered  for  the  commercial  market.  Other  innovations 
have  followed,  like  real-time  signal  detection  and  acquisition,  more  efficient  transmitters  and 
detectors,  new  electro-optic  sensors,  and  improved  optical  systems  allowing  diffraction-limited 
propagation  and  focusing  of  terahertz  beams. 

What  may  be  the  most  important  indicator  of  the  status  of  terahertz  optoelectronics  is  the 
sustained  rate  of  new  ideas  and  techniques  generated  by  the  growing  pool  of  researchers  in  this 
field.  Examples  in  this  volume  are  THz  impulse  ranging,  terahertz  “T-ray”  imaging  and 
tomography,  and  near-field  detection.  In  addition,  electro-optic  THz  detectors  promise  a  new 
way  of  terahertz  imaging,  and  at  the  same  time  allow  to  extend  coherent  detection  to  frequencies 
well  beyond  10  THz. 
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Abstract 

Free-space  electro-optic  field  sensors  have  be  used  to 
characterize  the  temporal,  spectral,  and  spatial  distribution 
of  freely  propagating  terahertz  beams  (THz  beams).  This 
detection  system,  which  uses  an  electro-optic  crystal 
sensor,  provides  diffraction-limited  spatial  resolution, 
femtosecond  temporal  resolution,  DC-THz  spectral 
bandwidth,  and  a  sub-mV/cm  field  detectability. 

Key  words:  ultrafast  measurement;  electro-optic  sampling; 
infrared  imaging;  electro-optic  devices. 


Electro-Optic  Field  Sensor 

Ultrafast  electro-optic  field  sensor  provides  alternative 
method  for  time-resolved  measurement  of  freely  propagating 
terahertz  beams  with  a  frequency  range  from  GHz  to  THz 
[1-8].  The  sensitivity  and  bandwidth  of  the  electro-optic 
sensors  (sampling  in  a  synchronized  mode)  are  comparable 
to  or  superior  than  conventional  far-infrared  detection. 
Advantages  intrinsic  to  electro-optic  detection  include  large 
detector  area,  high  scan  rate,  low  optical  probe  power,  and 
large  linear  dynamic  range. 

Figure  1  illustrates  the  experimental  setup  of  a  free-space 
co-propagating  electro-optic  sampling  system.  A  CW 
mode-locked  Tiisapphire  laser  is  used  as  the  optical  source. 
Several  different  semiconductor  GHz/THz  emitters  have 
been  tested,  including  photoconductive  antennas  (transient 
current  source),  and  a  <11 1>  GaAs  wafer  at  normal 
incidence  (optical  rectification  source).  In  general  optical 
rectification  source  emits  the  THz  pulse  with  a  duration 
comparable  to  that  of  the  optical  excitation  pulse,  and 
transient  current  source  radiates  longer  THz  pulses. 

Fundamentally,  the  electro-optic  effect  is  a  coupling 
between  a  low  frequency  electric  field  (terahertz  pulse)  and  a 
laser  beam  (optical  pulse)  in  the  sensor  crystal.  Free-space 


electro-optic  sampling  via  the  linear  electro-optic  effect 
(Pockels  effect)  offers  a  flat  frequency  response  over  an 
ultrawide  bandwidth.  Because  field  detection  is  purely  an 
electro-optic  process,  the  system  bandwidth  is  mainly 
limited  by  either  the  pulse  duration  of  the  probe  laser  or  the 
lowest  TO  phonon  frequency  of  the  sensor  crystal.  Further, 
since  electro-optic  sampling  is  purely  an  optical  technique, 
it  does  not  require  electrode  contact  or  wiring  on  the  sensor 
crystal. 


Fig.  1:  Schematic  illustration  of  co-propagating 
electro-optic  sensor  setup. 

Figure  2  shows  the  details  of  the  sampling  setup.  Simple 
tensor  analysis  indicates  that  a  <  1 1 0>  oriented  zincblende 
crystal  as  a  sensor  gives  the  best  sensitivity.  The 
polarization  of  the  THz  beam  and  optical  probe  beam  are 
parallel  to  the  [1,-1 ,0]  crystal  direction.  Modulating  the 
birefringence  of  the  sensor  crystal,  via  an  applied  electric 
field  (THz),  will  modulate  the  polarization  ellipticity  of  the 
optical  probe  beam  passing  through  the  crystal.  The 
ellipticity  modulation  of  the  optical  beam  can  then  be 
polarization  analyzed  to  provide  information  on  both  the 
amplitude  and  phase  of  the  applied  electric  field.  The 
detection  system  will  analyze  a  polarization  change  from 
the  electro-optic  crystal  and  correlate  it  with  the  amplitude 
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and  phase  of  the  testing  electric  field.  For  weak  field 
detection,  the  power  of  the  laser  beam  modulated  by  the 
electric  field  of  the  THz  pulse  E  (E=V/d)  is 
Pout(V)  ~  P0  [l+7iV/Vft] 

where  Po  is  the  output  optical  probe  power  with  zero  field 
applied  to  the  crystal,  and  is  the  half-wave-voltage  of 
the  sensor  crystal.  By  measuring  Pout  from  a  calibrated 
voltage  source  as  a  function  of  time  delay  between  the  THz 
pulse  and  optical  probe  pulse,  the  time-resolved  sign  and 
amplitude  of  V  can  be  obtained,  and  a  numerical  FFT 


Figure  3  plots  the  temporal  electro-optic  waveform  of  a  1 
ps  THz  pulse  as  measured  by  a  balanced  detector  after  both 
the  THz  pulse  and  optical  probe  pulse  co-propagate 
through  the  <1 10>  ZnTe  sensor  crystal.  The  time  delay  is 
provided  by  changing  the  relative  length  of  the  optical 
beam  path  between  the  THz  pulses  and  the  optical  probe 
pulses.  Detection  sensitivity  is  significantly  improved  by 
increasing  the  interaction  length  of  pulsed  field  and  optical 
probe  beam  within  the  crystal.  The  signal-to-noise  ratio 
can  exceed  1,000:1  using  unfocused  beams,  10,000:1  using 
unamplified  focused  beams  (using  a  laser  oscillator  as  an 
optical  source),  and  100,000:1  using  focused  amplified 
beams  (using  a  regenerative  amplified  laser  source)  with  a 
ZnTe  sensor  crystal.  Fig.  4  plots  the  signal  and  noise 
spectra,  with  a  SNR>50,000  from  0.1  to  1.2  THz. 


pulse  measured  by  a  ZnTe  sensor. 


Fig.  4:  Amplitude  spectrum  after  FFT  shows  a  SNR  > 
50,000  from  0.1  THz  to  1.2  THz. 

Figure  5  plots  the  measurement  of  200  fs  THz  pulses.  The 
ringing  after  the  main  peak  is  due  to  the  dispersive 
contribution  by  the  first  TO  phonon  resonance  (centered  at 
5.3  THz  and  2  THz  FWHM)  in  ZnTe.  Detection 
bandwidth  is  limited  by  the  optical  pulse  duration  and 
dispersion  in  the  material.  The  useful  detection  bandwidth 
of  ZnTe  extends  to  4  THz,  as  shown  in  Fig.  6. 
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Fig.  5:  Temporal  electro-optic  signal  of  200  fs  THz 
pulse  measured  by  a  ZnTe  sensor. 


Fig.  6:  Amplitude  spectrum  of  the  temporal  signal  in 
Fig.  5. 
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A  linear  response  in  both  the  generation  and  detection  of 
the  THz  pulses  is  crucial.  Figures  7  and  8  plot  the  electro¬ 
optic  signal  versus  average  optical  probe  power  and  peak 
optical  pump  power,  respectively.  Excellent  linearity  is 
achieved  versus  probe  power  whereas  pump-beam 
saturation  has  been  observed.  By  increasing  the  optically 
illuminated  area  of  the  photoconductor  on  the  THz  emitter, 
the  total  emitted  THz  power  can  be  made  to  scale  up 
linearly  with  illumination  area  (assuming  a  nonsaturating 
optical  fluence). 
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Fig.  7:  Electro-optic  signal  versus  optical  probe 
average  power. 
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Fig.  8:  Electro-optic  signal  versus  optical  excitation 
density  (peak  power). 


has  a  pulse  duration  of  45  fs,  and  currently  the  TFIz  signal 
bandwidth  is  limited  by  the  GaAs  emitter  (TO  phonon  at  8 
THz).  Fig.  10  is  the  corresponding  frequency  spectrum.  It 
shows  a  3-dB  bandwidth  of  3.6  THz  and  a  cutoff  frequency 
near  7  THz.  By  using  GaP  as  both  emitter  and  sensor,  we 
expect  a  cutoff  frequency  greater  than  10  THz. 


Time  (ps) 

Fig.  9:  Temporal  signal  from  optical  rectification 
measured  by  a  GaP  sensor.  53  fs  (10%  to  90%  risetime 
in  ring  oscillation)  can  be  well  resolved. 


Fig.  10:  Amplitude  spectrum  of  a  temporal  signal  shown 
in  Fig.  9.  This  is  the  widest  bandwidth  of  a  coherent 
detector  ever  reported. 


Electro-Optic  2D  Imaging 


By  using  crystals  with  a  higher  first  TO  phonon  frequency, 
it  is  possible  to  further  increase  the  system  bandwidth.  We 
have  tested  several  electro-optic  crystals  with  different 
phonon  frequencies.  GaP  is  a  zincblende  crystal  with  its 
indirect  bandgap  at  2.25  eV.  The  first  TO  phonon 
frequency  is  1 1  THz  (367  cm'1).  The  measured  electric  field 
sensitivity  of  GaP  sensor  is  about  half  of  that  of  the  ZnTe 
crystal.  However  the  bandwidth  of  a  GaP  sensor  is 
doubled.  Our  data  suggests  that  GaP  is  a  prime  candidate. 
Fig.  9  is  a  plot  of  the  temporal  waveform  (optical  rectified 
signal  from  a  <11 1>  GaAs  with  normal  incidence) 
measured  by  a  <1 10>  GaP.  The  time-resolved  10%  to  90% 
transient  in  the  ring  is  53  fs.  This  is  the  shortest  electrical 
transient  that  has  ever  been  measured  coherently.  Our  laser 


The  use  of  THz  beams  for  imaging  applications  was  first 
demonstrated  by  Hu  and  Nuss  [9,10],  Far-infrared  images 
(T-ray  imaging)  of  tree  leaves,  bacon,  and  semiconductor 
integrated  chips  were  demonstrated  as  examples  of  a  variety 
of  applications.  Electro-optic  2D  imaging  provides  an 
alternative  way  for  THz  imaging.  One  of  the  most 
important  applications  of  free-space  electro-optic  imaging  is 
the  capability  of  real-time  imaging  [11,  12]. 

By  illuminating  an  electro-optic  crystal  with  a  THz  beam 
and  an  optical  readout  beam,  then  detecting  the  optical 
beam  with  a  linear  diode  array  or  CCD  camera,  time- 
resolved  1-D  or  2-D  images  of  pulsed  far-infrared  radiation 
can  be  achieved,  respectively. 
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Fig.  1 1:  Setup  for  the  conversion  of  a  THz  image  into  an 
optical  image. 
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Fig.  12:  Signal  from  one  of  the  288x384  CCD  pixels 
(100  time-resolved  frames). 


THz 

Fig.  13:  Amplitude  spectrum  of  a  temporal  signal 
shown  in  Fig.  13. 

Figure  1 1  schematically  illustrates  the  experimental 
arrangement  for  free-space  electro-optic  THz  imaging. 
Silicon  lenses  are  used  to  focus  the  THz  radiation  on  a 
<110>  oriented  ZnTe  crystal.  An  optical  readout  beam 
with  a  diameter  larger  than  that  of  the  THz  beam  probes  the 
electric  field  distribution  within  the  crystal  via  the  Pockels 
effect.  The  2D  field  distribution  in  the  sensor  crystal  is 


converted  into  a  2D  optical  intensity  distribution  after  the 
readout  beam  passes  through  a  crossed  polarizer,  and  the 
optical  image  is  then  recorded  by  a  linear  diode  array  or  a 
digital  CCD  camera.  Figures  12  and  13  plot  temporal 
signal  and  its  corresponding  FFT  from  a  single  CCD 
pixel.  The  data  in  Fig.  12  was  taken  from  100  sequential 
frames  with  a  temporal  step  of  66.6  fs.  Fig.  14  shows  the 
temporal  signal  from  a  linear  diode  array  (288  pixels). 


Fig.  14:  Temporal  signal  from  288  pixels. 


Figures  15  and  16  are  plots  of  the  spatial  distribution  (6x6 
mm2)  of  the  THz  field  amplitude  imaged  near  the  focal 
point  at  0.57  THz  and  1.08  THz,  respectively.  The  pixel 
size  is  22  pm,  and  the  focal  plane  imaging  is  1-to-l.  In  the 
diffraction  limit,  as  can  be  seen  in  the  figures,  components 
of  THz  field  at  a  higher  frequencies  (here  1.08  THz)  focus 
more  tightly  than  those  at  the  low  frequencies  (here  0.57 
THz).  Further,  the  largest  THz  induced  photomodulation 
was  over  50%. 


X  Pixels  Y  Pixels 

Fig.  15:  An  image  of  a  focused  THz  beam  at  0.57 
THz. 


216 


Ultrafast  Electronics  and  Optoelectronics 


1.08  THz 
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Fig.  16:  An  image  of  a  focused  THz  beam  at  1.08  THz. 

We  have  imaged  the  field  distribution  from  a  planar 
quadrupole  THz  emitter.  Figure  17  shows  the  quadrupole 
emitter  where  the  center  electrode  is  biased  with  two  side 
electrodes  grounded  and  the  corresponding  radiation 
pattern.  The  center  electrode  is  1  mm  wide  and  has  a 
length  over  1  cm.  The  gaps  between  the  side  electrodes  are 
1.5  mm  and  2  mm,  respectively.  This  quadrupole 
geometry  generates  two  unbalanced  dipoles  with  opposite 
polarity.  The  peak  field  distributions  are  plotted  in  2-D  and 
3-D.  Figure  17  clearly  indicates  the  radiation  pattern  and 
the  polarity  of  two  opposite  dipoles. 
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Fig.  17:  A  focal-plane  image  of  the  THz  field  from  a 
quadrupole. 


objective  at  focal-plane  can  be  viewed  at  the  video  rate  (38 
frames/s).  To  demonstrate  this  ability,  a  dipole  emitter 
(2x5  mm2  photoconductor)  was  placed  about  1  cm  away 
from  the  focal-plane  as  the  THz  source,  and  an  object  was 
positioned  in  the  focal-plane.  Figure  18  captures  an  image 
when  an  object  (a  wooden  rod  with  2  mm  diameter)  was 
swept  through  the  THz  beam  path  at  the  focal-plane. 


measured  THz  pattern 


Y  Pixels 


a  moving  rod 

Fig.  18:  One  of  the  focal-plane  images  with  a  rod  sweeping 
across  the  THz  beam  path  in  the  focal  plane. 

This  system  was  used  to  record  the  dynamic  radiating 
process  resulting  from  varying  the  bias  field  until 
breakdown.  The  maximum  frame  transfer  rate  of  our  current 
CCD  (Princeton  Instrument,  PentaMax)  with  a  readout  rate 
of  5  million  pixels  per  second  is  38  frames/second  and  can 
sustain  up  to  152  frames/second  with  4x4  binning.  The 
fastest  frame  transfer  rate  from  some  CCDs  can  reach 
upwards  of  2000  frames/second  making  it  possible  to 
image  real-time  2-D  transient  processes,  including  the  THz 
radiation  pattern  from  an  explosion. 

The  powerful  capabilities  of  this  imaging  technique  result 
from  the  ability  to  provide  real-time  images  across  an 
ultrawide  frequency  band,  extending  from  50  GHz  to  5 
THz,  at  a  variable  frame  rate  from  38  to  152  frames/second, 
and  the  ability  to  noninvasively  image  moving  objects, 
turbulent  flows,  or  explosions.  Further,  the  imaging 
system  will  also  have  diffraction-limited  spatial  resolution, 
50  femtosecond  temporal  resolution,  sub-mV/cm  field 
sensitivity,  and  be  capable  of  real-time  measurements. 


One  of  the  most  important  applications  of  this  free-space 
electro-optic  THz  imaging  method  is  its  ability  to  image 
moving  or  living  objects.  The  images  of  a  moving 
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Generation  and  Detection  of  Wideband  Terahertz  Radiation  Using  Nonlinear  Optical  Media 
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Abstract 

We  present  a  scheme  for  exploiting  the  dispersion  in  the 
linear  optical  properties  of  a  %(2)  material  to  obtain 
wideband  phase-matched  terahertz  emission  and 
detection  from  ultrafast  optical  pulses. 
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A  key  ingredient  to  future  advances  in  terahertz  (THz) 
spectroscopy  is  the  development  of  broadband  coherent 
sources  of  THz  radiation.  The  ready  availability  of  laser 
pulses  with  durations  of  ~10  fs  and  materials  with  non¬ 
resonant  second-order  optical  nonlinearities  suggests  the 
potential  for  significantly  extending  the  bandwidth  of 
coherent  spectroscopy.  THz  radiation  may  be  produced 
in  an  electro-optic  medium  via  difference-frequency 
mixing  [1-4].  The  generation  process  may  be  regarded  as 
the  beating  of  various  Fourier  components  of  the  optical 
spectrum  of  the  pump  field  to  produce  a  rectified 
baseband  pulse  [2].  Such  a  difference- frequency 
generation  scheme  is  capable  of  producing  electric  fields 
with  spectral  content  extending  from  DC  [3]  to  the  mid- 
infrared  [4],  We  demonstrate  here  that  dispersion  in  the 
optical  refractive  index  may  be  used  to  obtain  collinear, 
non-critical  phase  matching  over  a  broad  bandwidth  in 
the  THz.  This  phase  matching  procedure  allows  for 
production  of  wideband  THz  pulses  by  optical 
rectification  of  an  ultrashort  laser  pulse  and  for  wideband 
detection  by  electro-optic  sampling  of  THz  radiation. 

The  phase  matching  condition  for  the  optical 
rectification  process  (collinear  difference-frequency 


mixing)  and  electro-optic  sampling  is  identical  and  may 
be  written  as 

Ak  =  k(o  opt  +  co  thz  )  -  k(©  opt )  -  k  (co  thz  )  -  0 ,  ( 1 ) 

where  coopt  and  co^  are  the  optical  and  THz  frequencies, 
respectively,  and  coopt  and  (co^+or^)  lie  within  the 
spectrum  of  the  optical  pulse.  If  we  neglect  the 
dispersion  of  the  material  properties  in  the  optical 
spectral  range,  we  can  express  the  coherence  length,  £c 
(=  n  /  Ak),  ignoring  birefringence  as 


-  |  I  . 

®THz|nopt  —  nTHz| 

Here,  c  is  the  speed  of  light  and  nopt  and  n^  are  the 
optical  and  THz  refractive  indexes,  respectively.  In 
many  inorganic  nonlinear  optical  crystals,  the  difference 
between  the  optical  and  THz  refractive  indexes  tends  to 
be  large,  so  that  only  type  II  phase  matching  is  possible 
for  difference  frequency  mixing.  Historically, 
birefringence  has  been  employed  to  achieve  long 
coherence  lengths  in  optical  rectification  experiments 
[2].  However,  the  large  refractive  index  difference 
between  the  optical  and  FIR  results  in  a  narrow  phase 
matching  bandwidth.  Angle  tuning  is  required  to 
optimize  the  efficiency  at  any  given  THz  frequency.  This 
may  be  demonstrated  by  considering  LiNb03.  The  phase 
matching  angle  for  a  type  II  (oeo)  interaction  in  LiNb03 
is  shown  in  Figure  1  [1].  From  the  figure,  a  phase 
matching  angle  of  0  =  20°  is  required  for  optimal 
conversion  at  ~0.5  THz.  However,  the  radiated  FIR 
bandwidth  per  unit  crystal  thickness  is  only  -0.06  THz  / 
mm.  This  effect  arises  simply  from  balancing  the 
velocities  of  the  different  frequency  components  and  will 
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occur  even  when  optical  dispersion  is  included  (using  a 
visible  wavelength  pump).  Thus,  this  approach  is  clearly 
not  optimized  for  the  generation  of  broadband  THz 
radiation. 


Difference  frequency  (THz) 


Figure  1:  Phase  matching  angle  versus  THz  frequency 
for  far-infrared  generation  by  collinear  type  II  difference 
frequency  generation  in  LiNb03. 


The  value  of  using  optical  dispersion  to 
significantly  extend  the  coherence  length  for  difference 
frequency  generation  and  electro-optic  sampling  can  be 
seen  by  restating  the  phase  matching  condition  of  Eq.  (1) 
as  [5] 


^cd^)  k(coopt  +  coTOz)-k(co0pt)  (  3k 

®  THz  ®THz  \^3C0 


\ 

/opt 


(3) 


This  relation  implies  that  phase  matching  is  achieved 
when  the  THz  wave  travels  at  the  velocity  of  the  optical 
pulse  envelope  (i.e.,  the  optical  group  velocity,  vg).  The 
corresponding  coherence  length  for  optical  rectification 
is  then 


L  =' 


TIC 


coq 


dn  , 

_  1  opt 

nopt  'v 


nT 


(4) 


We  consider  two  specific  materials  for  which 
dispersion  compensation  significantly  enhances  the 
phase  matching  length:  a  model  poled  polymer  and 
ZnTe.  We  use  a  covalently  functionalized  Disperse  Red 
#1  copolymer  as  the  model  polymer.  The  detailed  linear 
and  nonlinear  optical  properties  of  the  medium  have 
been  described  elsewhere  [6].  The  dispersion  properties 


at  optical  frequencies  are  due  to  a  strong  charge  transfer 
band  centered  at  470  nm.  We  note  that  our  previous 
analysis  neglected  the  effects  of  optical  dispersion  [7]. 
Figure  2  shows  the  frequency  dependent  coherence 
length  with  and  without  the  consideration  of  optical 
dispersion  in  the  polymer  system  using  an  optical  pump 
source  at  740  nm.  In  these  calculations,  we  assume  that 
the  THz  refractive  index,  which  is  nearly  constant 
between  0.1  and  1  THz,  remains  unchanged  out  to  4 
THz.  Note  the  significantly  increased  coherence  length 
that  may  be  attained  by  utilizing  the  optical  dispersion. 

For  ZnTe,  we  utilize  the  wide  bandgap  nature 
of  the  semiconductor  to  adjust  the  amount  of  optical 
dispersion  in  the  near  infrared.  Assuming  an  optical 
pump  source  centered  at  800  nm,  we  have  calculated  the 
coherence  length  for  difference  frequency  mixing  and 
electro-optic  sampling.  Figure  3  shows  this  parameter 
versus  THz  frequency,  with  and  without  consideration  of 
optical  dispersion.  The  peak  structure  in  the  solid  trace 
(with  consideration  of  optical  dispersion)  is  due  to  the 
optimal  matching  of  the  relevant  optical  and  THz 
velocities.  Beyond  2  THz,  the  coherence  length 
decreases  rapidly  due  to  the  dispersion  of  the  ZnTe 
crystals  in  the  FIR.  We  should  note  that  the  frequency 
dependent  coherence  length  can  be  readily  altered  by 
simply  tuning  the  optical  wavelength. 


Frequency  (THz) 

Figure  2:  Coherence  length  versus  THz  frequency  for 
the  poled  polymer  using  optical  excitation  at  740  nm. 
The  dotted  line,  calculated  using  Eq.  (2),  neglects  the 
dispersion  at  optical  frequencies.  The  solid  line, 
calculated  using  Eq.  (4),  includes  the  effects  of 
dispersion  at  optical  frequencies. 


We  have  measured  the  spectral  characteristics 
of  the  THz  radiation  generated  from  a  0.9  mm  thick 
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ZnTe  crystal.  Using  a  mode-locked  Ti:sapphire  laser 
producing  130  fs  pulses  at  800  nm,  the  THz 
electromagnetic  transient  produced  by  optical 
rectification  in  the  ZnTe  crystal  was  imaged  into  an 
identical  ZnTe.  The  total  separation  between  the  emitter 
and  detector  was  50  cm.  The  measured  field  full  width  at 
half  maximum  (FWHM)  pulsewidth  of  the  temporal 
waveform  of  the  THz  electric  field  is  approximately  270 
fs.  The  corresponding  amplitude  spectrum,  shown  in 
Figure  4,  exhibits  a  3  dB  bandwidth  of  -  2  THz.  This  is 
consistent  with  the  data  in  Figure  3,  where  we  find  that 
the  maximum  frequency  for  obtaining  a  coherence 
length  exceeding  the  thickness  of  the  ZnTe  crystals  is 
-2.25  THz.  Thus,  we  would  expect  a  rolloff  in 
sensitivity  for  higher  frequencies  from  the  reduced 
interaction  length.  In  addition  to  the  limitations  imposed 
by  phase  matching,  the  absorption  caused  by  the 
dominant  low-lying  vibrational  resonance  in  ZnTe  at  5.4 
THz  [8]  is  expected  to  attenuate  the  high  frequency 
components  of  the  THz  radiation. 


Figure  3:  Coherence  length  versus  THz  frequency  for 
ZnTe  using  optical  excitation  at  800  nm.  The  dotted 
line,  calculated  using  Eq.  (2),  neglects  the  dispersion  at 
optical  frequencies.  The  solid  line,  calculated  using  Eq. 
(4),  includes  the  effects  of  dispersion  at  optical 
frequencies. 


In  conclusion,  we  have  shown  that  by 
considering  the  presence  of  dispersion  at  optical 
frequencies,  we  are  able  to  obtain  phase  matched 
interaction  for  optical  rectification  and  electro-optic 
sampling  over  a  broad  range  of  frequencies.  This  effect 
was  examined  for  a  model  poled  polymer  and  ZnTe. 
Using  the  latter  medium,  we  have  constructed  a 
wideband  THz  spectroscopy  system  with  useful  spectral 


sensitivity  beyond  3  THz.  The  experimental  results  are 
consistent  with  the  calculations. 

We  are  grateful  to  Aniruddha  Weling  for  many 
insightful  comments.  This  research  was  supported,  in 
part,  by  the  Air  Force  Office  of  Scientific  Research 
under  grant  F49620-92- J-0036. 


Frequency  (THz) 

Figure  4:  Amplitude  spectrum  of  the  THz  temporal 
waveform  obtained  from  optical  rectification  emitted 
from  a  0.9  mm  thick  ZnTe  crystal  and  detected  by 
electro-optic  sampling  in  an  identical  ZnTe  crystal. 
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Abstract 

We  have  demonstrated  the  ability  of  a  THz  impulse 
ranging  system  to  measure  the  late  time  response  of 
dielectric  targets  following  excitation  by  a  short,  THz 
impulse.  Measurements  with  the  THz  system  show 
excellent  agreement  with  the  theoretically  predicted 
returns  from  cylindrical  and  spherical  targets  in  both  the 
time  and  frequency  domains.  This  technique  should  have 
wide  ranging  applications  for  the  THz  impulse  scale 
ranging  of  targets  of  real  world  interest. 

Key  Words 

Optoelectronics,  Ultrafast  measurements,  THz  time- 
domain  spectroscopy,  THz  impulse  ranging. 

Introduction 

A  potentially  simple  way  to  identify  complex  targets  is  by 
the  late  time  response  after  illumination  by  a  short  pulse. 
For  this  case  a  short  pulse  excites  resonances  within  and 
between  scattering  centers  on  the  target  which  are  aspect 
independent  [1].  After  detection  of  the  initial  reflected 
pulse,  or  specular  reflection,  the  excited  resonant  modes 
radiate  the  late  time  response.  Recent  work  has  examined 
the  late  time  response  for  target  identification,  in  both  the 
time  and  frequency  domain  [2-4].  Besides  providing  a 
potentially  simple  way  to  identify  target  characteristics, 
measurement  of  the  response  of  an  object  to  a  short 
excitation  pulse  may  also  provide  information  on  the 
physical  processes  responsible  for  the  scattered  field  [5], 
which  is  often  unavailable  or  obscured  in  frequency 
domain  measurements.  To  develop  time  domain  target 
identification  methods  it  is  important  to  correlate 
theoretical  predictions  with  data  from  actual  scattering 


experiments.  Since  it  is  often  impractical  to  obtain 
ranging  data  on  full  scale  targets,  geometrically  scaled 
targets  are  often  used  in  conjunction  with  theoretical 
models  and  measurements  from  actual  targets. 

Here  we  describe  the  use  of  optoelectronic  techniques 
to  generate  single  cycle  pulses  of  freely  propagating  THz 
radiation,  and  demonstrate  ultrawide  bandwidth  scattering 
from  dielectric  simple  geometrical  objects.  The  late  time 
response  from  dielectric  targets  has  a  richer  structure  and 
a  response  to  much  longer  times  than  for  the  conducting 
targets  measured  previously  [6].  Scattering  from  a  fused 
quartz  cylinder  was  measured  for  electric  fields 
perpendicular  to  the  cylinder  axis.  Scattering  was  also 
measured  for  a  silicon  sphere. 

The  incident  THz  pulses  are  the  best  approximation  to 
impulse  excitation  ever  used  in  ranging  studies  and  have 
an  absolute  bandwidth  larger  than  any  other  previously 
reported.  The  relatively  short  wavelengths  of  the  THz 
pulse  permit  target  features  of  less  than  1  mm  to  be 
observed,  making  this  technique  ideal  for  scale  ranging 
measurements  since  realistic  target  to  wavelength  ratios 
can  be  maintained.  Furthermore,  the  measurement 
window  achieved  by  the  optoelectronic  gating  technique 
together  with  the  subpsec  response  time  of  the  detector 
enables  only  the  scattered  signal  from  the  target  to  be 
detected,  providing  background  free  measurements. 

Experiment 

The  optoelectronic  ranging  system  [6],  shown  in  Fig.  1,  is 
a  modification  of  the  THz  beam  system  [7]  used  for  THz 
time-domain  spectroscopy  [8].  THz  pulses  are  opto- 
electronically  generated  by  ultrashort  laser  pulses  incident 
on  the  optoelectronic  source  chip.  The  generated  THz 
beam  is  collimated  by  the  silicon  lens,  then  propagates  and 
diffracts  to  a  paraboloidal  mirror,  where  the  THz  radiation 
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Figure  1 .  The  THz  ranging  system. 

is  recollimated  into  a  highly  directional  beam.  This 
combination  of  the  paraboloidal  mirror,  silicon  lens  and 
the  optoelectronic  THz  source  chip  comprise  the  THz 
transmitter;  a  similar  combination  comprise  the  THz 
receiver. 

For  the  work  reported  here  the  ranging  system  shown 
in  Fig.  1  was  further  modified  by  placing  a  positive,  1  cm 
thick,  5  cm  diameter,  high-resistivity  [8],  silicon  lens  with 
a  28  cm  focal  length  in  the  transmitted  beam.  The  lens 
was  placed  in  the  confocal  position,  28  cm  downstream 
from  the  beam  waist  produced  by  the  collimating 
paraboloidal  mirror  of  the  transmitter.  The  target  position 
was  moved  to  be  at  the  focal  plane  of  this  lens,  i.e.,  28  cm 
downstream  from  the  lens.  This  arrangement  puts  the 
frequency  independent,  8  mm  radius  (1/e  point  in  field) 
beam  waist  at  the  target,  thereby  illuminating  the  target 
with  a  plane  wave  and  eliminating  the  phase  variation 
across  the  target. 

To  measure  scattering  from  objects,  the  system 
alignment  is  first  optimized  with  the  flat  deflecting 
mirrors  removed  from  the  THz  beam  (dashed  position  in 


Fig.  1).  The  deflecting  mirrors  are  then  inserted  to  direct 
the  THz  beam  towards  the  target.  The  incident  THz  pulse, 
measured  using  a  25.4  mm  dia.  metal  sphere  in  place  of 
the  target  is  shown  in  Fig.  2a.  The  observed  noise  in  front 
of  the  main  pulse  is  0.13  pA  RMS  for  an  integration  time 
of  1 00  ms.  An  identical  noise  value  is  obtained  when  the 
THz  beam  is  completely  blocked.  The  amplitude  signal- 
to-noise  ratio  (S/N)  in  this  single  8.5  minute  scan 
consisting  of  2048  data  channels  is  greater  than  300:1. 
The  amplitude  spectrum  of  the  incident  pulse  obtained  by 
a  numerical  FFT  is  shown  in  Fig.  2b.  The  short  temporal 
duration  of  the  pulses  results  in  a  bandwidth  that  extends 
from  approximately  100  GHz  to  1.4  THz  with  a  FWHM  of 
0.5  THz.  Figure  2c  shows  the  measured  “scattered  pulse” 
with  no  target  in  place.  No  response  is  seen  within  the 
S/N  limits  of  the  system,  indicating  the  ability  of  the  fast 
detector  to  gate  out  unwanted  reflections. 

Theory 

Our  procedure  to  characterize  the  frequency  dependent 
cross-section  of  an  actual  target  is  as  follows.  The  pulse 


Time  (ps) 


Figure  2.  (a)  Incident  pulse  on  the  target,  measured  by  replacing 
target  with  a  25.4  mm  dia.  metal  sphere,  (b)  Amplitude 
spectrum  of  pulse  in  Fig.  2a.  (c)  Returned  signal  with  no  target 
in  beam  path. 
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incident  upon  the  target  as  a  function  of  frequency, 
EinC(co),  can  be  expressed  as  the  actual  generated  pulse 
Pt(co)  multiplied  by  a  factor  Gt(co)  describing  the  effects  of 
the  source  antenna  and  optics.  For  the  well  collimated 
beam  generated  by  the  THz  system  the  pulse  incident  upon 
the  target  is  then 


Einc(©)  =  Pt(0))Gt(C0).  (1) 

The  scattered  pulse  detected  at  the  receiver  is 

Esc((0)  =  EinC(co)T(<|),  co,r)Ftr(co)Gr(co) ,  (2) 

where  Gr((o)  describes  the  receiver  response  and  optics  and 
T(<j>,co,r)  is  the  scatterering  function  of  the  target, 
including  propagation  effects.  Ftr(co)  describes  the  optical 
transfer  function  for  the  incoming  wave  from  the  target 
with  respect  to  the  receiver  and  is  determined  by  the  beam 
size,  type  (spherical  or  cylindrical)  and  curvature.  The 
angle  <j>  is  the  bistatic  angle  and  r  is  the  distance  from  the 
target  to  the  receiver.  The  incident  pulse  is  measured  by 
replacing  the  target  with  a  flat  mirror  assumed  to  be  an 
infinite,  perfect  reflector,  since  even  at  the  longest 
wavelengths  (3  mm,  100  GHz)  the  reflector  was  on  the 
order  of  100  wavelengths  in  extent.  In  this  case  T((|),(o,r)  = 
1  for  all  frequencies,  and  due  to  the  well  collimated  beam, 
propagation  effects  can  be  neglected.  The  signal  detected 
at  the  receiver  from  the  perfect  reflector  is  then 

Erfl(O))  =  PtC^GtC^Fmrf^GrCO)),  (3) 

where  F^ffo)  describes  the  optical  transfer  function  for  the 
incoming  wave  from  the  mirror  with  respect  to  the 
receiver.  The  system  response  can  now  be  mostly 
eliminated  from  the  results,  leaving  only  the  desired 
frequency  dependent  cross-section  multiplied  by  the  ratio 
of  the  optical  transfer  functions.  For  an  actual  target  the 
signal  detected  at  the  receiver  is 


plane  mirror  a  spherical  or  cylindrical  mirror  would  be 
used  to  generate  a  reference  beam  with  the  same 
wavefront  curvature  at  the  receiver  as  for  the  target,  the 
ratio  Ftr((o)/Fmr((o)  would  also  be  unity.  This  procedure  is 
similar  to  that  used  in  THz  time  domain  spectroscopy  [8]. 
For  a  known  distance  r,  from  the  target  to  the  detector  the 
measured  scattering  parameter,  Tmeas(4>,CD),  can  then  be 
compared  to  that  calculated  in  the  frequency  domain 
TCaic(<M>),.  Multiplying  Tcaic(<t),0))  by  the  complex 
spectrum  of  the  pulse  reflected  from  the  mirror  Ern(co,4>)  of 
Eq.  (3)  gives  in  the  far-field  approximation  the  calculated 
scattered  pulse  spectrum.  Taking  the  inverse  Fourier 
transform  of  this  complex  spectrum  yields  the  calculated 
scattered  pulse  shape  in  the  time  domain. 

Experimental  and  Theoretical  Results 


The  measured  scattered  THz  pulse  from  a  1.96  ±  0.05  mm 
diameter  quartz  cylinder  is  shown  as  the  upper  curve  in 
Fig.  3a.  In  order  to  increase  the  resulting  S/N  ratio  by  the 
square  root  of  the  number  of  scans,  the  data  shown  is  an 
average  of  5  individual  scans  taken  consecutively.  The 
amplitude  of  the  scattered  specular  reflection  is 
approximately  the  same  as  that  for  the  spherical  wave 
reference  pulse  shown  in  Fig.  2a.  Oscillations  in  the  late 
time  response  can  be  seen  to  90  ps  after  the  initial  specular 
reflection,  labeled  A  in  Fig.  3a.  Note  that  the  amplitude  of 
late  time  response  is  slightly  larger  than  the  initial 
specular  reflection. 

Traditionally,  scattering  measurements  have 
determined  the  frequency  dependent  radar  cross  section  as 
a  means  of  identifying  targets.  For  a  given  distance  from 
the  target,  the  normalized  radar  cross  section  for  a 
cylindrical  (n=l)  and  spherical  (n=2)  target  is 
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ESC(C0)  =  Pt(ffl)Gt(w)Ftr(co)Gr((o)T(«t),co,r).  (4) 

By  taking  the  ratio  of  the  amplitude  spectra  of  the 
scattered  response  from  the  target  and  the  perfect  reflector, 
the  effects  of  antennas  and  optics  are  removed  from  the 
data,  and  we  obtain  the  measured  scattering  function 
multiplied  by  the  ratio  of  the  optical  transfer  functions: 

Esc(w)/Erf]((o)  —  Tmeas(<t),a),r)Ftr(tt))/FnT((o).  (5) 

In  the  far-field  limit  for  which  the  incident  waves  to  the 
receiver  can  be  treated  as  plane  waves,  the  optical  transfer 
functions  for  the  target  and  mirror  are  then  the  same  and 
EscfwO/Erfifco)  =  TmeasM.ciV).  In  addition,  if  instead  of  the 


where  T(co)  is  the  scattering  function,  Ei„c  and  Esc  are  the 
incident  and  scattered  electric  fields  respectively,  a  is  the 
target  radius,  r  is  the  target-detector  distance,  and 
k0=2n/X0  is  the  wavevector  in  free  space.  The  scattered 
electric  field  Esc  is  determined  as  a  function  of  frequency 
from  the  numerical  Fourier  transform  of  the  time  domain 
data.  For  the  quartz  cylinder,  Ese  is  shown  in  Figs.  3a  and 
3b.  The  incident  electric  field  Ej„c  is  determined  from  the 
incident  pulse  similar  to  that  shown  in  Fig.  2,  except  that 
a  cylinder  was  used  as  the  reference  mirror.  The 
measured  normalized  radar  cross  section  is  shown  as  open 
circles  in  Fig.  3c. 

Given  the  complex  index  of  refraction  of  the  quartz 
cylinder  [8],  the  frequency  dependent  radar  cross-section 
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of  the  solid  dielectric  cylinder  may  be  calculated  exactly 
[9],  and  is  shown  as  the  solid  line  in  Fig.  3c.  Agreement 
is  good  from  0.2  to  greater  than  0.8  THz.  In  this  figure 
the  calculated  cross  section  has  a  spectral  resolution  of  3.6 


Figure  3.  (a)  Measured  time  domain  reflection  (upper  curve) 
compared  to  calculated  reflection  (lower  curve)  from  a  1.96  mm 
dia.  fused  quartz  cylinder  at  the  beam  waist  (51  cm  distance 
from  the  deflecting  mirrors)  of  the  silicon  lens.  The  orientation 
of  the  cylinder  axis  is  perpendicular  to  the  incident  electric  field 
polarization,  (b)  Comparison  of  measurements  (dots)  and 
theory  (solid  line)  on  an  expanded  time  scale  for  pulses  B  and  C. 
(c)  Corresponding  measured  (open  circles)  and  calculated  (solid 
line)  normalized  cross  section. 


GHz  per  calculated  point.  The  experimental  data  points 
are  also  spaced  by  3.6  GHz,  determined  by  the  time 
duration  of  and  the  number  of  points  in  the  reference 
pulse.  The  quality  of  the  measured  scattered  data 
degrades  beyond  1.2  THz,  where  the  amplitude  of  the 
frequency  components  is  reduced  by  at  least  a  factor  of 
seven  with  respect  to  those  at  the  peak,  reducing  the 
measurement  sensitivity  at  the  higher  frequencies. 

As  explained  above  the  response  of  the  dielectric 
cylinder  to  the  incident  THz  pulse  may  also  be  calculated 
in  the  time  domain,  given  the  incident  pulse  shape  and  the 
calculated  complex  scattering  coefficient.  The  calculated 
scattered  field  for  the  1.96  mm  diameter  dielectric  cylinder 
is  shown  as  the  lower  curve  in  Fig.  3a.  The  calculated 
response  has  been  normalized  to  the  specular  reflection 
(peak  A)  of  the  data.  There  is  excellent  agreement 
between  the  calculated  and  measured  scattering,  as  further 
demonstrated  by  the  more  demanding  comparison  between 
experiment  and  theory  shown  in  Fig.  3b. 

In  contrast  to  the  complicated  frequency  domain 
results,  the  simple  structure  of  the  time  domain  response  is 
open  to  analysis  by  a  more  intuitive  model  based  on 
physical  optics  [10-12],  The  salient  features  of  this  model 
are  extrapolated  from  a  spherical  to  our  cylindrical 
geometry.  We  concentrate  on  the  first  two  reflected 
pulses,  labeled  B  and  C  in  Fig.  3a,  following  the  initial 
specular  reflection  A.  The  second  reflection  C  at  45  ps,  is 
due  to  a  pulse  that  makes  a  single  round  trip  through  the 
cylinder.  The  expected  delay,  Atc,  between  the  specular, 
front  surface  reflection  and  the  back  surface  reflection 
from  a  simple  physical  optics  picture  is  Atc  =  4an/c.  The 
cylinder  radius  is  a,  and  the  real  part  of  the  index  of 
refraction  is  n  =  1.952  for  fused  quartz.  For  our  case  the 
calculated  value  is  25.8  ±  0.3  ps  compared  to  the 
measured  value  of  26.2  ps.  The  B  pulse  at  39  ps  is  due  to 
a  portion  of  the  incident  field  that  strikes  the  cylinder  at 
grazing  incidence  and  begins  to  propagate  around  the 
circumference  as  a  surface  wave.  This  surface  wave  can 
take  one  or  more  detours  through  the  cylinder,  entering  at 
the  critical  angle  ac  and  exiting  again  to  travel  as  a 
surface  wave.  This  provides  a  significant  return  only  for 
incident  pulses  polarized  orthogonally  to  the  cylinder  axis. 
The  case  of  a  single  traverse  around  the  cylinder 
circumference  with  one  detour  corresponds  to  the  pulse 
labeled  B.  This  pulse  is  delayed  from  the  specular 
reflection  by  Ats  =  [2a  +  a  nefr  (jt  -  2y)]/c  +  k,  where  k  is 
the  additional  time  for  the  pulse  to  “detour”  through  the 
cylinder  rather  than  travel  as  a  surface  wave,  and  is  given 
by  k  =  [2na  sin(y)]/c.  The  parameter  y  is  determined  by 
the  critical  angle,  ac  =  arcsin(l/n),  withy  =  tt/2  -  ac.  The 
surface  wave  travels  at  a  velocity  c/iiefr  with  neff  an 
“effective  refractive  index”.  The  details  of  this  model 
have  been  examined  by  several  authors  for  spherical 
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geometry  [1(M 2],  with  disagreement  on  the  value  of  neff . 
From  the  results  shown  in  Fig.  3,  we  determine  0.95  <  nefr 
<1.12. 

The  scattered  radiation  from  a  crystalline  silicon 
sphere  2.82  mm  in  diameter  is  shown  as  the  upper  curve 


Figure  4.  (a)  Measured  time  domain  reflection  (upper  curve) 
compared  to  calculated  reflection  (lower  curve)  from  a  2.82  mm 
dia.  silicon  sphere  at  the  beam  waist  of  the  silicon  lens,  (b) 
Comparison  of  measurements  (dots)  and  theory  (solid  line)  on  an 
expanded  time  scale  for  pulses  B  anc  C.  (c)  Corresponding 
measured  (open  circles)  and  calculated  (solid  line)  normalized 
cross  section. 


in  Fig.  4a.  The  silicon  sphere  was  supported  on  a 
Styrofoam  pedestal  shaped  to  reflect  the  incident  radiation 
away  from  the  detector.  No  signal  was  detected  from  the 
pedestal  without  the  sphere,  due  to  the  low  refractive 
index  of  Styrofoam  in  the  THz  region.  The  response  of 
the  sphere  is  considerably  smaller  than  that  of  the  cylinder 
due  to  the  1/r2  dependence  of  radiation  scattered  from  a 
spherical  target  compared  to  the  1/r  power  dependence  of 
that  from  a  cylinder  and  the  fact  that  the  cross-sectional 
area  of  the  sphere  seen  by  the  incident  THz  beam  is 
approximately  10%  that  of  the  solid  cylinder.  The  data 
shown  is  an  average  of  8  individual  scans.  Pulse  A  is  the 
specular  reflection  from  the  surface  of  the  sphere.  The 
pulse  B  is  due  to  a  surface  wave  similar  to  that  seen  on  the 
solid  cylinder  of  figure  3,  and  pulse  C  is  the  axial 
reflection  from  the  back  surface  of  the  sphere. 

Pulse  C  arrives  Ate  =  4an/c  =  64.4  ps  after  the 
specular  reflection  A,  giving  an  effective  index  of 
refraction  of  n  =  3.43.  Also  shown  in  Fig.  4a  as  the  lower 
curve  is  the  calculated  response  of  a  homogenous 
dielectric  sphere  of  n  =  3.42  for  a  synthesized  pulse  shape 
matching  that  of  Fig.  2a.  The  time  separation  between 
these  well  resolved  calculated  pulses  shows  that  for  the 
spherical  case  as  well  the  surface  wave  propagates  with  a 
group  velocity  near  c.  The  excellent  agreement  between 
theory  and  experiment  shown  in  Fig.  4b  confirms  both  the 
accuracy  of  the  experimental  system  and  the  theoretical 
approach. 

Again,  given  the  complex  index  of  refraction  of  the 
900  flcm  silicon  sphere  [8],  the  frequency  dependent 
radar  cross-section  of  the  sphere  may  be  calculated  exactly 
[9],  and  is  shown  as  the  solid  line  in  Fig.  4c.  Here,  the 
agreement  between  the  measurements  and  theory  is  quite 
precise  and  demonstrates  the  accuracy  of  THz  impulse 
ranging  over  a  broad  frequency  range. 

Conclusion 

Given  the  demonstrated  accuracy  of  the  ranging  results  on 
simple  targets  with  known  scattering  cross-sections,  the 
next  research  challenge  is  to  perform  ranging 
measurements  on  real  world  targets.  The  physical  concept 
driving  this  work  is  that  for  metallic  targets  and  for 
nondispersive  dielectric  targets,  the  scattering  cross- 
sections  remain  the  same  for  the  same  ratio  of  target  size 
to  wavelength.  Thus,  THz  ranging  on  these  type  targets 
with  scaling  ratios  of,  for  example,  1:200  will  yield 
accurate  cross-sections  for  full-sized  targets  at  1/200  the 
measured  THz  frequency.  Further  extension  of  this  work 
beyond  the  simple  targets  and  model  aircraft  measured  so 
far  has  many  possibilities.  The  ability  to  construct  small 
scale  dioramas  would  permit  the  investigation  of  target 
detection  in  ground  or  sea  clutter.  Such  models  could  also 
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be  used  to  test  techniques  for  locating  underground  or 

hidden  targets  provided  the  dielectric  properties  of  soil  in 

the  frequency  range  of  interest  could  be  reproduced. 

Acknowledgments 

This  work  was  supported  in  part  by  the  National  Science 

Foundation  and  the  Army  Research  Office. 

References 

1.  L.  Carin  in  Ultra-Wideband,  Short-Pulse 
Electromagnetics,  pp.  37-49,  H.  Bertoni,  ed., 

(Plenum,  New  York,  1993). 

2.  E.  Rothwell,  D.P.  Nyquist,  K-M  Chen,  and  B. 
Drachman,  “Radar  target  discrimination  using  the 
extinction  pulse  technique,”  IEEE  Trans.  Ant. 
Prop.,  Vol.  AP-33,  pp.  929-936, 1985. 

3.  Y.H.  Mao  in  Advanced  Radar  Techniques  and 
Systems,  ch.9,  G.  Galati,  ed.,  (Peregrinus,  London, 
1993). 

4.  D.E.  Iverson,  “Coherent  processing  of  ultra-wideband 
radar  signals,”  IEEE  Proc.  Radar,  Sonar  Navig., 

Vol.  141,  pp.  171-179,1994. 


5.  E.K.  Miller  and  J.A.  Landt,  “Direct  time-domain 
techniques  for  transient  radiation  and  scattering  from 
wires,”  Proc.  IEEE,  Vol.68,  pp.  1396-1423,  1980. 

6.  R.A.  Cheville  and  D.  Grischkowsky,  “Time  domain 
THz  impulse  ranging  studies,”  Appl.  Phys.  Lett.,  Vol. 
67,  pp.  1960-1962,  1995. 

7.  M.  van  Exter  and  D.  Grischkowsky,  “Characteriza¬ 
tion  of  an  optoelectronic  TeraHz  beam  system,” 

IEEE  Trans,  on  Microwave  Theory  and  Tech.,  Vol. 
MTT-38,  pp.  1684-1691,  1990. 

8.  D.  Grischkowsky,  S.  Keiding,  M.  van  Exter,  and  Ch. 
Fattinger,  “Far-infrared  time-domain  spectroscopy 
with  terahertz  beams  of  dielectrics  and  semicon¬ 
ductors,”  J.  Opt.  Soc.  Am.  B.  Vol. 7,  pp.  2006-2015, 
1990. 

9.  D.  E.  Barrick  in  Radar  Cross  Section  Handbook,  vol. 
1,  G.  T.  Ruck  Ed.,  (Plenum  Press,  New  York,  1970). 

10.  J.  Rheinstein,  “Backscatter  from  spheres:  a  short 
pulse  view,”  IEEE  Trans.  Ant.  Prop.,  Vol.  AP-16,  pp. 
89-97,  1968. 

1 1 .  H.  Inada,  “Backscattered  short  pulse  response  of 
surface  waves  from  dielectric  spheres,”  Appl  Opt., 
Vol.  13,  pp.  1928-1933,  1974. 

12.  M.  S.  Aly  and  T.  T.  Y.  Wong,  “Scattering  of  a  tran¬ 
sient  electromagnetic  wave  by  a  dielectric  sphere,” 
IEEProc.pt.  H,  Vol.  138,  pp.  192-198, 1991. 


T-Ray  Tomography 


D.  M.  Mittleman,  S.  Hunsche,  L.  Boivin,  and  M.  C.  Nuss 

Bell  Laboratories  -  Lucent  Technologies,  101  Crawfords  Corner  Rd.,  Holmdel,  NJ  07733 
Phone:  (908)  949-5358  FAX:  (908)  949-2473  E-mail:  nuss@bell-labs.com 

Present  Address:  Rice  University,  ECE  Dept.,  MS-366,  6100  Main  St.,  Houston,  TX  77005 
Phone:  (713)  285-5452  FAX:  (713)  524-5237  E-mail:  daniel@rice.edu 


Abstract 

We  have  extended  T-ray  imaging  to  3-dimensional  tomographic  imaging,  by  using 
timing  information  in  a  reflection  geometry  to  extract  information  about  the  object  along 
the  propagation  direction. 

Keywords:  Ultrafast  technology,  Optoelectronics,  Far  infrared,  Tomographic  imaging. 


1.  Introduction 


2.  Phase-Sensitive  Measurements  and  Timing  Precision 


We  have  recently  described  a  new  imaging  modality,  based 
on  terahertz  time-domain  spectroscopy  (THz-TDS)  [1]. 
This  “T-ray”  imaging  technique  was  enabled  by  reducing 
the  acquisition  time  of  a  single  THz  waveform  from  several 
minutes  to  several  milliseconds,  while  still  maintaining  a 
signal-to-noise  ratio  in  excess  of  1000:1  [2].  In  the  original 
demonstration,  no  explicit  use  of  the  time-domain  nature  of 
the  THz  pulses  was  made,  and  the  images  only  displayed 
the  transmitted  power,  obtained  by  computing  the 
integrated  magnitude  of  the  Fourier- transform  of  the  THz 
waveform  with  a  digital  signal  processor  (DSP).  There  is 
much  more  spectroscopic  information  available  from  the 
THz  waveforms,  such  as  temporal  distortions  resulting 
from  frequency-dependent  absorption  and  dispersion  of  the 
object.  For  example,  we  have  recently  demonstrated  real¬ 
time  recognition  of  gases  and  gas  mixtures  using  linear- 
predictive-coding  (LPC)  as  a  waveform  classification  and 
recognition  procedure  [3]. 

Here,  we  report  the  extension  of  THz  imaging  to 
three-dimensional  tomographic  imaging,  by  analyzing  the 
timing  of  THz  waveforms  returned  from  objects  in  a 
reflection  geometry.  The  arrival  time  of  the  reflected 
pulses  can  be  correlated  directly  with  the  location  of  the 
reflecting  surfaces  along  the  propagation  direction  of  the 
beam.  Because  the  peak  position  of  the  THz  waveforms 
can  be  determined  with  an  accuracy  of  a  few  femtoseconds, 
i.e.,  much  less  than  the  pulse  duration,  the  position  of 
reflecting  surfaces  within  the  object  under  investigation  can 
be  determined  with  an  accuracy  of  a  few  microns, 
particularly  when  reflections  are  well  separated  in  time.  In 
contrast  to  the  two-dimensional  T-ray  transmission  images 
published  earlier  [1],  it  is  now  possible  to  obtain  full 
volume  images  of  many  objects  using  tomographic 
techniques. 


Because  of  the  extremely  short  pulse  duration  and  high 
bandwidth  of  the  THz  pulses,  and  because  of  the  phase- 
sensitive  detection,  the  measured  THz  waveforms  typically 
contain  far  more  information  than  simply  the  power 
transmission  coefficient  of  the  sample  under  study.  For 
example,  changes  in  the  phase  of  the  measured  waveform 
also  can  frequently  be  correlated  with  important  properties 
of  the  sample.  As  a  crude  measure  of  phase  changes,  one 
may  simply  monitor  shifts  in  the  arrival  time  of  the  peak 


Figure  1.  THz  image  of  a 
small  gas  flame.  Each 
contour  represents  a  five 
femtosecond  shift  in  the 
transit  time.  The  tip  of  the 
burner  is  visible  at  the 
bottom  of  the  image. 
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(or  first  zero  crossing)  of  the  THz  waveform  at  the  detector. 
Changes  in  this  arrival  time  as  a  function  of  position  on  the 
sample  indicate  changes  in  the  optical  path  length  of  the 
THz  beam,  relative  to  the  (fixed)  optical  path  of  the 
femtosecond  gate  beam.  This  may  result  from  either 
changes  in  the  thickness  of  the  sample  as  it  is  scanned 
transversely  across  the  THz  beam,  or  changes  in  the 
refractive  index,  or  both.  The  change  in  arrival  time  At  is 
proportional  to  the  integral  of  the  THz  refractive  index  n(z) 
along  the  beam  path. 
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An  illustration  of  the  extreme  sensitivity  of  this 
measurement  technique  is  shown  in  figure  1,  in  which  a 
small  gas  flame  has  been  imaged  in  transmission.  In  this 
experiment,  the  ionized  molecules  which  make  up  the 
flame  may  have  a  significant  absorption  at  certain 
frequencies  within  the  spectrum  of  the  pulse  [4],  but  the  gas 
density  is  so  low  that  this  effect  cannot  be  observed. 
However,  the  flame  heats  the  air  locally,  which  changes  the 
refractive  index  n(z)  along  the  optical  path,  and  thus  shifts 
the  transit  time  of  the  THz  pulse.  In  figure  1 ,  each  contour 
corresponds  to  a  shift  in  At  of  only  five  femtoseconds.  The 
observed  delay  is  consistent  with  a  flame  temperature  of 
-1000  °C.  This  high  sensitivity  is  maintained  in  a 
reflection  geometry,  where  measurements  of  extremely 
small  temporal  shifts  may  be  used  to  determine  the  location 
of  isolated  reflecting  surfaces  with  a  precision  of  only  a  few 
microns. 

3.  Reflection  Geometry  -  Tomography 

A  schematic  of  the  apparatus  used  for  tomographic  T-ray 
imaging  is  shown  in  figure  2.  Here,  the  THz  beam  is 
incident  on  the  sample  at  nearly  normal  incidence,  and 
comes  to  a  focus  at  the  sample  surface.  The  reflected  beam 
is  re-collimated,  then  captured  by  a  pick-off  mirror  which 
directs  it  to  the  receiver  antenna.  For  an  object  with 
multiple  reflecting  internal  surfaces,  the  waveform  returned 
from  the  object  consists  of  a  series  of  replicas  of  the  input 
pulse,  of  varying  magnitude,  polarity,  and  temporal 
distortion.  This  is  illustrated  using  the  example  of  a  ball¬ 
point  pen,  with  the  input  and  reflected  THz  waveforms 
from  a  single  point  on  the  pen  shown  in  figure  3. 


Figure  2.  Schematic  of  the  apparatus  used  for 
tomographic  T-ray  imaging. 


Figure  3.  THz  waveforms  (a)  incident  on,  and  (b) 
reflected  from  a  bic  pen.  The  small  oscillations 
following  the  main  pulse  in  (a)  are  a  result  of 
residual  water  vapor  in  the  beam  path,  and  do  not 
significantly  affect  the  measurement.  A  reflected 
pulse  from  each  of  the  eight  dielectric  interfaces  of 
the  outside  casing  and  the  inner  cylinder  holding  the 
ink  can  be  observed  in  (b). 

The  upper  waveform  in  figure  3  is  obtained  by 
replacing  the  pen  with  a  mirror,  and  thus  represents  the 
pulse  incident  on  the  sample.  The  small  oscillations  which 
follow  the  main  pulse  in  this  waveform  are  a  result  of 
residual  water  vapor  in  the  beam  path  [5],  and  do  not  affect 
the  measurement  significantly.  The  lower  curve  is 
measured  in  reflection  off  of  the  sample,  and  is  a 
representative  output  waveform.  The  output  waveform 
consists  of  a  series  of  reflected  replicas  of  the  input 
waveform.  Each  reflection  originates  from  one  of  the  eight 
dielectric  interfaces,  either  from  air  to  plastic  or  from 
plastic  to  air,  encountered  by  the  THz  beam  as  it  travels 
through  the  two  concentric  plastic  cylinders  which  form  the 
pen.  As  expected,  the  polarity  of  the  reflected  waveforms 
is  different  depending  on  whether  the  wave  goes  from  a 
material  with  higher  dielectric  constant  to  one  with  lower 
dielectric  constant,  or  vice  versa.  In  this  particular 
example,  the  temporal  sub- waveforms  hardly  change  their 
shape,  because  the  plastic  material  of  the  pen  has  little 
absorption  and  dispersion.  In  a  more  general  situation, 
reflected  waveforms  may  be  significantly  altered  in  size 
and  shape. 
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Figure  4  shows  a  tomographic  cross-section  of  the 
pen,  obtained  by  evaluating  waveforms  such  as  the  one  in 
Fig.  3b  for  points  along  the  length  of  the  ball-point  pen. 
Only  very  rudimentary  signal  processing  was  performed  in 
this  example,  including  the  squaring  of  each  waveform  and 
conversion  of  the  result  to  a  grayscale.  In  figure  4,  the 
vertical  axis  is  parallel  to  the  long  (cylinder)  axis  of  the 
pen,  while  the  horizontal  axis  corresponds  to  depth  inside 
the  pen.  Each  interface  clearly  shows  up  as  a  dark  stripe. 


Figure  4.  THz  tomographic  image  of  a  bic  pen. 
The  vertical  axis  of  the  figure  is  parallel  to  the  long 
(cylinder)  axis  of  the  pen,  while  the  horizontal  axis 
of  the  figure  corresponds  to  depth  into  the  pen.  The 
THz  pulse  is  incident  from  the  left.  The  eight  dark 
bands  correspond  to  the  eight  dielectric  interfaces 
(either  from  plastic  to  air  or  air  to  plastic) 
encountered  by  the  pulse. 


the  waveforms  returned  from  its  front  and  back  surfaces 
cannot  be  distinguished,  and  appear  as  a  single  distorted 
waveform.  Figure  5c  shows  the  waveform  of  figure  5b, 
after  numerical  processing  of  the  input  waveform.  This 
involves  a  filtered  Fourier  deconvolution  of  the  instrument 
response  (figure  5a),  followed  by  a  wavelet  filtering  to 
remove  noise.  This  procedure  produces  a  sharp  spike  at  a 
time  delay  corresponding  to  the  position  of  every  reflecting 
interface.  Thus,  it  helps  to  determine  more  accurately  the 
positions  of  the  various  interfaces.  In  contrast  to  figure  5b, 
the  front  and  back  surfaces  of  the  thin  (-120  pm)  magnetic 
recording  material  are  clearly  resolved  in  the  deconvolved 
data.  This  is  consistent  with  the  expected  resolution  of 
Lc/2,  where  Lc  ~  200  pm  is  the  coherence  length  of  the  THz 
pulse  in  the  intervening  material.  In  contrast,  when  no 
other  reflections  are  nearby,  we  find  that  the  position  of  a 
reflecting  surface  can  be  determined  with  a  precision  of 
only  a  few  microns,  as  discussed  in  section  2  above. 


Through  more  sophisticated  signal  processing,  much 
more  information  can  be  extracted  from  these  waveforms. 
That  this  information  is  present  is  illustrated  in  a 
rudimentary  way  in  this  example;  from  simply  noticing  the 
alternating  polarity  of  the  eight  reflected  sub-pulses  in 
figure  3b,  one  can  immediately  determine  the  sign  of  the 
refractive  index  change  at  each  interface.  Incidently,  one 
can  also  note  in  figure  4  that  the  rear  plastic  walls  in  the 
upper  portion  of  the  figure  are  not  visible;  this  results  from 
the  shadow  cast  by  the  ink,  an  excellent  absorber  of  THz 
radiation,  inside  the  inner  cylinder. 

The  utility  of  advanced  signal  processing  is  illustrated 
in  figure  5,  which  uses  the  example  of  a  3.5-inch  floppy 
disk.  As  in  figure  3,  the  upper  waveform  (fig.  5a)  is  the 
input  waveform,  measured  by  replacing  the  sample  with  a 
mirror.  The  middle  waveform  (fig.  5b)  is  reflected  from  a 
point  near  the  edge  of  the  floppy  disk.  As  in  the  case  of  the 
bic  pen,  this  waveform  consists  of  a  series  of  replicas  of  the 
input  waveform.  The  four  reflections  from  the  front  and 
back  plastic  covers  are  clearly  resolved.  However,  the 
thickness  of  the  magnetic  recording  material  is  so  small  that 


Figure  5.  THz  waveforms  incident  on  (a),  and 
reflected  from  (b),  a  3.5”  floppy  disk.  The  two 
surfaces  of  the  front  and  rear  covers  are  visible,  as 
are  the  reflections  from  the  thin  magnetic  recording 
material.  Curve  (c)  (in  arbitrary  units)  represents  the 
reflected  waveform  after  signal  processing.  Curve 
(b)  has  been  scaled  up  by  a  factor  of  four,  and  the 
three  curves  have  been  offset  for  clarity. 

Figure  6  shows  the  conventional  T-ray  image  of  a 
section  of  the  floppy  disk  obtained  in  reflection  (a),  and  a 
tomographic  slice  (b)  at  a  fixed  vertical  position.  The 
conventional  T-ray  image  at  the  top  is  obtained  by 
computing  the  total  reflected  power  using  real-time 
processing  of  the  reflected  waveforms  with  a  DSP  [1,2], 
with  the  reflected  power  translated  into  a  gray  scale.  The 
plastic  cover  with  its  various  features,  the  circular  recording 
disk,  as  well  as  the  metallic  hub  in  the  center  of  the  disk  can 
be  distinguished. 

In  figure  6b,  a  tomographic  T-ray  “slice”  of  the  floppy 
disk  is  shown  at  a  particular  vertical  position  (y  =  20  mm), 
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indicated  by  the  dashed  line  in  figure  6a.  The  amplitude  of 
the  reflected  T-Ray  waveforms  for  each  horizontal  (x) 
position  is  displayed  as  a  function  of  delay  in  this 
tomographic  image.  The  reflected  waveforms  are 
processed  in  similar  fashion  to  the  data  of  figure  5c,  and  the 
amplitude  of  the  resulting  waveform  is  translated  into  a 
gray  scale.  The  vertical  axis  of  figure  6b  (optical  depth)  is 
proportional  to  the  time  delay  of  the  waveform.  Converting 
this  axis  to  physical  depth  requires  knowledge  of  the 
sample’s  refractive  index  profile,  which  can  be  obtained 
from  the  amplitudes  of  the  reflected  pulses,  as  described 
below. 


o  10  20  30  40  50  60 


0  10  20  30  40  50  60 


x  position  (mm) 

Figure  6.  (a)  THz  reflection  image  of  a  floppy  disk, 
in  which  the  metallic  hub  is  visible,  (b) 
Tomographic  image  generated  along  the  dashed  line 
in  (a).  The  vertical  axis  corresponds  to  depth  into 
the  object. 

The  position  of  the  surfaces  within  the  sample  can  be 
observed  clearly  in  this  tomographic  picture,  such  as  the 
front  and  back  cover,  the  magnetic  recording  disk,  and  the 
metallic  hub  of  the  disk  (as  indicated).  The  picture  also 
shows  some  artifacts  of  the  technique  resulting  from 
multiple  reflections  between  the  various  interfaces,  such  as 
the  features  observed  behind  the  (opaque)  hub  of  the  disk. 

4.  Signal  Processing  -  Determining  Depth  and  Index 

Signal  processing  of  the  THz  waveforms  may  be  used  to 
extract  the  layer  structure  of  the  medium  at  any  given  (x,y) 
position.  The  reflected  waveform  B(t)  is  related  to  the 
input  waveform  A(t)  by  a  convolution  with  the  impulse 
response  g(t)  of  the  layered  medium: 


M 

B,=  Xg,.*A*.  (1) 

k  =  0 

In  this  expression,  discrete-time  functions  are  used,  defined 
by  digitization  with  a  time  step  At  (e.g.,  B(k  ■  At)).  M 
is  the  number  of  samples  in  the  digitized  waveforms,  1024 
in  these  examples.  The  impulse  response  g(t)  is 
characteristic  of  the  object  and  does  not  depend  on  the 
details  of  the  input  pulse.  The  coefficient  gk  is  the 
amplitude  of  the  radiation  returning  from  the  object  in  the 
kth  time  slot.  It  is  determined  by  the  reflection  off  of  the  kth 
layer  as  well  as  the  transmission  through  the  preceding 
layers,  j=  1,...,  k-  1,  once  in  each  direction.  The  distance 
d j  between  two  adjacent  layers  j  and  j  +  1  is  related  to  the 
time  separation  of  the  two  corresponding  reflections 
At  -  tJ+I  -  tj  by: 


dj  2  •  n/  At  ’  (2) 

where  n y  is  the  refractive  index  of  the  medium  between 
surfaces  j  and  j+1.  Therefore,  the  temporal  position  of 
each  reflected  pulse  is  related  to  the  position  of  the 
reflecting  interface  along  the  propagation  direction. 

An  approximation  for  the  impulse  response  function 
g(t)  is  obtained  from  a  numerical  deconvolution  of  the 
measured  waveforms  A(t)  and  B(t),  such  as  shown  in 
figure  5c.  This  deconvolution  procedure  was  also  used  to 
generate  the  tomographic  image  in  figure  6b.  In  principle, 
given  g(t),  the  refractive  index  profile  of  the  layered 
structure  can  be  reconstructed.  The  discontinuity  in  the 
structure  of  the  diskette  at  x~  12  mm  in  figure  6b  is  an 
example  of  a  situation  where  such  reconstruction  is 
required.  This  discontinuity  arises  from  a  change  in  the 
thickness  of  the  front  plastic  cover  at  this  x-position,  which 
produces  a  shift  in  the  delay  of  the  pulses  reflected  from  all 
of  the  surfaces  behind  it. 

The  response  function  g(t)  can  be  used  to  determine 


the  refractive  index  steps  at  each  of  the  reflecting 
interfaces,  and  thus  the  depth  of  each  of  these  surfaces.  In 
discretized  form,  the  /h  time  step  corresponds  to  a  layer  of 
thickness  d y  given  by  equation  (2),  and  of  refractive  index  ny 
given  by: 


n,=  n-jT7\  (3) 

i'  =  7 

where  the  reflection  coefficients  rk  are  defined  iteratively  in 
terms  of  gk  and  the  previous  reflections,  by  the  relation: 

£-1  , 


h  =  gk  ’ 


(1-r/) 


Here  rl  =  g,,  and,  by  definition,  the  initial  reference  plane 
has  n0  =  1 .  These  expressions  are  valid  in  the  limit  of  small 
reflection  coefficients,  when  multiple  reflections  are 
negligible.  Also,  absorption  and  dispersion  are  neglected. 

When  this  algorithm  is  applied  to  the  processed  data 
of  figure  5c,  the  derived  refractive  index  profile  is  a  good 
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(although  not  ideal)  approximation  to  the  actual  profile  of 
the  sample.  This  result  is  shown  in  figure  7.  The  refractive 
indices  of  the  materials  are  in  reasonable  agreement  with 
measured  values  and  the  temporal  positions  are  correct,  but 
the  overall  background  value  rises  with  increasing  delay. 
This  effect,  in  which  the  index  does  not  return  to  n  =  1  after 
the  sample,  is  a  cumulative  result  of  the  various 
approximations  made  in  the  derivation  of  equations  (3) 
and  (4).  A  more  sophisticated  analysis  will  be  required  to 
overcome  these  difficulties. 


Figure  7  (a)  impulse  response  function  from 

figure  5c  (in  arbitrary  units)  (b)  refractive  index 
profile  derived  from  this  function 


5.  Discussion 

An  interesting  feature  of  tomographic  imaging  is  the  speed 
at  which  such  images  can  be  acquired.  T-ray  transmission 
imaging  requires  currently  about  10  milliseconds  per  pixel. 
In  figures  4  and  6,  for  example,  each  row  of  pixels  is 
extracted  from  a  single  reflected  waveform.  For  example, 
the  tomographic  image  in  figure  6  consists  of  217 
waveforms  and  took  roughly  10  seconds  to  acquire,  with 
each  waveform  recorded  in  50  ms.  For  relatively  thin 
samples  (~l-2  cm),  it  is  possible  to  build  a  full  three- 
dimensional  representation  of  the  object  just  as  rapidly  as  a 
two-dimensional  image,  because  all  of  the  information 
about  the  third  dimension  (the  depth)  at  each  pixel  is 
contained  in  a  single  time-domain  waveform.  The 
limitations  on  the  thickness  of  the  sample  arise  because  of 
the  scanning  optical  delay  line,  which  has  a  maximum 
amplitude  of  a  few  centimeters,  and  because  of  the  optics 
used  to  focus  the  THz  beam. 

Tomographic  T-ray  imaging  is  similar  in  principle  to 
ultrasonic  imaging  [6].  A  commonly  encountered  problem 
in  ultrasonic  imaging  is  the  large  difference  in  acoustic 
impedance  between  air  and  liquid  or  solid  objects,  which 
necessitates  some  form  of  index  matching.  For  terahertz 
waves,  the  dielectric  constants  of  many  dielectrics  are  not 
too  different  from  that  of  air,  and  index  matching  is  not 
required  for  T-ray  tomography.  Many  materials  such  as 
plastics,  cardboard,  wood  and  rubber  have  good 
transparency  in  the  terahertz  frequency  range.  Hence,  this 
new  technology  can  be  effectively  used  in  many  quality 
control  applications,  for  example  to  detect  voids  or  cracks. 


Other  millimeter-wave  imaging  techniques  have  been 
proposed  for  such  applications  [7],  but  these  have  typically 
involved  narrowband  sources,  and  are  thus  not  amenable  to 
tomographic  analysis. 

Another  application  area  for  T-ray  tomography  is  bum 
diagnostics.  While  the  strong  water  absorption  precludes 
the  use  of  THz  radiation  in  biomedical  research  inside  the 
body,  it  may  be  possible  to  obtain  quantitative  and  highly 
sensitive  measurements  of  bum  depth  and  burned  tissue 
properties  using  THz  tomography  in  dermatological 
medicine  [2]. 

6.  Conclusion 

In  conclusion,  the  recent  work  on  imaging  with  terahertz 
waves  has  been  expanded  to  include  imaging  in  a  reflection 
geometry.  In  the  reflection  geometry,  timing  information  is 
correlated  to  depth  information,  and  tomographic  slices  of 
objects  can  be  obtained,  with  the  possibility  of  three- 
dimensional  T-ray  tomography  on  a  wide  range  of  samples. 
In  T-ray  tomographic  imaging,  one  can  isolate  in  the  time 
domain  successive  reflections,  and  extract  information 
about  each  layer  of  a  layered  material  individually.  In  this 
fashion,  detailed  spectroscopic  information  can  be  obtained 
about  sub-surface  layers,  with  the  potential  for  material 
identification.  The  range  of  potential  applications  for  T-ray 
tomography  is  extremely  broad,  encompassing  such  wide- 
ranging  fields  as  biomedical  imaging,  package  inspection, 
and  quality  control. 
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Abstract 

We  present  first  results  of  near-field  imaging  with  ultrashort  far-infrared  pulses.  By 
focusing  the  radiation  through  a  tapered  metal  tip  with  a  small  exit  aperture  and  scanning 
a  sample  in  the  near  field  of  this  aperture,  sub-wavelength  spatial  resolution  is 
demonstrated. 

Keywords:  Ultrafast  technology,  Optoelectronics,  Far  infrared,  Near-field  imaging. 


Time-domain  Terahertz  spectroscopy  (Ttlz-TDS),  which  is 
based  on  optoelectronic  generation  and  detection  of  sub¬ 
picosecond  electrical  transients  in  photoconducting 
antennas,  has  proven  to  be  an  extremely  valuable  and 
sensitive  tool  for  spectroscopic  investigations  of  various 
kinds  of  materials  in  the  far-infrared  spectral  regional] 
Recently,  we  have  extended  THz-TDS  to  real-time  “T-ray” 
imaging  by  reducing  the  acquisition  and  processing  time  of 
THz  waveforms  by  4  orders  of  magnitude.[2]  With  this  new 
technique,  two-dimensional  chemical  mapping  of  biological 
samples  and  non-contact  characterization  of  semiconductor 
wafers  have  been  demonstrated. [3] 

Due  to  the  long  wavelength  of  the  THz  radiation,  the 
spatial  resolution  of  this  essentially  diffraction-limited 
imaging  system  is  several  hundred  micrometers  and 
frequency  dependent  over  the  large  bandwidth  of  the  THz 
pulses.  Sub-wavelength  spatial  resolution  with  visible  light 
has  been  demonstrated  by  passing  radiation  through  a  small 
aperture  and  scanning  a  sample  within  the  near  field  of  this 
aperture,  i.e.,  within  a  distance  smaller  than  a  wavelength. 
[4,5]  In  that  case,  the  spatial  resolution  is  determined  by  the 
geometry  of  the  aperture  rather  than  the  wavelength  of  the 
radiation.  This  method  can  also  be  applied  with  far  infrared 
THz  radiation  to  create  high-resolution  “T-ray”  images 

For  a  first  demonstration  of  THz  near-field  imaging, 
we  insert  a  small  aperture  in  the  focus  of  the  imaging 
system  described  in  Ref.  2.  A  schematic  view  of  the 
experimental  set-up  is  given  in  figure  1.  In  order  to 
improve  the  transmission  through  the  aperture,  we  use  a 
tapered  metal  tube,  analogous  to  the  tapered  fibers  used  in 
near-field  scanning  optical  microscopes  [5].  This  tube  is 
formed  by  electro-plating  a  small  conical  aluminum  tip 


with  a  Cr/Ni  alloy.  After  removal  of  the  aluminum  cone 
and  polishing  of  the  Cr/Ni  tip  small,  almost  circular 
apertures  of  d^  <  100  jam  -  corresponding  to  X/3  for  a 
typical  T-ray  frequency  of  1  THz  -  can  be  easily  obtained. 
The  smallest  aperture  used  in  our  experiments  was  slightly 
elliptical  with  a  smaller  diameter  of  50  pm.  Focusing  of  the 
radiation  created  in  the  GaAs  photoconducting  THz  emitter 
into  the  2  mm  wide  opening  of  the  metal  tip  and  collection 
and  refocusing  of  the  transmitted  radiation  onto  the 
optically  gated  receiver  antenna  is  achieved  with  off-axis 
paraboloid  mirrors. 


Figure  1:  Experimental  set-up 


Figure  2a  shows  THz  time-domain  data  of  pulses 
propagated  through  free  space,  i.e.  the  standard  imaging 
set-up  without  aperture,  and  pulses  transmitted  through  the 
tapered  metal  tip  with  the  smallest  aperture.  The 
corresponding  Fourier  spectra,  normalized  to  the  same 
maximum  value,  are  shown  in  Fig.  2b.  According  to  the 
maximum  peak-to-peak  amplitude  of  the  time-resolved 
data,  the  amplitude  transmission  of  the  aperture  is 
approximately  1/130,  however,  the  spectra  indicate  that  this 
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factor  is  strongly  frequency  dependent.  Both  the  larger 
focal  diameter  for  the  low-frequency  components  and  their 
larger  diffraction  losses  after  passing  the  aperture  lead  to  an 
effective  spectral  narrowing  and  a  low-frequency  cut-off  at 
approximately  0.4  THz.  Nevertheless  there  is  significant 
signal  amplitude  for  frequencies  above  0.5  THz, 
corresponding  to  a  wavelength  of  12x  dtip.  We  also  note  that 
the  cutoff  is  less  sharp  and  at  a  much  lower  frequency  than 
for  a  long  waveguide  with  comparable  diameter.[6]  The 
spectral  high-pass  filtering  of  the  signal  also  accounts  for 
the  changes  of  the  THz  waveform  from  a  well-defined 
single-cycle  pulse  towards  a  more  oscillating  structure.  In 
addition,  both  wavefonns  are  slightly  modulated  due  to 
residual  water  vapor  absorption  in  the  beam  path. 


Figure2:  a)  THz  waveforms  before  and  after  transmission 
through  the  near-field  aperture,  b)  Normalized  Fourier 
spectra  of  the  data  shown  in  a). 

To  investigate  the  imaging  properties  of  the  near-field 
tip  we  scan  a  test  sample,  consisting  of  the  two  gold  contact 
pads  (0.5x0. 5  mm2,  10  pm  separation,  connected  to  5  pm 


striplines)  of  a  THz  antenna  structure  on  a  2  mm  wide 
silicon-on-sapphire  substrate,  across  a  100  pm  diameter 
aperture.  The  sample  and  the  near  field  tip  are  almost  in 
mechanical  contact,  with  an  estimated  separation  less  than 
100  pm.  Figure  3  compares  the  near-field  image  (a)  with  an 
image  obtained  using  the  standard  set-up  (b).  The  shape  of 
the  gold  structure  is  indicated  by  the  white  lines  drawn  on 
top  of  the  measured  data.  Since  the  maximum  transmission 
through  the  tip  was  obtained  with  the  aperture  exactly  in  the 
focal  plane  of  the  standard  set-up,  the  only  difference 
between  the  two  measurements  is  the  removal  of  the  tip  in 
(b).  Both  images  were  obtained  by  integrating  the  Fourier 
spectrum  of  the  THz  waveforms  over  a  frequency  range 
0.6-1. 8  THz.  Obviously,  the  use  of  the  near-field  aperture 
leads  to  a  dramatic  improvement  of  the  spatial  resolution: 
while  the  standard  imaging  system  is  not  capable  of 
rendering  the  correct  shape  of  the  sample  structure,  the 
edges  of  the  contact  pads  are  clearly  resolved  in  the  near- 
field  image. 


0.5  1  1.5  2 

x  (mm) 


Figure  3:  Near-field  (a)  and  diffraction-limited  standard  (b) 
T-ray  image  of  two  quadratic  gold  pads. 

It  should  be  noted  that  the  modification  of  the  THz 
spectrum  by  the  aperture  results  in  a  slightly  higher  average 
frequency  for  the  near- field  experiment  (1.16  THz,  as 
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compared  to  0.92  THz).  However,  this  small  difference  can 
clearly  not  account  for  the  observed  improvement  of  the 
spatial  resolution.  To  prove  this,  we  also  scanned  a  razor 
blade  across  the  near-field  tip  and  through  the  focus  of  the 
imaging  set-up.  The  corresponding  data  are  shown  in  Fig. 
4. 


Figure  4:  THz  line-scans  over  a  razor  blade. 

Although  the  standard  imaging  data  are  quite  strongly 
modulated  by  diffraction  effects,  they  clearly  show  an 
increasing  sharpness  of  the  intensity  drop  around  x— 0  with 
increasing  frequency.  As  a  result  of  the  diffraction  limited 
focal  spot  size,  the  spatial  resolution  is  better  for  higher 
frequency  within  the  bandwidth  of  the  THz  pulses.  For  the 
high  frequency  range  in  the  free-space  measurement  (dotted 
curve),  the  average  frequency  is  1.7  THz,  while  it  is  1.4 
THz  in  case  of  the  curve  taken  with  the  tip.  In  spite  of  the 
lower  average  frequency,  the  near-field  tip  results  in  a 
much  sharper  edge  resolution,  namely  140  pm,  as  estimated 
from  the  distance  between  the  90%  and  the  10%  of 
maximum  signal  level.  Since  this  value  is  approximately 
the  diameter  of  the  tip  aperture,  we  conclude  that  the 
improved  resolution  is  indeed  a  near-field  effect.  This  is 
further  substantiated  by  the  fact  that  we  do  not  find  a 
variation  of  this  value  with  frequency. 

However,  the  sharpness  of  an  isolated  edge  does  not 
necessarily  agree  with  the  true  spatial  resolution  achieved 
in  near-field  image.  [5]  For  a  quantitative  investigation  of 
the  spatial  image  resolution,  we  therefore  produced  a  USAF 
1951  resolution  test  target  on  high-resistivity  silicon,  which 
is  almost  completely  transparent  to  the  THz  radiation.  The 
lines  of  different  width  and  separation  are  formed  by  a  250 
nm  thick  evaporated  titanium/gold  layer  after  photo- 
lithographically  copying  a  commercially  available 
chromium/glass  test  target  onto  a  piece  of  silicon  wafer. 


Figure  5a  shows  a  near-field  image  of  the  central  part 
(group  2  and  3)  of  the  test  pattern  obtained  with  the 
smallest  aperture  and  by  scanning  the  sample  in  mechanical 
contact  with  the  near-field  tip.  For  comparison,  a 
diffraction-limited  standard  image  of  the  same  sample  area 
is  shown  in  Fig.  5b. 
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Figure  5:  Near-field  (a)  and  diffraction-limited  (b)  T-ray 
image  of  a  resolution  test  pattern. 

The  THz  amplitude  was  integrated  over  a  frequency 
range  of  0.6-2.3  THz  in  the  near-field  image  and  1. 4-2.3 
THz  in  the  standard  image,  corresponding  to  average 
wavelengths  of  220  pm  and  180  pm,  respectively.  The 
smallest  resolvable  feature  in  the  near-field  image  are  the 
vertical  lines  of  group  3,  element  3,  which  have  a  line  width 
and  separation  of  50  pm. 


Figure  6:  THz  line-scans  over  group  1  of  the  resolution 
target  for  various  tip-sample  separations.  The  curves  are 
offset  for  clarity. 
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This  agrees  exactly  with  the  smaller  diameter  of  the 
elliptical  aperture  used,  i.e.  the  data  are  in  excellent 
agreement  with  the  anticipated  spatial  resolution.  The  lower 
resolution  for  the  horizontal  lines  can  probably  be 
attributed  to  the  ellipticity  of  the  aperture  and  to  the 
continuous  movement  of  the  dc  motor  used  for  scanning  the 
sample  along  the  y-direction. 

A  characteristic  feature  of  near-field  imaging  techni¬ 
ques  is  the  strong  dependence  of  the  spatial  resolution  on 
the  distance  between  sample  and  the  near-field  source. 
Figure  6  demonstrates  that  this  is  indeed  the  case  for  the 
technique  used  here.  It  shows  one-dimensional  scans  over 
group  1  of  the  resolution  pattern  at  different  sample-tip 
separations  d,  where  d=0  corresponds  to  mechanical  contact 
of  sample  and  near-field  tip.  The  widths/separations  of  the 
target  lines  are  indicated  in  the  figure.  While  the  spatial 
resolution  at  zero  distance  is  essentially  given  by  the 
dimensions  of  the  near-field  source,  the  data  in  Fig.  6 
indicate  that  the  resolution  at  nonzero  separation  decreases 
approximately  proportional  with  increasing  distance. 

In  conclusion,  we  present  a  first  demonstration  of 
near-field  imaging  with  broadband  ultrashort  THz  pulses. 
We  use  a  tapered  metal  tip  with  sub-wavelength  exit 
aperture  to  confine  the  THz  radiation  and  demonstrate  far- 
infrared  imaging  with  a  spatial  resolution  that  is  given  by 
the  dimension  of  the  aperture. 
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We  present  a  new  family  of  more  efficient  terahertz  (THz)  radiation  emitters  and  detectors  enhanced  by 
electric  field  singularities  near  sharp  electrode  features.  The  structures  are  fabricated  on  low  temperature 
GaAs  and  with  small  dipole  gaps  (<10|am).  The  THz  emission  is  maximal  when  fringing  fields  are 
enhanced  by  laterally  offset  sharp  electrodes.  We  also  find  that  the  asymmetric  THz  emission  near  the 
anode  gradually  disappears  as  the  dipole  gap  shrinks.  The  THz  polarization  properties  of  these  new 
emitters  will  also  be  discussed. 

Keywords:  Ultrafast  Technology,  Far  Infrared,  Optoelectronics. 


Free-space  single-cycle  terahertz 

electromagnetic  waves  are  generated  when  a 
short  laser  pulse  excites  a  semiconductor.  Two 
phenomena  are  usually  responsible  for  this 
generation:  optical  rectification  and  carrier 
acceleration  under  the  influence  of  an  electric 
field.  This  field  can  be  either  intrinsic  (i.e. 
surface  depletion  field)  or  extrinsic  as  in  biased 
structures.  We  have  recently  shown  that  when 
electric  fields  in  biased  semiconductors  are 
enhanced  by  geometric  effects,  the  THz 
generation  is  significantly  enhanced.  [1]  In  this 
work  we  will  describe  our  ongoing  efforts  in 
enhancing  the  performance  of  THz  emitters  by 
using  new  electrode  structures  and  smaller  gaps. 

p - -D 

Vi/ijwuwinjrir^ 

PJlJlJUlilJlJIMiil _ , 

Cr - nJ 

FTL  FF  FTM  TTM  TT45  TTO 

Fig.l:  Schematic  diagram  of  the  metal  electrodes 
used  in  the  new  THz  emitters  and  detectors. 

Two  dimensional  electrostatic  calculations 
are  carried  out  prior  to  the  fabrication.  Although 
this  oversimplifies  the  problem,  we  use  these 
simulations  as  a  starting  point  in  our  design. 
Invariably,  the  strongest  fringing  electric  fields 
are  found  near  the  triangular  tips  (i.e.  structure 


TTM  and  TTO  in  Fig.  1).  The  sharpness  of  the 
electrodes  determines  the  peak  value  of  the 
singular  electric  field.  Moreover,  the  fringing 
fields  are  enhanced  when  laterally  offset 
electrodes  are  used  (i.e.  structure  TTO  in  Fig.  1). 
The  offset  angle  provides  additional  control  in 
maximizing  the  overlap  of  high  electric  field 
regions  with  the  laser  excitation  spot. 

The  photoconducting  antennas  are  fabricated 
by  conventional  lithography  on  low-temperature 
GaAs  grown  at  ~250°C,  and  later  annealed  at 
600°C  for  one  minute.  The  metal  patterns  are 
deposited  using  one  of  the  usual  schemes  for 
ohmic  contacts  on  n-type  GaAs.  Fig.  1  shows  a 
schematic  diagram  of  the  metal  electrodes 
deposited  on  the  structures  we  have  studied.  We 
define  the  dipole  length  d  as  the  separation 
between  the  parallel  striplines  and  vary  both  d 
and  the  gap  distance  g. 

We  measure  the  THz  emission  intensity  of 
such  structures  by  using  a  standard  coherent 
THz  detection  system  with  scanning  capabilities 
on  the  emitter  side  with  submicron 
resolution. [1]  A  short  pulse  (780nm,  130  fs) 
from  a  mode-locked  Ti-sapphire  laser  excites  the 
sample  through  a  microscope  objective.  The 
generated  THz  radiation  is  then  collected  with  a 
pair  of  off-axis  paraboloids  and  focused  on  a 
THz  dipole  antenna  fabricated  on  LT-GaAs. 
This  antenna  is  excited  by  another  short  laser 
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pulse  derived  from  the  same  Ti-sapphire  laser. 
The  emitter  is  then  scanned  two  dimensionally 
with  a  0.4pm  spatial  resolution  and  the  THz 
waveforms  for  each  coordinate  are  recorded  by 
scanning  the  delay  of  the  beam  exciting  the 
antenna. 
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Fig.  2:  (a)  Measured  THz  signal  in  a  60pm 
dipole,  5pm  gap;  see  Fig.  1  for  reference;  (b)  THz 
intensity  as  a  function  of  dipole  length  and  gap. 

Fig.  2(a)  shows  the  measured  peak  THz 
signal  for  a  fixed  bias  of  20V  for  a  60pm  dipole 
with  a  constant  gap  of  5pm,  when  exciting  a 
sharp  singularity.  This  is  an  important  point  as 
regular  dipoles  that  were  previously  used  also 
have  areas  of  singular  electric  fields.  But  in 
order  to  take  advantage  of  this  enhancement,  the 
laser  spot  has  to  closely  overlap  these  regions  of 
high  fields.  Clearly,  the  sharp  triangular 
electrodes  with  the  largest  offset  give  the  highest 
emission  intensity.  Due  to  the  high  resistance  of 
our  samples  and  the  small  gaps,  we  could  apply 
voltages  as  high  as  60V  when  exciting  with 
several  tens  of  mW  of  laser  power.  Because  of 
the  offset  of  the  sharp  electrodes,  this 
corresponds  to  electric  fields  inside  the 
semiconductor  higer  than  120  kV/cm .  The 
ultrafast  dynamics  of  carriers  under  such  high 


electric  fields  is  certainly  an  important  point  in 
the  performance  of  these  emitters.  Fig.  2(b) 
shows  the  THz  emission  intensity  for  a  a  few 
electrode  structures  for  2  dipole  lengths  as  a 
function  of  the  gap  distance  and  for  a  fixed  bias. 
Clearly,  when  we  decrease  the  gap  we  also 
decrease  the  electric  field;  this  is  consistent  with 
Fig.  2(b)  although  the  slope  varies  with  dipole 
length.  On  the  other  hand,  big  gap  structures 
show  some  saturation  of  the  emission  intensity 
with  applied  bias,  therefore,  it  is  advantageous 
to  use  a  small  gap. 

It  was  previously  observed  by  many  groups 
that  the  process  of  THz  generation  in  biased 
structures  (with  gaps  ranging  from  several  tens 
of  pm  to  a  few  cm)  becomes  particularly 
efficient  when  excited  close  to  the 
anode. [1,2, 3, 5]  However,  a  symmetrical  THz 
emission  intensity  was  reported  for  very  large 
gap  (3cm)  structures.  [6]  The  two-dimensional 
scans  of  the  THz  emission  in  our  small  gap 
structures  also  show  an  absence  of  this 
asymmetry.  This  is  shown  in  Fig.  3  for  several 
emitters  (gaps  of  5,  10,  30pm)  where  we  plot  a 
two-dimensional  scan  of  the  peak  THz  intensity 
when  scanning  the  emitter  and  keeping  the 
exciting  beam  fixed.  When  the  gap  is  small  (5, 
10pm),  the  two-dimensional  scan  of  the  THz 
emission  is  perfectly  symmetrical.  A  gradual 
transition  to  the  positive  electrode  effect  is 
observed  for  gaps  larger  than  20pm.  For  a  30pm 
gap,  a  slight  asymmetry  is  observed.  When  the 
gap  is  very  large  (90pm),  the  asymmetry 
becomes  very  clear.  At  this  point,  the 
mechanism  which  causes  this  varying 
asymmetry  as  a  function  of  gap  size  is  unclear. 
However  particular  mechanisms  may  be  ruled 
out  based  on  our  results.  No  significant  change 
in  this  asymmetry  is  observed  when  we  chop  the 
electrical  bias  up  to  30MHz.  These  high 
frequency  bias  results  preclude  the  formation  of 
Gunn  domains  [6]  and  any  static  or  quasi-static 
effects.  We  also  found  no  change  in  these  results 
when  the  bias  is  changed  from  fractions  of  a  volt 
to  close  to  100V.  Other  groups  have  reported  the 
"positive  electrode  effect"  in  different  materials 
such  as  SOS  [2,7],  semi-insulating  GaAs  [5], 
low  temperature  GaAs  [1,3],  n-  and  p-doped 
GaAs  [3],  and  InP  [3].  This  indicates  that  the 
material  details  may  not  be  responsible  for  this 
phenomena.  It  has  been  suggested  that  the  trap- 
enhanced  electric  fields  [5],  resulting  from  the 
electrical  and  optical  carrier  injection,  are 
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responsible  for  the  asymmetric  field  distribution 
in  a  gap  of  80pm  between  two  coplanar 
striplines.  The  region  near  the  forward  biased 
positive  contact  experiences  an  accumulation  of 
electrons  and  a  depletion  of  holes  which  is 
strongly  enhanced  by  electron  velocity  saturation 
and  geometric  effects.  The  increased  electron 
density  results  in  larger  electron  occupancy  of 
the  deep  traps.  The  current- voltage 
characteristics  measured  by  the  same  group  [5] 
also  indicates  this  double  injection  current 
transport  effect  is  reduced  in  smaller  gaps 
(50pm).  We  found  that  the  critical  gap  size 
(20pm~30pm)  for  the  transition  from  small  gap 
symmetry  to  large  gap  asymmetric  excitation,  is 
close  to  the  estimated  distance  (15pm)  through 
which  the  injected  electrons  can  drift  assuming 
simple  ballistic  motion  in  GaAs  (assuming 
published  parameters  for  LT  GaAs).  If  the 
injected  carriers  can  drift  through  the  gap 
towards  the  other  electrode  within  their  lifetime, 
they  may  change  the  field  pattern  within  the 
whole  gap  by  charge  re-distribution  and  filling 
of  the  trap  states  on  both  sides.  The  high 
repetition  rate  (100MHz)  of  the  laser  pulse 
prevents  these  trap  states  from  depopulating 
before  the  next  pulse  arrives.  This  can  not 
happen  in  structures  with  large  gaps. 

We  also  measured  the  dependence  of  the 
polarization  of  the  THz  radiation  as  a  function 
of  the  offset  angle  and  for  different  gap  sizes. 
Due  to  the  lateral  offset  of  the  electrodes,  the 
carrier  transport  direction  will  be  different  in 
each  structure.  A  grid  THz  polarizer  is  inserted 
in  the  THz  path  and  aligned  with  the  detector  to 
define  the  polarization  of  the  detection.  Three 
different  structures  are  studied:  a  regular 
coplanar  stripline,  a  conventional  dipole  and  an 
offset  dipole  like  those  described  earlier.  The 
stripline  emitter  gives  very  well  polarized 
radiation  while  photoexciting  near  one  of  the 
metal  lines.  The  direction  of  the  polarization  is 
consistent  with  THz  radiation  emitted  from 
accelerating  carriers  towards  the  other  electrode. 
A  conventional  dipole  shows  a  small  (~7%) 
orthogonal  component.  The  THz  radiation  from 
the  offset  dipole  has  a  considerable  (-25%) 
orthogonal  component  as  shown  in  Fig.  4. 
Therefore,  the  offset  dipole  structure  not  only 
gives  the  strongest  radiation  power  in  the  dipole 
direction  but  also  in  the  orthogonal  direction. 
This  polarization  rotation  does  not  scale  up 
proportionally  to  the  offset  angle  or  the  gap  size. 


This  is  consistent  with  the  well  known  current 
surge  model.  In  the  offset  dipole  structure,  the 


(d) 


Fig.  3:  Two  dimensional  scans  of  the  THz 
emission  intensity  for  several  singular  electric  field 
offset  dipole  emitters  with  gaps  of  (a)  5,  (b)  10,  (c) 
30,  (4)  90pm.  The  small-gap  emitters  in  (a)  and  (b) 
show  perfectly  symmetrical  THz  emission.  A  30pm 
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gap  (c),  shows  a  slight  asymmetry  ,  and  the  THz 
emission  from  large  gap  emitters  (d)  is  clearly 
asymmetrical. 


Fig.  4:  The  polarization  of  the  THz  emission 
from  stripline  and  offset  dipole  emitters  is  related  to 
the  directions  of  the  carriers*  flow  in  the 
semiconductor.  The  THz  radiation  from  the  offset 
dipole  has  a  considerable  (-25%)  orthogonal 
component. 

carriers*  flow  is  tilted.  In  such  offset 
structure,  while  the  THz  wave  is  generated  in 
the  semiconductor,  it  has  components  in  both 
polarization  directions,  but  only  one  direction  is 
enhanced  by  the  dipole  formed  by  the  straight 
electrode  lines. 
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-40%  improvement  over  the  regular  dipole  already 
using  its  singularity  at  the  edge  of  the  electrode. 

We  also  tested  the  performance  of  the 
singular  electric  field  emitters  as  detectors. 
When  using  the  structure  TTO  in  Fig.  1  with  a 
60|im  dipole  and  5pm  gap,  the  signal  intensity 
is  increased  by  -40%  when  compared  to  a 
conventional  dipole,  without  any  appreciable 
increase  in  the  noise  level,  as  shown  in  Fig.  5. 
The  frequency  response  was  also  comparable. 

In  conclusion,  we  studied  the  performance  of 
a  new  family  of  terahertz  emitters  and  detectors 
based  on  electric  field  singularities  with  small 
gaps.  We  demonstrated  that  the  THz  emission 
efficiency  can  be  improved  by  optimizing  the 
singular  electric  field  experienced  by  the  photo¬ 
generated  carriers.  The  highest  efficiency  is 
obtained  using  laterally  offset  sharp  triangular 
electrodes.  The  polarization  direction  of  the 
emitted  THz  radiation  follows  the  direction  of 
carrier  transport  rather  than  the  dipole 
orientation.  These  THz  emitters  also  work  as 
more  efficient  THz  detectors. 
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Fig.  5:  The  THz  signal  detected  using  (a)  offset 
dipole  singular  electric  field  detector;  (b)  regular 
dipole  detector.  The  offset  singular  detector  yields 
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Abstract 

We  have  demonstrated  a  new  scheme  for  generating 
intense  far-infrared  or  THz-radiation  pulses  synchronously 
with  near-infrared  pulses  using  a  saturable  Bragg  reflector 
placed  inside  a  mode-locked  laser  cavity.  With  this  newly 
proposed  simple  scheme,  THz-radiation  peaked  at  around 
0.66  THz,  with  2-3  nW  average  power  is  directly 
generated  synchronously  with  femtosecond  near-infrared 
optical  pulses. 

Key  Words 

All-solid-state,  THz-radiation,  Saturable  Bragg  reflector, 
Intracavity. 

The  physics  and  potential  applications  to  ultrafast 
opt-electronics  of  THz  radiation  or  far  infrared  light  from 
various  devices  excited  by  ultrashort  pulse  lasers  have 
been  studied  intensively.  [1»2,3]  por  application  to  time- 
resolved  spectroscopy  in  the  far  infrared  region,  an  intense, 
compact,  simple  light  source  is  required.  Development  of 
such  a  far  infrared  light  source  will  open  up  possibilities 


for  entirely  new  far-infrared  spectroscopy  of  phonons  in 
solids  and  gaps  of  superconductors.  There  was  a 
breakthrough  in  mode-locking  techniques  for  solid-state 
lasers  some  years  ago.  [4,5]  Applying  the  techniques 
utilizing  Kerr-type  nonlinearity,  most  solid-state  lasers 
can  be  mode-locked  down  to  the  femtosecond  region. 
Among  these  techniques,  semiconductor  saturable 
absorbers  are  attractive  for  mode  locking,  because  they  are 
inexpensive  and  compact,  and  can  be  designed  to  operate 
in  a  wide  spectral  range.  1^/7]  A  saturable  Bragg  reflector 
(SBR),  [7]  invented  by  Tsuda  et  al,  is  a  nonlinear  mirror 
utilizing  a  thin- film  semiconductor.  In  this  paper,  we 
describe  direct  generation  of  THz  radiation  using  an  SBR 
placed  inside  the  cavity  of  a  mode-locked  Ti:sapphire  laser 
as  the  THz-radiation  emitter  . 

An  SBR  should  provide  other  functions  besides 
that  of  saturable  absorber  for  mode-locking.  The  single¬ 
quantum  well  is  known  to  emit  THz-radiation,  and  the 
quantum  well  in  SBR  is  located  in  the  field  enhanced 
position  in  the  Bragg  reflector  structure.  Therefore  the 
SBR  structure  itself  has  an  advantage  over  the  simple 
quantum  well  structure  for  generating  THz-radiation.  If 
this  SBR  was  introduced  to  a  mode-locked  laser  cavity, 
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higher  optical  peak  power  inside  the  cavity  will  yield 
higher  THz-radiation  power.  It  is  attractive  to  use  SBR  as 
THz-radiation  intra-cavity  emitters  for  these  two  reasons. 

The  SBR  for  this  experiment  consists  of  a 
dielectric  multilayer  made  of  a  semiconductor  with  a 
single  quantum  well  of  10-nm  thickness  GaAs  inside  as 
invented  by  Tsuda  et  al.  The  dielectric  coating  exhibits 
very  high  reflectivity,  and  the  quantum  well  produces  the 
nonlinear  polarization  required  to  generate  THz  radiation. 
Our  SBR  was  grown  on  a  (lOO)-oriented  semi-insulating 
GaAs  substrate  by  molecular  beam  epitaxy.  After  a  500- 
nm-thick  buffer  layer  was  grown  on  the  substrate,  a  Bragg 
reflector  including  a  single  quantum  well  was  formed.  The 
Bragg  reflector  consists  of  24  pairs  of 
Alo.33Gao.67As/AlAs  quarter-wave  layers  and  a  top 
quarter-wave  layer  of  AlGaAs  including  a  single  quantum 
well  of  10-nm  thickness.  The  thickness  of  AlAs  layers  is 
72.6  nm,  and  that  of  the  AlGaAs  layers  is  63.2  nm.  The 
Bragg  reflector  was  designed  for  820-nm  center  wavelength 
at  a  0  degree  incidence  angle.  This  sample  was  previously 
used  for  1-GHz  mode  locking  of  a  Ti:sapphire  laser.  M 


Wavelength  (nm) 

Figure  1.  The  cw-tuning  characteristics  of  a  Ti:sapphire  laser 
with  the  SBR  were  compared  to  the  case  without  folding.  An 
SBR  was  placed  in  the  cavity  for  the  beam-path  folding  at 
the  same  incidence  angle  as  used  in  the  mode-locked  laser. 

For  a  bulk  GaAs  sample,  a  shorter  excitation 
wavelength  and  higher  power  are  desirable  for  generating 
THz-radiation  more  efficiently.  The  tuning  capability 
of  the  SBR,  especially  for  shorter  wavelength,  is  evaluated 
in  a  broad-band  Ti:sapphire  laser  cavity  as  a  test  laser 
head.  1^1  For  this  purpose,  the  SBR  was  placed  to 
provide  beam-path  folding  in  the  cavity  in  the  shallowest 
possible  incidence  angle  of  80  degrees  to  operate  this  SBR 
in  the  shortest  possible  wavelength.  The  cw-tuning 
characteristics  of  a  Ti:sapphire  laser  with  the  SBR  were 
compared  to  the  case  without  folding  as  shown  in  Fig.  1. 
The  drop  of  the  output  power  level  and  narrowing  of  the 
tunability  indicate  that  the  linear  loss  of  this  SBR  is  still 
large.  This  drop  of  the  output  power  corresponds 
approximately  to  the  loss  induced  by  a  3%-output  coupler. 
TTiis  tuning  experiment  suggest  that  this  SBR  in  this 


optical  geometry  can  be  used  in  a  laser  cavity  up  to  about 
760  nm  at  shorter  wavelength. 


Figure  2.  THz-radiation  emission  efficiency  for  different 
wavelength  of  exciting  optical  pulses  at  the  same  incidence 
angle. 

Excitation  wavelength  regions  for  high  THz- 
radiation  emission  efficiency  were  also  evaluated  in  the 
same  optical  geometry  using  100-fsec  pulses  of  the  same 
pulse  energy  at  a  different  wavelength  as  shown  in  Fig.  2. 
Unlike  the  bulk  GaAs,  there  is  a  peak  at  around  748-nm 
in  the  THz-radiation  conversion  efficiency.  This  can  be 
attributed  to  the  interaction  field  intensity  inside  the  Bragg 
reflector  structure.  Considering  these  two  results,  a  mode- 
locked  laser  should  be  operated  at  around  760  nm. 
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Figure  3.  Schematic  diagram  of  a  femtosecond  cw  passively 
mode-locked  Tiisapphire  laser  system  with  SBR  as  THz- 
radiation  emitter. 

The  mode-locked  Ti:sapphire  laser  with  the  SBR 
described  above  as  an  intracavity  THz  emitter  is  shown  in 
Fig.  3.  The  SBR  is  placed  at  a  shallow  incidence  angle  of 
80  degrees  to  match  both  the  high  reflectivity  region  of 
the  SBR  and  high  THz-radiation  emission  region.  The 
configuration  of  the  laser  cavity  is  essentially  the  same  as 
a  mode-locked  Ti:sapphire  laser  with  a  saturable  absorber, 
except  that  the  SBR  is  used  as  a  THz-radiation 
emitter.  The  saturable  absorber  dye  for  self-start  mode¬ 
locking  was  HITCI  (Tr^^^'^’-Hexamethylindo- 
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tricarbocyanine  Iodide)  in  ethylene  glycol.  The  Ti:sapphire 
laser  cavity  consists  of  a  six-mirror  cavity  with  an 
additional  focus  for  a  dye-jet,  a  1%  output  coupler  for 
monitoring  femtosecond  pulse  formation,  a  single-plate 
birefringent  filter  as  a  tuning  element,  and  a  pair  of  high- 
dispersion  SF6  Brewster  prisms  with  35-cm  separation.  A 
cw  all-line  Ar  laser  pumping  source  was  operated  at  12.5 
W. 


Wavelength  (jam) 


1000  500  300  200 


Figure  4.  THz  radiation  spectra  obtained  by  Fourier 
transformation  of  the  autocorrelation  from  a  Polarizing 
Michelson  interferometer. 

The  autocorrelation  trace  and  the  spectrum  were 
monitored  with  a  rapid-scanning  autocorrelator  and  an 
optical  spectrum  analyzer.  180-fsec  pulses  assuming  a 
sech^  shape  were  obtained  with  3.9-nm  spectral  width  at 
768  nm,  and  these  yielded  a  nearly  transform-limited  time 
and  bandwidth  product  of  0.356.  The  average  and  peak 
output  powers  inside  the  cavity  were  5.4  W  and  375  kW 
(80-MHz  repetition  rate).  The  peak  power  of  the  optical 
pulse  irradiating  SBR  exceeded  8.3  MW/cm^,  assuming  a 
1  mm  beam  diameter  and  considering  the  80  degree 
incidence  angle.  The  THz  radiation  was  emitted  in  the 
transmitted  direction  and  reflection  direction.  The 
transmitted  THz  radiation  was  picked  off  by  a  flat  Al- 
mirror.  The  spectra  of  the  THz  radiation  were  obtained  by 
Fourier  transformation  of  the  autocorrelation  of  the 
radiation  from  a  Polarizing  Michelson  interferometer 
(Graseby  Specac)  as  shown  in  Fig.  1.  The  interferometer 
was  evacuated  to  avoid  the  possible  absorption  of  water- 
vapor  in  the  air.  A  liquid-helium-temperature  cooled  InSb 
bolometer  (QMC  model  QFI/2)  with  subnanowatt 
sensitivity  was  provided  for  detection.  For  the  lock-in 
detection,  a  mechanical  chopper  operated  at  206  Hz  was 
inserted  in  the  cavity  of  the  mode-locked  laser.  For  this 
chopping  frequency,  a  pulse-formation  time  of  much  less 
than  100  msec  is  short  enough  to  reach  the  steady  state. 
UU  Therefore  the  THz  radiation  from  this  laser  can  be 
considered  to  be  modulated  with  a  duty  cycle  of  almost 
50%.  The  average  power  of  the  radiation  coupled  to  the 
interferometer  was  calibrated  to  be  2-3  nW  in  one  beam. 


Broad  spectra  were  obtained  as  shown  in  Fig.  4.  The  peak 
positions  of  radiation  were  0.66  THz.  The  dips  in  the 
spectrum  correspond  to  the  absorption  of  the  water  vapor 
in  the  path  of  the  THz-radiation  beam  in  the  air  before  the 
interferometer. 

In  conclusion,  we  have  proposed  a  new  THz- 
radiation  generation  scheme  using  an  intra-cavity  SBR. 
This  scheme  might  be  widely  applicable  to  various  mode- 
locked  solid  state  lasers  for  generating  THz  radiation 
synchronized  to  an  optical  ultrashort  pulse.  With  this 
simple  scheme,  THz-radiation  peaked  at  around  0.66  THz 
and  2-3  nW  average  power  was  directly  generated.  Further 
optimization  will  increase  the  average  power  of  the  THz 
radiation.  After  appropriate  redesign  of  the  SBR,  the  0 
degree  incident-angle  configuration  with  a  single  THz- 
radiation  beam  will  be  possible.  The  self-starting  mode¬ 
locking  condition  with  SBR  might  also  be  satisfied. 
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Generation  of  THz-Radiation  Pulses  by  Optical  Excitation  of  High-Tc 

Superconductor  Microbridges 

C.  Jaekel,  H.G.  Roskos,  and  H.  Kurz 

Institut  fur  Halbleitertechnik  II,  RWTH  Aachen,  D-52056  Aachen,  Germany 


Abstract 

THz-radiation  is  generated  by  optical  excitation  of  a 
current  biased  /un-bridge  patterned  into  a  high-Tc  su¬ 
perconductor  thin  film.  The  electrical  pulses  are  de¬ 
tected  in  a  THz-setup  by  measuring  the  electric  field 
emitted  from  the  bridge  in  time  domain.  This  THz  re¬ 
sponse  is  clearly  related  to  the  differential  reflectivity 
transients  of  the  unpatterned  superconductor  films  and 
specifically  to  the  optically  breaking  of  Cooper  pairs 
and  their  subsequent  recombination. 

Keywords 

Ultrafast  devices,  Ultrafast  processes  in  condensed  mat¬ 
ter,  Ultrafast  spectroscopy 

Introduction 

The  development  of  high-speed  superconducting  cir¬ 
cuits  has  renewed  the  interest  in  optoelectronic  inter¬ 
connects  for  fast  links  to  external  room-temperature 
electronics.  While  the  data  output  from  the  supercon¬ 
ducting  circuit  at  high  GHz  rates  remains  still  a  bottle¬ 
neck,  high-rate  data  input  may  be  achieved  by  direct 
optical  activation  of  superconducting  switches. 

Here,  we  investigate  the  nonbolometric  electrical 
response  of  current-biased  high-Tc  superconducting 
bridges  upon  stimulation  by  femtosecond  laser  pulses. 
The  THz-emission  data  are  analyzed  on  the  basis  of 
the  quasiparticle  dynamics  measured  by  time-resolved 
optical-reflectivity  spectroscopy.  The  time  resolution  of 
standard  electronic  techniques  is  insufficient  to  study 
the  temporal  characteristics  of  the  generated  fast  sig¬ 
nals.  Therefore,  we  use  a  quasi-optical  detection  scheme 
in  which  we  can  measure  the  electrical  field  emitted 
from  a  current-biased  superconductor  bridge  after  op¬ 


tical  excitation  as  a  function  of  time. 


Fig.  1.  Experimental  setup  for  the  measurement  of  the  electro¬ 
magnetic  pulses  in  forward  (a)  and  backward  (b)  direction.  Opti¬ 
cal  excitation  and  gating  is  achieved  by  femtosecond  laser  pulses 
(A  ~  810  nm). 

Experimental 

The  samples  are  homogeneous,  fully  c-axis-oriented 
YBCO  films,  deposited  by  dc-sputtering  on  MgO  sub¬ 
strates,  with  transition  temperatures  of  85  K.  The  film 
thickness  has  been  chosen  to  be  about  300  nm  for  the 
optical  measurements  to  suppress  multiple  interference 
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Fig.  2.  Schematic  view  of  the  absorption  and  reflection  of  the 
generated  pulse  within  the  thin  film  (indicated  for  backward  di¬ 
rection). 

effects,  and  70  nm  for  the  THz-emission  experiments  to 
allow  determination  of  the  microwave  conductivity  [1]. 
Superconducting  bridges,  50  pm  wide  and  50  ^m  long, 
are  patterned  by  optical  lithography  and  dry  etching  [2]. 
After  patterning  they  exhibit  a  transition  temperature 
Tc  of  about  80  K.  The  bridges  end  in  contacts  that  are 
tapered  to  suppress  geometrical  (antenna)  resonances. 

The  optical  experiments  are  performed  with  50-fs 
laser  pulses  from  a  76-MHz-repetition-rate  Tksapphire 
laser  at  a  wavelength  of  810  nm.  Reflectivity  and  trans¬ 
mission  changes  down  to  10~7  can  readily  be  measured 
using  a  fast-scan  pump-probe  setup.  The  samples  are 
mounted  in  a  cryostat  at  temperatures  variable  from  8 
to  300  K.  The  THz-emission  experiments  are  performed 
in  a  nitrogen-flushed  THz-spectroscopy  setup.  Coher¬ 
ent  THz-radiation  pulses  are  generated  by  excitation 
of  a  current-biased  YBCO  bridge  with  optical  pulses. 
The  laser  focus  on  the  bridge  is  40  pm  and  the  power 
of  the  laser  beam  is  varied  between  500  pW  and  40  mW . 
The  bias  current  is  varied  between  5  mA  and  100  mA. 
Time-resolved  detection  of  the  generated  THz  pulses  in 
forward  (see  Fig.  1(a))  and  backward  (see  Fig.  1(b))  di¬ 
rection  is  achieved  with  a  50  /xm-long  photoconductive 
dipole  antenna  [3]  that  is  gated  by  time-delayed  laser 
pulses.  The  frequency  range  useful  for  further  Fourier 
evaluation  ranges  from  100  GHz  to  about  2  THz. 

Theoretical  Background 

Based  on  the  ultrafast  dynamics  in  high-Tc  supercon¬ 
ductors  it  should  be  possible  to  generate  very  short  elec¬ 
tronical  pulses  and  to  build  devices  with  fast  recover¬ 
ing  times.  In  our  experiments,  we  detect  the  optically 
induced  electrical  fields  by  measuring  the  emitted  radi¬ 
ation  from  a  current-biased  bridge.  For  the  interpreta¬ 
tion  of  the  THz  emission,  two  aspects  have  to  be  consid¬ 
ered.  The  first  one  is  the  generation  of  the  electromag¬ 


netic  pulse  itself,  the  second  one  is  the  decoupling  of  the 
radiation  from  the  superconducting  film.  We  start  with 
a  description  of  the  generation  of  the  electromagnetic 
pulses.  The  electromagnetic  response  of  the  supercon¬ 
ducting  bridge  can  be  understood  from  classical  electro¬ 
dynamics.  Neglecting  the  normal- carrier  contribution, 
the  current  density  is  given  by  js  =  2 eNsvs,  where  vs 
is  the  velocity  of  the  Cooper  pairs  and  Ns  is  their  den¬ 
sity.  The  first  London  equation  and  the  condition  of 
constant  current  yield  [4] 

7-T  /rp  i\ _  dNAT\t) 

E0(T,t)  3s4e2N2^  Qt  (  ) 

where  E0  is  the  electric  field  generated  within  the  su¬ 
perconductor  across  the  illuminated  spot  of  the  bridge 
and  ms  is  the  mass  of  the  Cooper  pairs.  The  field  of 
the  electromagnetic  pulses  depends  on  the  temporal  be¬ 
haviour  of  the  quasiparticle  density  (Ns)  and  the  bias 
current  density  js . 

For  a  correct  evaluation  of  THz-pulse  emission,  ad¬ 
ditionally  output-coupling  effects  have  to  be  taken 
into  account.  The  electromagnetic  pulse  generated 
within  the  film  is  attenuated  by  absorption  losses 
within  the  film,  and  reflection  losses  at  the  film-air  and 
the  film-substrate  interface,  respectively  (see  Fig.  2). 
For  strong  absorption,  the  transmitted  electric  field 
is  approximately  described  by  the  expression  E  = 
E0dexp(-ad/2)7  d  being  the  mean  distance  the  pulse 
must  travel,  a  the  absorption  coefficient  and  d  the 
transmission  coefficient  of  the  interface.  The  absorption 
coefficient  is  determined  by  the  real  part  of  the  conduc¬ 
tivity  (j i  and  the  reflection  coefficient  r  via  a  =  ai/rceo 
with  c  being  the  speed  of  light  in  vacuum  and  e0  the 
permittivity  of  free  space.  The  conductivity  of  the  sam¬ 
ple  is  directly  determined  by  THz-transmission  spec¬ 
troscopy  [1],  yielding  absorption  lengths  of  35  nm  at 
65  K  and  100  nm  at  10  K  for  0.5  THz.  The  transmis¬ 
sion  coefficients  are  given  by  d  =  2 nm/ (n(T)  +nm)  with 
n(T)  being  the  temperature-dependent  index  of  refrac¬ 
tion  of  the  superconductor  and  nm  that  of  the  interface 
medium  ( nvacuurn  —  1,  riMgO  —  3-2).  n(T)  can  be  cal¬ 
culated  with  the  general  dependence  n(T)  —  c/X(T)uj. 
A (T)  is  the  penetration  depth  of  the  superconductor 
and  is  extracted  from  THz-transmission  data  of  the  thin 
films. 

Results  and  Discussion 

All-Optical  Measurements 

The  time-resolved  optical  reponse  of  a  YBa2Cus07  film 
is  shown  in  Fig.  3.  The  ultrafast  rise  of  the  reflec¬ 
tivity  after  excitation  of  the  high-Tc  superconductor  at 
t  =  0  ps  is  attributed  to  Cooper  pair  breaking.  The  sub¬ 
sequent  decrease  of  the  reflectivity  results  from  quasi¬ 
particle  recombination  [5].  The  time  dependence  of 
the  reflectivity  change  (A R/R0)(t)  is  expected  to  be 
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Fig.  3.  Optical  response  of  a  YBCO  thin  film  after  excitation 
with  fs  laser  pulses  for  several  temperatures.  The  inset  shows  the 
quasiparticle  recombination  times  derived  by  fits  with  Rothwarf- 
Taylor  equations. 

directly  proportional  to  the  temporal  evolution  of  the 
density  A Ns  ( T ,  t)  of  broken  pairs: 

<2> 

where  ANS(T,  t)  can  be  factorized  as  ANS(T,  t)  = 
ANs,max  (T)fNs(T,t),  with  a  time-independent  ampli¬ 
tude  ANS)7nax(T)  and  the  normalized  function  fws  (T,  t) 
containing  the  full  temporal  evolution  of  the  broken- 
pair  density,  respectively  of  the  reflectivity  change.  If 
one  assumes  that  the  absorbed  laser  energy  is  entirely 
used  for  breaking  Cooper  pairs,  A NSiTnax(T)  can  be  es¬ 
timated  to  be  1-10  %  of  the  Cooper-pair  density  (de¬ 
pending  on  the  incident  laser  power)  for  T  <C  Tc. 

THz  Experiments 

A  typical  THz  radiation  transient  at  8  K  is  shown  in 
Fig.  4(a),  obtained  with  a  time-averaged  laser  power  of 
Phaser  =20  mW  and  a  bias  current  of  50  mA  (in  forward- 
emission  direction).  An  echo  signal  appears  after  23  ps 
corresponding  to  a  substrate  reflection  of  the  emitted 
THz  pulse.  The  weak  oscillatory  structure  indicates  the 
absorption  by  residual  water  vapor.  In  Figure  4(b),  the 
corresponding  Fourier  transform  is  depicted  along  with 
a  spectrum  taken  at  60  K.  The  amplitude  drops  at  lower 
temperature  and  the  frequency  shifts  slightly  to  higher 
values. 


Fig.  4.  (a)  Time-domain  THz-radiation  signal  in  forward  direc¬ 
tion  at  a  temperature  of  8  K.  (b)  Fourier  transform  of  the  time- 
domain  signal  in  (a).  For  comparison,  the  spectrum  of  a  signal 
at  higher  temperature  is  shown. 

The  amplitudes  of  the  electrical  fields  detected 
in  forward  and  backward  direction  have  a  ratio  of 
Etrans/Eref  ~  2.1.  For  comparison  of  the  amplitudes 
of  the  radiated  fields  to  that  of  a  standard  semiconduc¬ 
tor  surface  emitter  [6],  an  InGaAs  wafer  is  measured  in 
the  same  setup.  At  a  laser  power  Piaser  of  300  mW,  the 
forward  signal  from  the  InGaAs  sample  is  a  factor  of  5 
higher  than  the  field  amplitude  of  the  superconductor 
emission  at  60  K,  P,Q5er=20  mW  and  a  bias  current  of 
50  mA. 

The  dependence  of  the  emitted  field  intensity  on  the 
bias  current  Is  is  shown  in  Fig.  5.  From  Eq.  1,  a  linear 
dependence  of  the  field  amplitude  on  Is  is  expected, 
or  equivalently,  a  quadratic  behavior  of  the  intensity, 
proving  the  validity  of  Eq.  1. 


Fig.  5.  Dependence  of  the  emitted  field  intensity  on  the  bias 
current.  The  solid  line  is  the  dependence  expected  from  theory. 
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Calculation  of  the  THz-Signal 

In  the  following,  we  calculate  the  expected  external  THz 
field  E(t)  with  Eqs.  1  and  2  from  the  optically  measured 
quasiparticle  dynamics,  and  compare  the  results  with 
the  measured  THz-radiation  data.  According  to  Eq.  1, 
the  internal  field  Eo(t)  is  proportional  to 
The  time-dependence  of  E0  is  fully  contained  in  the  re¬ 
flectivity  data.  For  the  temperature  dependence,  how¬ 
ever,  additional  information  on  NS(T)  is  required.  We 
model  NS(T)  with  the  (1  -  ( T/Tc )2)  behavior  of  the 
two-fluid  model. 

For  the  evaluation  of  the  absorption  and  reflection 
losses,  the  effective  index  of  refraction  of  the  super¬ 
conductor  is  estimated  from  the  penetration  depth  A. 
We  have  determined  A(0K)  to  be  160  nm,  yielding 
n(0K)  =  597  at  0.5  THz  and  T  ->  0.  The  tem¬ 
perature  dependence  of  the  penetration  depth  follows 
a  two-fluid  behavior.  The  very  high  value  of  n(T) 
gives  rise  to  a  small  transmission  coefficient  d  of  the 
order  of  10-3.  The  ratio  of  the  calculated  transmis¬ 
sion  coefficients  at  70  K  and  at  low  temperature  is 
$(70K)/$(0K)  ~  1.8.  For  the  difference  between  for¬ 
ward  and  backward  measurements  we  calculate  a  ratio 

of  dtransmission/dref lection  -  3.1  explaining  the  higher 
amplitudes  in  forward  direction. 

After  calculating  E(t),  the  limited  spectral  band¬ 
width  of  the  THz  receiver  antenna  (~  1.5  THz)  is  taken 
into  account  by  convolution  of  the  Fourier  spectra  of 
E(t)  with  the  receiver  spectral  function  [7]. 


Fig.  6.  Comparison  of  the  temperature  dependence  of  the  peak 
frequency  (a)  and  the  signal  amplitudes  (b)  as  obtained  from  the 
THz  measurements  (circles  and  triangles)  and  from  calculations 
with  the  data  of  the  optical  experiments  (full  squares). 

In  Fig.  6,  we  compare  the  experimental  data  with 
those  of  our  calculations.  The  temperature  dependence 


of  the  peak  frequency  and  of  the  amplitude  of  the  emit¬ 
ted  field  is  well  reproduced  by  our  model  calculations. 

The  frequency  shift  can  be  explained  by  the  faster 
quasiparticle  dynamics  at  low  temperatures  (see  Fig.  3). 
The  rise  of  the  THz  amplitude  with  temperature  reflects 
the  decrease  of  Ns  ( Eq(T )  oc  l/jVs(T)). 

The  agreement  of  the  data  in  Fig.  6  shows  that  the 
optical  characterization  of  an  unpatterned  film  already 
gives  essential  information  about  the  transient  electric 
properties  of  the  device  (optically  excited  bridge).  How¬ 
ever,  it  is  emphasized  that  information  about  the  dy¬ 
namics  of  the  excitation  and  relaxation  processes  can¬ 
not  be  extracted  from  the  THz  emission  experiments 
directly,  because  of  the  limited  bandwidth  of  the  re¬ 
ceiver  antenna.  The  reponse  function  of  the  antenna 
must  always  be  taken  into  account. 

Conclusion 

In  summary,  we  have  measured  the  emission  of  electro¬ 
magnetic  pulses  from  current-biased  YBCO  supercon¬ 
ducting  bridges  after  optical  excitation  in  a  reflection 
and  transmission  THz  time-domain  setup.  By  compar¬ 
ing  the  results  with  the  response  obtained  in  all-optical 
experiments,  we  have  shown  that  the  emission  of  ra¬ 
diation  can  be  described  consistently  with  the  pertur¬ 
bation  of  the  supercurrent  by  optical  pair  breaking.  A 
simple  model  for  absorption  and  reflection  within  the 
film  reveals  that  the  output  coupling  plays  an  important 
role  for  the  generation  of  freely  propagating  THz-pulses. 
Guiding  these  pulses,  however,  offers  the  possibility  to 
use  superconducting  bridges  as  optical  input  ports  for 
high-speed  superconducting  logic  circuits. 
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Abstract 

We  present  a  fast  and  reliable  method  for  extracting  the 
refractive  index  and  absorption  in  terahertz  time-domain 
spectroscopy  and  apply  it  to  the  characterization  of  various 
thin  films. 

Key  Words 


where  R  and  T  are  the  Fresnel  reflection  and  transmission 
coefficients  taken  at  the  entrance  (in)  and  output  (out) 
faces  of  the  sample,  d  is  the  thickness  and  n  =  n-ifc  is 
the  complex  index  of  the  sample.  The  propagation  outside 
the  sample  (e.g.  in  the  substrate,  if  any)  is  fully  described 
by  the  term  i j.  The  summation  over  k  represents  the 
Fabry-Perot  effect  in  the  sample.  The  coefficient  of 
transmission  T(co)  of  the  sample  is  derived  from  (1)  as 


Spectroscopy-far  infrared,  Spectroscopy-microwave,  _  -i(n-n  )cod/c 

terahertz  beams,  terahertz  spectroscopy  T(co)  = _ 2n  s  +  _  (2) 

(n  +  l)(n  +  ns)-(n-  l)(n  -  ns )e~2incodlc 


Introduction 

Time-domain  THz  spectroscopy  is  a  powerful  and  rapid 
technique  for  measuring  the  complex  refractive  index  of 
materials  over  a  wide  range  of  frequencies,  from  a  few  tens 
of  GHz  up  to  several  THz  [1].  The  technique  is  based  on 
recording  the  time  dependence  of  a  short  electromagnetic 
pulse  transmitted  through  a  sample.  The  ratio  of  the 
Fourier  transforms  of  the  data  recorded  with  and  without 
the  sample  in  the  THz  beam  yields  the  transmission 
coefficient  of  the  sample  in  the  frequency  domain.  The 
solution  of  the  inverse  electromagnetic  problem  leads  to 
the  complex  refractive  index  of  the  sample  material. 
Classical  techniques  for  obtaining  a  solution,  like  the 
Newton-Raphson  method,  can  become  unstable  when  the 
full  transmitted  signal  exhibits  internal  reflections  (Fabry- 
Perot  effect).  We  present  here  a  fast  procedure  [2]  that 
converges  in  all  practical  cases  and  can  be  applied  for  the 
characterization  of  thin  films  of  different  thickness. 

Description  of  the  method 

We  assume  that  the  sample  under  test  is  homogeneous  and 
isotropic  (free-standing  sample  or  a  film  deposited  over  a 
known  substrate).  The  transmitted  part  of  an 
electromagnetic  plane  wave  E( co)  impinging  on  the 
sample  at  normal  incidence  at  angular  frequency  co  is 

S sample  (®)  ~  T]E(a))  Tin  Tout 


where  ns  is  the  index  of  the  substrate  (ns  =  l  for  free 
standing  samples).  In  the  case  of  a  film  made  by 
modification  of  a  substrate  (ionic  implantation,  diffusion, 
chemical  attack,  etc.),  nx  is  equal  to  ns.  Otherwise  nx  is 
equal  to  1. 

Case  of  optically  thick  samples 

Here  the  multiple  echoes  from  the  sample  do  not  overlap 
in  time.  Therefore,  by  temporal  windowing,  it  is  possible 
to  record  only  the  first  transmitted  pulse.  Equation  (2) 
becomes  simply 


T(o)  =  ^ n  ( ns  +  ^  c~i(n-nY  )(odlc 

(n  +  l)(n  +  ns) 


(3) 


The  problem  is  to  find  n  such  that  the  calculated  value 
Tcalc  equals  the  measured  one  As  ln(\Tcaic\)  and 

ar8(Tcalc)  look  planes  when  plotted  versus  n  and  x, 
it  is  easier  to  find  the  minimum  of  the  error  function 
d(n,K)  instead  of,  as  is  typical,  the  zero  of  Tcaic-Tmeas , 
where 


S(n,  K)  =  [ln(\Tcalc\)  -  lnt\Tmeas\)f 
+[arSOcalc  )  ~  ar8(Tmeas )\ 


xe-inwdlc  x  [R.n 
k=0 


Route-i2JiCOd,C  lk 


(1) 


Indeed,  S(n,K)  can  be  well  approximated  by  a  paraboloid 
over  the  full  range  of  practical  values  (7  <  n  <10, 
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0  <  k  <  10).  The  zero  of  this  paraboloid  is  very  easy  to 
find,  and  it  gives  a  first  estimate  of  ( n,k ).  From  this  first 
estimation,  and  with  successive  iterations  using  the  above 
method,  one  will  quickly  converge  to  the  solution. 

Case  of  optically  thin  samples 

In  this  case,  Eq.  (2)  has  to  be  considered  and  the  entire 
temporal  signal  has  to  be  recorded.  We  treat  the  Fabry- 
Perot  effect  as  a  perturbation.  We  start  the  calculation 
with  a  fairly  good  approximation  of  n ,  which  is  derived 
as  follows:  we  consider  that  the  dephasing  arg(T(co))  is 
mostly  induced  by  the  real  part  of  n  and  that  the  modulus 
of  T((o)  depends  mainly  on  the  absorption  k.  Thus  we 
obtain  a  first  pair  (n,K),  with  which  we  calculate  the 
Fabry -P6rot  term  (summation  in  (1)).  We  divide  the 
transmission  coefficient  T((o)  by  this  term,  getting  a 
curve  with  a  strongly  reduced  contribution  to  internal 
reflections.  Therefore  we  can  apply  the  above  method 
(thick  sample  case)  for  deriving  a  better  value  of  n .  Then, 
we  repeat  this  procedure  until  the  value  of  Tcaic  doesn't 
vary  from  one  step  of  computation  to  another  one  by 
more  than  0.1  of  the  experimental  uncertainty.  Usually, 
the  method  converges  over  the  full  range  of  practical 
values  (1  <n  <5,  0  <k<  10)  only  after  a  few  iterations. 


i  estimation  j 
|  of  (n,K)  | 

illl 
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Figure  1:  Principle  of  the  extraction  procedure  for  the  case 
of  thin  samples 


Experimental  results 

We  have  tested  this  method  of  extraction  successfully  on 
various  samples.  We  present  here  only  typical  results.  Our 
experimental  set  up  is  a  common  one,  as  described  in 
details  by  many  authors  [3].  We  use  LT-GaAs 
photoconductive  switches  [4]  as  Hertzian  dipoles  and  high- 
resistivity  Si  hyperhemispherical  domes  as  focusing 
lenses.  For  each  sample,  we  have  performed  several 
measurements,  which  allows  us  to  improve  the  accuracy 
and  to  determine  the  standard  deviation  of  the 
measurements. 


Optically  thick  samples 

We  show  here  results  obtained  with  a  1 .07-mm-thick  BK7 
glass  slide,  for  which  the  first  internal  reflection  is 
detected  far  after  the  first  pulse  and  thus  is  not  seen  in  Fig. 
2.  The  material  parameters,  derived  with  our  method,  are 
shown  in  Fig.  3.  The  calculation,  leading  to  the  entire 
curves  of  Fig.  3  (one  calculated  value  every  5  GHz  over 
the  1000  GHz  range)  takes  35  ms  with  a  Pentium  90  PC 
computer. 


Figure  2  :  THz  pulse  recorded  with  and  without  a  BK7 
glass  slide  (d-1.07  mm).  Reproduced  with  permission 
from  Ref  2,  Copyright  1997,  IEEE. 
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Figure  3  :  Refractive  index  of  BK7  glass  derived  from  the 
data  of  Figure  2.  Reproduced  with  permission  from  Ref 
2,  Copyright  1997 ,  IEEE. 


Thin  films 


The  thin  film  is  a  layer  of  porous  silicon  (with  a 
thickness  of  43  pm)  synthesized  through  chemical  attack 
of  a  Si  substrate.  We  recorded  the  THz  signal  transmitted 
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by  the  Si  wafer  without  (reference)  and  with  the  film  (Fig. 
4).  As  the  refractive  index  of  the  porous-Si  layer  is 
smaller  than  the  bulk  Si  value,  the  THz  pulse  transmitted 
by  the  wafer  with  the  film  reaches  the  detector  before  the 
pulse  transmitted  by  the  wafer  before  the  chemical 
treatment.  Moreover,  the  film,  with  a  low  index  of 
refraction,  acts  as  an  anti-reflection  coating.  Thus  the 
pulse  transmitted  trough  the  substrate  and  the  film  is 
stronger  that  the  pulse  transmitted  only  through  the 
substrate.  The  index  of  refraction  is  shown  in  Fig.  5,  as 
determined  using  the  method  presented  in  this  paper.  Also 
on  the  same  figure  are  the  values  we  obtained  without 
taking  into  account  the  Fabry-Perot  effect.  These  values 
differ  strongly  from  the  real  index.  This  behavior  is  also 
observed  for  the  absorption  (see  Fig.  6),  which  becomes 
unphysical  (negative)  without  taking  into  account  the 
Fabry-Perot  effect.  This  definitively  proves  that  even  if  no 
internal  reflections  appear  in  the  pulse  temporal  shape, 
one  has  always  to  take  into  account  the  Fabry-Perot  effect 
in  the  extraction  procedure. 


TIME  (ps) 

Figure  4  :  THz  pulses  transmitted  through  a  bare  Si  wafer 
and  through  the  same  wafer  covered  by  a  Si-porous  film 
(i.e.  before  and  after  chemical  treatment ).  Reproduced  with 
permission  from  Ref  2,  Copyright  1997 ,  IEEE. 


Samples  of  intermediate  optical  thickness 

In  this  case,  the  entire  temporal  signal  has  to  be  recorded. 
Moreover,  the  internal  reflections  can  overlap,  leading  to 
possible  computation  convergence  problems  in  the  usual 
extraction  procedures.  We  present  here  results  obtained 
with  a  225-pun- thick,  p-doped  Si  wafer.  One  sees  in  Fig. 
7  at  least  four  transmitted  THz  pulses.  The  strong  decay  of 
the  peak  pulse  amplitude  is  due  to  a  weak  Fresnel 
reflection.  Figure  8  shows  the  index  of  refraction  of  the  p- 
doped  Si  material,  together  with  the  experimental  standard 
deviation,  as  extracted  from  Eq.  2  with  the  Fabry-Perot 
correction. 


FREQUENCY  (GHz) 

Figure  5  :  Index  of  refraction  of  porous-Si ,  with  and 
without  taking  into  account  the  Fabry-Perot  effect  in  the 
thin  film.  Reproduced  with  permission  from  Ref.  2, 
Copyright  1997,  IEEE. 


FREQUENCY  (GHz) 

Figure  6  :  Absorption  coefficient  ( energy )  of  porous-Si, 
with  and  without  taking  into  account  the  Fabry-Perot 
effect  in  the  thin  film.  Reproduced  with  permission  from 
Ref.  2,  Copyright  1997,  IEEE. 


Conclusion 

In  conclusion,  we  have  presented  a  reliable  method,  which 
converges  in  all  practical  cases,  for  extracting  material  pa¬ 
rameters  in  THz  time-domain  spectroscopy.  The 
computing  time  is  less  than  100  ms  for  the  entire  curve 
using  a  Pentium  90  PC.  We  have  applied  our  method  to 
the  determination  of  the  parameters  of  different  materials, 
especially  of  thin  films.  In  this  latter  case,  the  Fabry- 
Perot  effect  strongly  affects  the  transmission  curve,  even 
if  its  temporal  signature  is  not  seen  in  the  recorded  pulses. 
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Figure  7  :  THz  pulse  transmitted  by  a  225  pm  thick  p- 
doped  Si  wafer.  Reproduced  with  permission  from  Ref  2 , 
Copyright  1997 ,  IEEE. 


> 

CO 

C/3 


o 


3 


O 

2 


Acknowledgments 

This  research  was  sponsored  by  the  National  Science 
Foundation  through  the  Center  for  Ultrafast  Optical 
Science  under  STC  PHY  8920108. 


References 

[1]  D.  Grischkowsky,  S.  Keiding,  M.  van  Exter,  and  Ch. 
Fattinger,  JOSA  B7,  2006  (1990). 

[2]  L.  Duvillaret,  F.  Garet,  and  J.-L.  Coutaz,  to  be 
published  in  IEEE  J.  Sel.  Topics  Quant.  Electron. 

[3]  see,  for  example,  J.  F.  Whitaker,  F.  Gao,  and  Y.  Liu, 
in  Nonlinear  Optics  for  High-Speed  Electronics  and 
Optical  Frequency  Conversion ,  N.  Peygambarian,  H. 
Everitt,  R.C.  Eckardt,  and  D.D.  Lowenthal,  eds., 
Proc.  SPIE  2145,  168  (1994). 

[4]  J.  F.  Whitaker,  Mat.  Science  Engineering  B22,  61 
(1993). 


Figure  8  :  Index  of  refraction  of  p-doped  silicon  together 
with  standard  deviation.  Reproduced  with  permission  from 
Ref.  2,  Copyright  1997,  IEEE. 


Terahertz  Emission  from  YE^CusCh-^  thin  films. 


Jennifer  L.  W.  Siders,  T.  R.  Gosnell,  S.  A.  Trugman,  A.  J.  Taylor 
Los  Alamos  National  Laboratory,  MST-11 
MS  D429,  Los  Alamos,  NM  87544 


Abstract 

We  report  the  first  observation  of  terahertz  emission 
from  unbiased  YBa2Cu307  thin  films  at  room  tem¬ 
perature  excited  by  1.5  eV  femtosecond  laser  pulses. 
The  strength  of  the  radiated  terahertz  field  depends  on 
the  incident  angle  (0)  and  depends  linearly  on  incident 
power.  The  terahertz  emission  also  depends  strongly 
on  the  rotation  of  the  film  about  its  surface  normal  (az¬ 
imuthal  angle,  <f>).  The  strong  anisotropy,  with  4<f>  sym¬ 
metry  is  demonstrated  for  different  polarizations  (in¬ 
cident  and  detected)  and  found  to  be  consistent  with 
optical  rectification.  Because  YBCO  is  centrosymmet- 
ric,  the  secord  order  nonlinear  susceptibility  vanishes. 
The  next  order  term  in  the  nonlinear  polarizations  is 
the  electric  quadrupole  source  term  which  describes  the 
observed  data  quite  well.  The  terahertz  radiation  was 
found  to  decrease  with  decreasing  oxygen  content,  in¬ 
dicating  that  the  carriers  in  the  doped  sample  enhance 
the  nonlinearity  responsible  for  the  terahertz  emission. 

Keywords:  Terahertz  generation,  YBCO,  ultrafast  non¬ 
linear  optics. 

Introduction 

The  generation  of  subpicosecond,  terahertz  bandwidth 
radiation  via  the  illumination  of  nonlinear  materials 
with  visible  femtosecond  pulses  is  of  interest  both  as 
a  spectroscopic  source  and  as  a  probe  of  the  electronic 
and  vibrational  properties  of  nonlinear  materials.  Such 
terahertz  emission  experiments  are  based  on  the  opti¬ 
cal  excitation  of  coherent  phenomena  in  a  material  and 
the  temporal  evolution  of  the  far-infrared  dipole  mo¬ 
ment  associated  with  the  excitation.  Previous  studies 
have  included  terahertz  emission  from  semiconductors 


such  as  GaAs  and  InP  where  such  emission  is  a  result 
of  optical  rectification  [1]  in  the  material  and/or  the 
evolution  of  a  transient  photogenerated  current. [2,  3] 
Using  this  technique  the  effects  of  magnetic  and  elec¬ 
tric  fields  on  the  emission  were  also  studied.  [4,  5]  The 
dynamics  of  optically  excited  wavepackets  in  quantum 
well  structures  have  also  been  studied  using  terahertz 
emission  spectroscopy,  leading  to  a  demonstration  of 
the  existence  of  Bloch  oscillations  in  superlattices. [6] 
Finally,  terahertz  emission  spectroscopy  has  led  to  the 
detection  of  coherent  infrared  phonons  in  tellurium, [7] 
as  well  as  the  detection  of  coherent  atomic  vibrations  in 
molecular  crystals.  [8]  Terahertz  radiation  has  recently 
been  detected  from  biased  YBa2Cu307_$  thin-film  an¬ 
tennas  at  temperatures  below  Tc,[9]and  from  unbiased 
YBCO  samples  (T  <  Tc )  that  have  been  exposed  to  a 
magnetic  field. [10]  In  this  paper,  we  describe  not  only 
the  first  observation  of  terahertz  emission  from  unbiased 
YBa2Cu307  thin  films  at  room  temperature,  but  also 
the  first  clear  observation  of  terahertz  generated  by  op¬ 
tical  rectification  due  solely  to  the  electric  quadrupole 
source  term.  Second  harmonic  generation  from  an  elec¬ 
tric  quadrupole  source  in  cubic  crystals  has  been  stud¬ 
ied  both  experimentally,  [11,  12]  and  theoretically.  [13] 

Experimental  Setup 

The  experimental  arrangement  is  a  standard  setup  used 
for  terahertz  spectroscopy.  The  incident  optical  beam  is 
provided  by  a  Ti:sapphire  chirped  pulse  amplifier  laser 
system  producing  1  mJ,  800  nm,  150  fs  pulses  at  a  rep¬ 
etition  rate  of  1  kHz.  This  beam  is  split  into  two  pulses: 
one  pulse  is  used  to  excite  the  sample,  while  the  other 
is  used  to  gate  a  photoconducting  detector.  A  chopper 
rotating  at  200  Hz  is  located  in  the  excitation  beam 
path  so  that  synchronous  detection  can  be  used.  The 
resultant  terahertz  emission  is  collected  in  transmission 
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with  a  pair  of  gold  coated  parabolic  mirrors  and  focused 
onto  a  photoconducting  detector  consisting  of  2.5  mm 
gap  electrodes  deposited  on  radiation-damaged  silicon- 
on-sapphire  with  a  temporal  response  of  about  1  ps.  An 
optical  delay  line  in  the  gating  pulse  pathway  is  used 
to  measure  the  temporal  profile  of  the  radiated  tera¬ 
hertz  pulse.  Approximately  75%  of  the  incident  optical 
beam  is  absorbed  in  the  film,  while  terahertz  transmis¬ 
sion  experiments  indicate  that  about  85%  of  the  inci¬ 
dent  terahertz  radiation  is  absorbed  by  the  film.  A  wire 
grid  polarizer  is  used  to  ensure  detection  of  either  P  or 
S-polarized  terahertz. 

The  sample  consists  of  a  ~300  nm  thick,  c-axis  ori¬ 
ented,  twinned  YBa2Cu307  (YBCO)  thin  film  epitaxi¬ 
ally  deposited  on  a  10  x  10  x  1  mm  MgO  (100)  substrate 
using  DC  off-axis  sputtering.  [14]  The  critical  tempera¬ 
ture  is  measured  to  be  88  K,  but  all  terahertz  emis¬ 
sion  measurements  were  performed  at  room  tempera¬ 
ture  where  the  film  is  metallic,  rather  than  supercon¬ 
ducting.  The  films  were  analyzed  by  X-ray  diffraction 
and  were  found  to  be  very  well  aligned  with  the  c-axis 
normal  to  the  surface  and  the  a,b  axes  aligned  with  the 
MgO  cube  axes.  For  comparison,  we  made  many  of 
the  same  measurements  on  a  0.5  mm  thick  InP  (100), 
semi-insulating,  Fe  doped  sample  using  the  same  geom¬ 
etry  and  experimental  conditions  as  those  used  for  the 
YBCO  film. 

Results 

We  measured  terahertz  radiation  emitted  from  a  YBCO 
film  for  four  different  polarization  geometries;  incident 
radiation  (800  nm)  polarized  in  the  plane  of  incidence 
(P-polarized)  and  perpendicular  to  the  plane  of  in¬ 
cidence  (S-polarized),  and  detecting  P-polarized  and 
S-polarized  terahertz  radiation.  Terahertz  waveforms 
emitted  from  YBa2Cu307  are  shown  in  Fig.  1  for  the 
four  different  polarization  combinations.  The  greatest 
THz  signal  is  detected  with  the  incident  pulses  polar¬ 
ized  in  the  plane  of  incidence  (P-polarized)  and  detect¬ 
ing  P-polarized  THz.  When  S-polarized  radiation  is 
incident  on  the  film,  no  THz  (P  or  S-polarized)  is  de¬ 
tected  at  (f>  =  0°  ,  (Fig.  1)  but  as  the  film  is  rotated 
about  its  normal  to  </>  =  22°,  (Fig.  2)  both  S  and 

P-polarized  THz  radiation  is  detected.  The  orientation 
dependence  of  the  THz  radiation  is  discussed  in  more 
detail  below. 

The  THz  field  radiated  from  the  YBCO  film  de¬ 
pends  linearly  on  the  incident  800  nm  power  (Fig.  3), 
in  other  words,  the  THz  intensity  depends  quadratically 
on  the  incident  power.  The  incident  laser  pulses  were 
focused  to  a  spot  size  on  the  film  of  ~  2  mm  across, 
giving  a  fluence  of  ~  6  mJ/cm2  and  a  photo-carrier 
density  of  ~  6  x  1021cm-3  at  100  mW.  Terahertz  radi- 
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Figure  1:  Terahertz  waveforms  from  YBa2Cu307  at 
6  =  50°,  f  —  0°  for  a)  S-polarized  incident  and 

S-polarized  detected  radiation,  b)  S-polarized  incident, 
P-pol.  detected,  c)  P-pol.  incident,  S-pol.  detected, 
and  d)  P-pol.  incident  and  P-pol.  detected. 
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Figure  2:  Terahertz  waveforms  from  YBa2Cu307  at 
9  =  50°,  (j)  =  22°  for  a)  S-polarized  incident  and 
S-polarized  detected  radiation,  b)  S-polarized  incident, 
P-pol.  detected,  c)  P-pol.  incident,  S-pol.  detected, 
and  d)  P-pol.  incident  and  P-pol.  detected. 


254 


Ultrafast  Electronics  and  Optoelectronics 


Incident  Power  (mW) 


Figure  3:  The  radiated  THz  field  depends  linearly  on 
the  incident  800  nm  power.  The  spot  size  on  the  film 
had  a  diameter  of  ~  2  mm. 

ation  emitted  from  an  InP  (100)  semi-insulating  wafer 
was  approximately  5  times  stronger  than  the  THz  gen¬ 
erated  by  the  YBCO  film  with  the  same  experimental 
conditions  (0  =  50°,  incident  power  of  90  mW). 

Fig.  4  shows  that  the  THz  radiation  depends 
strongly  on  incident  angle  and  disappears  at  normal 
incidence  (0  =  0°).  The  bottom  graph  in  Fig.  4  shows 
the  same  data  but  its  plotted  as  a  function  of  the  inter¬ 
nal  angle,  6f.  The  internal  angle  was  calculated  using 
an  index  of  refraction  of  2.0  for  YBCO  at  room  tem¬ 
perature  for  800  nm  light. [15]  The  data  was  taken  with 
the  incident  light  P-polarized  and  detecting  P-polarized 
THz  (PP)  The  solid  curves  in  Fig.  4  are  fits  of  the  data 
to 

EPP{0)  =  A  Sin(20 )  +  B  Sin{ 40),  (1) 

which  is  predicted  by  optical  rectification  from  the  bulk 
electric  quadrupole  term  for  a  twinned  orthorhombic 
crystal.  The  dependence  of  the  emitted  terahertz  ra¬ 
diation  on  sample  orientation  (rotation  of  the  sample 
about  its  normal,  <j>)  for  the  four  polarization  geome¬ 
tries  is  shown  in  Fig.  5  where  0  =  50°  and  the  incident 
power  is  90  mW.  The  solid  curves  are  fits  to  functions 
obtained  from  the  bulk  electric  quadrupole  contribution 
to  optical  rectification:[ll,  13] 

Epp(<f>)  =  Ai  Cos(4<f>)  +  Ci,  (2) 

Esp(4>)  =  —A2  Cos(A<j>)  +  C2,  (3) 

Eps{<t> )  =  A3  Sin(4<t>),  (4) 
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Figure  4:  Radiated  THz  field  is  plotted  as  a  function 
of  incident  angle  ( — 0L)  in  the  top  figure  and  as  a  func¬ 
tion  of  the  internal  angle,  (0f),  in  the  bottom  figure. 
The  solid  circles  represent  data  taken  with  P-polarized 
800  nm  incident  and  detecting  P-polarized  THz.  The 
solid  curves  are  fits,  see  text  for  more  information. 
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Figure  5:  The  peak-to-peak  THz  field  amplitude  is  plot¬ 
ted  as  a  function  of  azimuthal  angle  (crystal  orientation, 
4>).  The  data  were  taken  with  90  mW  of  P-  (filled  sym¬ 
bols)  or  S-polarized  (open  symbols)  800  nm  pulses  in¬ 
cident  on  the  film  at  0  =  50°  and  detecting  P- (circles) 
or  S-polarized  (squares)  THz. 


Ess{<t>)  =  Sin(4<j> ),  (5) 

where,  A  and  C  are  constants  that  depend  on  the 
crystal  structure  and  Fresnel  coefficients.  The  formu¬ 
las  above  were  calculated  for  an  orthorhombic  crystal 
where  the  x  and  y  axes  are  interchangeable  to  take  into 
account  the  twin  domains. 

Varying  the  oxygen  content  in  YBa2Cu3C>7_<5 
changes  the  density  of  carriers  in  the  film,  as  well  as 
changing  Tc.  We  used  three  different  films  to  look  at 
the  THz  dependence  on  carrier  concentration  (Fig.  6) 
at  room  temperature.  A  very  small  THz  signal  was 
detected  from  an  insulating  film  with  S  =  0.8  (not  su¬ 
perconducting),  slightly  stronger  emission  was  detected 
with  6  =  0.5  (Tc  =  55  K),  and  the  strongest  THz  signal 
was  generated  with  5  =  0.0  (Tc  =  88  K).  These  results 
indicate  that  increasing  the  concentration  of  carriers 
enhances  the  mechanism  responsible  for  the  terahertz 
emission. 
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Figure  6:  THz  radiation  from  YBa2Cu306i2, 

YBa2Cu306.5  and  YBa2Cu3C>7.  6  =  50°,  <f>  =  0°, 
and  T  =  300  K  for  all  three  measurements. 

Conclusions 

In  semiconductors  several  mechanisms  have  produced 
terahertz  emission  via  femtosecond  optical  excitation, 
including  phonon  generation, [7]  difference  frequency 
mixing  from  the  bulk  second  order  susceptibility  (bulk 
optical  rectification), [16]  dipole  radiation  from  a  tran¬ 
sient  current  of  photoinjected  carriers  accelerated  in 
a  surface  field  (current  surge), [2]  and  difference  fre¬ 
quency  mixing  from  an  effective  second  order  suscep¬ 
tibility  proportional  to  the  surface  field  (surface  opti¬ 
cal  rectification.  [1]  In  our  experiment  several  of  these 
mechanisms  are  not  relevant.  Our  bandwidth  is  insuf¬ 
ficient  to  detect  coherent  phonons,  since  the  lowest  in¬ 
frared  active  phonon  frequency  is  greater  than  3  THz 
in  YBCO.  YBCO  has  a  center  of  inversion  symmetry, 
therefore  its  second  order  susceptibility  vanishes  and 
bulk  optical  rectification  is  not  possible.  The  current 
surge  mechanism  is  a  possible  candidate  for  the  ob¬ 
served  emission,  with  the  driving  field  produced  by  the 
carrier  gradient  resulting  from  the  photogeneration  of 
carriers.  However,  it  is  unlikely  that  such  a  mecha¬ 
nism  alone  could  produce  the  strong  orientational  de¬ 
pendence  shown  in  Fig.  5.  Electric  quadrupole  opti¬ 
cal  rectification  in  YBCO  is  consistent  with  the  strong 
orientational  dependence  seen  in  the  data.  We  calcu- 
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lated  the  dependence  of  the  emitted  THz  radiation  on 
incident  angle  and  the  complex  dependence  on  crystal 
orientation  for  the  different  incident  and  detected  polar¬ 
izations,  for  a  twinned  orthorhombic  crystal.  We  have 
demonstrated  not  only  the  first  observation  of  terahertz 
emission  from  unbiased  YBa2Cu3C>7  thin  films  at  room 
temperature,  but  also  the  first  clear  observation  of  ter¬ 
ahertz  generated  by  optical  rectification  due  solely  to 
the  electric  quadrupole  source  term. 
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Abstract 

A  time-domain  chemical  recognition  system  for  classifying 
gases  and  analyzing  gas  mixtures  is  presented.  The  free- 
induction-decay  exhibited  by  gases  excited  by  far-infrared 
(terahertz)  waveforms  is  analyzed  in  time-domain  using 
digital  signal  processing  techniques.  A  simple  geometric 
picture  is  used  for  the  classification  of  the  waveforms 
measured  for  unknown  gas  species  and  for  a  quantitative 
pressure  analysis  of  the  individual  gas  species  in  a  mixture. 
The  analysis  has  have  low  computational  cost  and  is  used 
for  a  real-time  monitor  of  gases. 

Keywords 

Spectroscopy-coherent  transients;  Far-infrared;  Optoelec¬ 
tronics;  Pattern  recognition  and  feature  extraction. 


Introduction 

During  the  last  decades  gas  sensing  has  been  an  important 
topic  in  analytic  and  environmental  chemistry.  Tradition¬ 
ally,  infrared  spectroscopic  techniques  [1,2]  have  been 
used  for  the  analysis  of  ambient  air  by  absorption  meas¬ 
urements  of  ro-vibrational  transitions  of  a  gas  species. 
More  recently,  tunable  single-mode  quantum-well  diode 
lasers  fabricated  for  the  telecommunication  industry  have 
been  used  in  laser-absorption  spectrometers  that  monitor 
trace-gases  in  ppm.  concentrations  [3].  Lately,  we  demon¬ 
strated  how  coherent  broadband  far-infrared  radiation 
(terahertz  waveforms)  can  be  used  for  chemical  recognition 
of  gas  species  and  for  a  quantitative  mixtures  analysis  [4]. 
This  is  accomplished  by  examining  the  temporal  correla¬ 
tions  of  the  coherent  irradiance  resulting  from  the  multiple 
excitation  of  rotational  transitions  of  a  gas. 

Terahertz  waveforms  are  generated  opto- 
electronically  as  coherent  burst  of  subpicosecond  radiation 
emitted  from  photoconductive  antennas  excited  by  femto¬ 
second  laser  pulses  [5-7].  Terahertz  waveforms  have  been 
widely  used  for  time-domain  spectroscopy  in  the  far- 
infrared  region  of  the  electromagnetic  spectrum  [8-12].  The 
radiation  propagates  as  a  single  cycle  oscillation  of  the 
electromagnetic  field  in  a  highly  directional  beam  and 
spans  a  frequency  range  from  100  GHz  to  more  than  2 


THz.  Terahertz  waveforms  are  detected  coherently  by  gat¬ 
ing  the  photoconductive  receiver  antenna  by  a  femtosecond 
laser  pulse.  Recent  advances  in  reducing  the  acquisition 
time  required  to  acquire  a  terahertz  waveform  has  opened 
ways  for  performing  real-time  terahertz  time-domain  spec¬ 
troscopy.  This  was  first  used  to  demonstrate  the  practicality 
of  imaging  with  terahertz  waveforms  [13].  The  terahertz 
waveforms  are  down-converted  into  the  audio  range  and 
processed  in  real  time. 

The  far-infrared  part  of  the  electromagnetic  spec¬ 
trum  is  important  since  a  large  number  of  polar  gases  have 
characteristic  rotational  lines  in  this  spectral  region  [14]. 
The  propagation  of  a  terahertz  pulse  through  an  infrared 
active  gas  excites  a  multitude  of  rotational  transitions  and 
causes  the  molecules  to  reradiate  a  ffee-induction  decay 
(FID)  [2,11,15].  The  FID  is  characterized  by  fast  oscilla¬ 
tions  [9]  and  commensurate  echoes  [10]  that  appear  after 
the  impulse  excitation.  The  observed  FID  decays  because 
of  dephasing  caused  by  molecular  collisions.  The  charac¬ 
teristic  FID  provides  a  unique  time-domain  representation 
of  the  absorption  and  dispersion  characteristics  of  the  gas 
and  can  be  used  for  chemical  identification  purposes. 

The  basic  idea  of  chemical  recognition  with  tera¬ 
hertz  waveforms  is  to  extract  the  spectral  features  from  a 
measured  FID  exhibited  by  a  gas  species.  From  a  mathe¬ 
matical  point  of  view  these  circumstances  strongly  relate  to 
speech  processing  [16],  and  hence  we  have  modified  ex¬ 
isting  techniques  to  make  it  suitable  for  terahertz  chemical 
recognition.  Briefly,  the  spectral  content  of  a  terahertz 
waveform  is  parameterized  and  the  parameters  are  used  for 
classification  purposes.  We  use  a  correlation  type  of  analy¬ 
sis  known  as  linear  predictive  coding  (LPC)  and  a  subse¬ 
quent  vector  quantization  scheme,  where  parameters  of 
known  gas  species  are  stored  as  vectors  in  a  codebook.  The 
recognition  procedure  consists  in  a  comparison  between 
known  and  measured  parameter  sets  and  can  be  used  to 
estimate  the  partial  pressures  of  individual  gas  species 
quantitatively. 

Experimental 

The  gas  sensing  spectrometer,  illustrated  in  Fig.  1,  is  based 
on  photoconductive  antennas  and  standard  millimeter  wave 
optics.  The  transmitter  antenna  consists  of  two  parallel 
10  ^im- wide  metal  lines  deposited  on  a  semi-insulating 
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GaAs  substrate,  with  a  line  separation  of  100  pm.  A  voltage 
of  -50  V  is  applied  across  the  two  lines  and  a  1 00  fs  laser 
pulse  from  a  Ti:Sapphire  laser,  centered  around  810  nm,  is 
focused  between  the  two  metal  lines.  The  transient  polari¬ 
zation  generated  by  photoexcited  carriers  becomes  the 
source  of  terahertz  radiation.  The  radiation  is  coupled  into 
free  space  using  a  hyperhemispherical  substrate  lens  at¬ 
tached  to  the  back  of  the  antenna,  and  is  collimated  by  us¬ 
ing  an  off-axis  paraboloidal  mirror.  The  collimated  tera¬ 
hertz  beam  is  propagated  through  a  gas  cell  of  length  30.5 
cm  with  two  0.50  cm-thick  windows  made  of  TPX  plastic. 

Pressure 


Figure  1:  Schematics  of  the  terahertz  time-domain  spectrometer 
used  for  gas  analysis. 

Another  combination  of  a  paraboloidal  mirror  and  a  sub¬ 
strate  lenses  focuses  the  radiation  onto  the  receiver  an¬ 
tenna.  As  receiver  we  use  photoconductive  antennas  fabri¬ 
cated  on  ion-implanted  silicon-on-sapphire  or  low- 
temperature-grown  GaAs.  In  the  receiver  antenna  we 
measure  the  cross-correlation  between  the  incident  tera¬ 
hertz  waveform  and  the  photoconductive  response  of  the 
receiver  antenna.  By  adjusting  the  arrival  time  between  the 
incident  terahertz  waveform  and  the  optical  gating  pulse  a 
sampled  replica  of  the  terahertz  waveform  is  measured. 

The  optical  delay  between  the  terahertz  pulse  and 
the  gating  femtosecond  pulse  is  established  using  a  scan¬ 
ning  optical  delay  line  (ODL)  from  Clark  MXR.  The  ODL 
is  based  on  a  galvanometric  shaker  that  runs  continuously 
at  a  frequency  of  20  Hz  corresponding  to  an  acquisition 
time  of  25  ms  per  waveform.  The  ODL  provides  a  total 
time  delay  of  -100  ps,  which  is  sufficient  for  chemical  rec¬ 
ognition  purposes,  but  inadequate  for  gas  spectroscopy 
with  high  spectral  resolution.  The  current  in  the  receiver 
antenna  is  fed  to  a  current  sensitive  preamplifier  and  is 
digitized  and  processed  by  a  digital  signal  processor  (DSP) 
integrated  into  a  personal  computer.  The  signal-to-noise 
ratio  in  a  single  waveform  is  typically  greater  than  1000:1. 


The  sampled  waveforms  are  processed  by  the  DSP 
in  real  time.  Prior  to  the  LPC  analysis,  the  waveforms  are 
preprocessed  using  finite  impulse  response  filtering  and 
time-domain  windowing.  That  is,  the  sampled  waveform 
was  convoluted  with  the  impulse  response  of  a  bandpass 
filter  and  multiplied  by  window  functions.  This  is  per¬ 
formed  to  stabilize  the  LPC  analysis  by  reducing  the  risk  of 
producing  spurious  frequency  peaks.  Since  we  are  only 
interested  in  the  coherent  irradiance  from  the  gas  we  begin 
the  LPC  analysis  for  values  appearing  after  the  impulse 
excitation. 

Results 

To  demonstrate  chemical  recognition  of  gases  and  gas 
mixtures  we  have  studied  the  polar  gases  H20,  NH3,  HC1, 
and  CH3CN  in  the  pressure  range  between  0.3  and  13  kPa. 
Common  for  these  species  is  that  they  have  strong  perma¬ 
nent  dipole  moments  and  hence  they  interact  strongly  with 
the  terahertz  field.  Figure  2  shows  a  sample  replica  of  a 
terahertz  waveform  measured  after  propagating  through 
NH3  vapor  at  a  pressure  of  12.8  kPa.  The  impulse  seen  at 
zero  delay  excites  some  of  the  lowest  lying  transitions  in 
the  rotation-inversion  spectrum  of  NH3  [14].  Pronounced 
oscillations,  due  to  the  FID  of  the  excited  resonances,  are 
seen  at  later  time  delays. 


Figure  2:  Terahertz  waveform  resulting  from  the  propagation 
through  NH3  vapor.  The  waveform  is  an  average  of  1000  real¬ 
time  scans.  The  occurrences  at  29  and  5 1  ps  are  due  to  reflections 
in  the  setup. 

To  compare  the  pressure  determined  from  the  chemical 
recognition  analysis  with  the  actual  amount  of  gas  in  the 
cell,  we  performed  a  single-species-recognition  experiment 
of  HC1  vapor  at  various  pressures.  Figure  3  shows  the  re¬ 
sult  of  the  analysis.  The  dashed  line  illustrates  the  ideal 
case  where  predicted  pressure  and  measured  pressure  coin¬ 
cide. 
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P(NH )  [kPa] 


Figure  3:  Estimated  versus  the  measured  pressure  from  a  single¬ 
species-recognition  of  HC1.  The  analysis  is  based  on  terahertz 
waveforms  obtained  by  standard  lock-in  techniques. 

From  the  LPC  analysis  and  a  subsequent  classifi¬ 
cation  procedure  we  calculate  the  mole  fraction  of  the  HC1 
and  convert  it  into  partial  pressures  by  scaling  to  the  pres¬ 
sure  of  the  coded  vector,  as  described  below.  We  find  that 
the  LPC  analysis  with  subsequent  classification  is  useful 
for  getting  quantitative  pressure  information. 

The  result  of  a  chemical  recognition  analysis  of 
the  binary  mixture  of  NH3  and  H20  is  shown  in  Fig.  4.  The 
mixtures  were  prepared  by  starting  out  with  NH3  vapor  at 
12.9  kPa  and  successively  exchanging  with  H20  vapor  in 
portions  of  few  percent  per  volume.  For  each  mixture  a 
terahertz  waveform  was  recorded.  The  chemical  recogni¬ 
tion  system  is  able  to  trace  the  transition  from  NH3- 
dominated  mixtures  (lower  right)  to  the  H20-dominated 
mixtures  (upper  left).  Later  we  used  the  same  gas  recogni¬ 
tion  system  for  the  real-time  monitoring  of  a  gas  flow  (see 
Fig.  5).  The  data  points  represent  estimates  of  the  mole 
fraction  of  H20  (open  circles)  and  NH3  (triangles)  with  ~2 
seconds  time  resolution.  The  experimental  events  are  as 
follows:  We  start  by  having  pure  NH3  in  the  gas  cell.  (A) 
After  60  seconds  the  cell  is  emptied  and  the  predicted  mole 
fraction  drops  slowly  as  NH3  is  removed  from  the  cell. 
Substantially  no  H20  is  detected.  (B)  After  120  seconds 
H20  vapor  enters  the  cell  and  the  mole  fraction  of  H20 
increases  and  sustains  at  a  level  of  -0.6  corresponding  to  a 
partial  pressure  of  1.6  kPa.  (C)  Finally,  after  240  seconds 
we  empty  the  cell.  H20  prediction  drops  as  expected  but 
NH3  pressure  goes  up  slightly.  This  is  an  unfortunate  prop¬ 
erty  of  NH3  which  has  a  tendency  to  persist  in  the  gas  cell 
long  after  it  is  purged  [14].  The  spread  in  the  data  points  is 
due  to  a  fairly  low  number  of  waveform  averaging.  By  av¬ 
eraging  more  waveforms  we  get  data  points  that  fall  closer 
to  the  solid  lines.  This  is,  however,  at  the  expense  of  com¬ 
putational  cost. 


Figure  4:  Analysis  of  NH3  and  H20  mixture.  For  each  mixture  we 
plot  a  single  point  representing  the  partial  pressure  of  the  two  gas 
species.  The  analysis  bases  on  terahertz  waveforms  obtained  by 
lock-in  techniques. 


Figure  5:  Real-time  gas  sensing  of  a  mixture  of  NH3  and  H20. 
Each  data  point  is  based  on  the  average  of  10  waveforms  and 
solid  lines  represent  the  adjacent  average  of  15  data  points.  The 
vertical,  dashed  lines  mark  experimental  events. 

Digital  signal  processing  scheme 

The  application  of  digital  signal  processing  techniques  in 
linear  spectroscopy  involves  the  modeling  of  the  sample 
response  by  linear  digital  filters.  In  this  approach  the  char¬ 
acteristics  of  the  sample’s  response  is  transferred  to  the 
digital  filter.  The  technique  we  will  describe  in  the  follow¬ 
ing  is  known  as  linear  predictive  coding  (LPC)  and  has 
been  used  for  a  variety  of  applications  in  speech  recogni¬ 
tion,  and  for  the  analysis  of  seismic  data  in  geophysics 
[16,17,18]. 

From  an  experiment  we  obtain  a  sampled  replica 
of  a  terahertz  waveform.  The  waveform,  s(nf  consists  of  N 
data  points  equally  spaced  in  time  tn  =  «A,  where  A  is  the 
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sampling  interval.  The  assumption  in  LPC  dictates  that  the 
sampled  waveform  at  time  tn  can  be  expressed  as  a  linear 
combination  of  the  past  M  sampled  values: 

Em 

k=iaks(n-k)  +  e(n),  (1) 

where  e(n)  is  the  residual  that  accounts  for  the  equality  to 
hold,  ak  are  the  parameters  of  the  LPC,  and  M  is  the  order 
of  the  LPC  analysis.  The  optimum  values  for  the  LPC  coef¬ 
ficients  are  calculated  from  least  square  principles  and  it  is 
desired  to  minimize  the  total  squared  residual: 
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with  respect  to  the  coefficients  ak.  The  summation  over  n  in 
Eq.(2)  is  a  summation  over  the  entire  sampled  waveform. 
In  a  measurement  the  waveform  vanishes  outside  the  sam¬ 
pling  region,  that  is,  sampling  begins  before  the  impulse 
excitation  and  continues  until  the  FID  is  sufficiently  small. 
The  analysis  yields  a  system  of  normal  equations  [17,18]: 


S(z)  =  H(z)E(zf 


where 


H(z)  = 


1 


(6) 

(7) 


Ideally,  all  the  spectral  information  is  transferred  to  the 
filter  coefficient  and  the  input  becomes  white  noise.  In  fact, 
an  analysis  of  the  noise  can  be  used  to  determine  the  opti¬ 
mum  number  of  coefficients  [18].  The  filter,  H(z ),  is  com¬ 
posed  of  M  poles  and  contains,  in  practice,  between  1 6  and 
50  poles  for  a  sampling  of  V  =  1024  data  points.  This  cor¬ 
responds  to  a  compression  factor  >10.  The  obvious  draw¬ 
back  is  the  inherent  spectral  distortion  in  representing  the 
actual  analysis  vector  in  its  parameterized  form.  This  intro¬ 
duces  a  certain  level  of  uncertainty. 

A  comparison  between  the  power  spectrum  esti¬ 
mated  from  the  IIR  filter  and  the  power  spectrum  estimated 
from  Fourier  transformation  is  shown  in  Fig.  6.  The  com¬ 
parison  serves  as  a  confidence  measure  for  the  LPC  analy¬ 
sis  but  is  not  used  elsewhere  in  the  chemical  recognition. 


M 

X r(i~k)ak  =  —r(i),  1  <i<  M,  (3) 

that  relates  the  LPC  coefficients  to  values  of  the  autocor¬ 
relation  function: 

r 00  =  ^ s(k)s(n  -  k\  (4) 

k 

of  the  time  series  representing  the  waveform.  Equation  (3) 
can  be  solved  in  terms  of  matrix  inversion  schemes  such  as 
the  Levinson-Durbin  algorithm  [17]  or  by  using  Burg’s 
algorithm  for  maximum  entropy  spectral  analysis  [19]. 
Since  our  analysis  is  based  on  the  autocorrelation  function, 
we  sacrifices  phase  information  at  this  point.  However, 
timing  (or  phase)  information  was  used  in  the  preprocess¬ 
ing  of  the  measured  waveforms  to  separated  the  impulse 
response  from  the  subsequent  FID. 

To  get  a  feel  for  the  physics  behind  the  LPC 
analysis,  we  introduce  the  z- transform  of  Eq.(l): 

M  , 

S(z)  =  Lk=iakz'  S(z)  +  E(z),  (5) 

where  z  =  exp(i2nf)  and  /is  the  frequency.  We  find  that  the 
LPC  models  the  action  of  a  resonantly  excited  gas  by  an 
infinite  impulse  response  filter  (IIR)  that  reshapes  an  inci¬ 
dent  terahertz  waveform  to  produce  the  corresponding  FID. 


Figure  6:  The  power  spectrum  of  H20  estimated  from  an  IIR  filter 
using  M=50  poles  (thick  solid  line)  and  from  a  Fourier  analysis 
(dashed  line).  Thin  solid  line  and  dotted  line  are  the  integrated 
power  spectral  density  for  the  LPC  and  the  Fourier  analysis,  re¬ 
spectively. 

Because  of  the  data  compression,  the  frequency  resolution 
obtained  from  the  LPC  analysis  is  less  that  the  resolution 
obtained  from  the  Fourier  analysis.  However,  the  LPC 
analysis  correctly  predicts  the  power,  i.e.,  the  integral  of 
the  power  spectral  density,  in  an  absorption  line. 

The  concept  of  building  a  codebook  of  distinct 
analysis  vectors  is  the  basic  behind  a  set  of  techniques 
commonly  called  vector  quantization  (VQ)  methods  [16]. 
The  VQ  representation  allows  us  to  use  simple  geometric 
pictures  for  the  classification  of  waveforms.  The  LPC  coef¬ 
ficients  are  treated  as  a  vector,  a  =  (au  a2< aM\  in  a  M- 


Ultrafast  Electronics  and  Optoelectronics 


261 


dimensional  vector  space.  Vectors  representing  known  gas 
species  are  stored  in  a  codebook,  and  by  successive  meas¬ 
urements  and  subsequent  LPC  analysis  for  a  variety  of  dif¬ 
ferent  gases,  the  codebook  is  built.  The  final  codebook 
contains  a  set  of  linearly  independent  vectors  {a,},  i  =  1, 
2,...,  p  and  p<M ,  that  span  a  subspace  of  the  A#- 
dimensional  vector  space.  A  single-species-recognition 
procedure  consists  in  a  full  search  through  the  codebook  to 
find  the  best  match  between  the  trial  vector ,  i.e.,  the  LPC 
coefficients  of  an  unknown  species,  and  the  vectors  in  the 
codebook.  The  minimum  Euclidean  distance  is  used  as 
classification  criteria.  A  gas  mixture  analysis  uses  the  fact 
that  the  LPC  vector  representing  the  mixture,  a,  is  the  vec¬ 
tor  sum  of  coded  vectors  for  the  individual  species 
weighted  by  their  mole  fractions.  In  practice,  an  orthogonal 
basis,  { bi) ,  is  constructed  and  is  used  to  calculate  the  or¬ 
thogonal  projections.  A  linear  transformation  establishes 
the  relation  between  the  two  bases  {a,}  and  {ft,}.  These 
principles  are  illustrated  in  Figure  7  using  a  binary  mixture 
as  example. 


b2 


xxax 


Figure  7:  Two  dimensional  representation  of  a  codebook.  The 
vectors  a{  and  a2  represent  two  different  gas  species.  From  these 
vectors  two  orthogonal  vectors  b\  and  b2  are  constructed.  The 
vector  a  corresponds  to  a  mixture  that  contains  the  fraction  xx  of 
species  1  and  x2  of  species  2. 

Nonvanishing  projections  onto  species  in  the  codebook, 
which  were  not  present  in  the  mixture,  are  attributed  to 
experimental  uncertainties  and  can  be  used  to  estimate  er¬ 
ror  bars.  This  was  used  in  Fig.  4  when  studying  the  NH3- 
H20  gas  mixture. 

Discussion  and  perspectives 

The  advantages  of  using  LPC  and  VQ  methods  for  chemi¬ 
cal  recognition  of  gases  are  the  following:  1)  Poles  provide 
an  accurate  representation  for  an  underlying  power  spec¬ 
trum  that  has  sharp  spectral  lines.  This  is  in  contrast  to 
Fourier  analysis  where  a  signal  is  expanded  into  a  Fourier 
series.  Such  series  must  attempt  to  fit  sharp  spectral  fea¬ 
tures  with  a  polynomial  which  requires  a  large  number  of 
coefficients.  2)  The  LPC  offers  better  quantitative  analysis 
for  small  number  of  sampled  data  points.  This  relies  on  the 


fact  that  the  LPC  analysis  is  able  to  predict  sharp  reso¬ 
nances  using  a  small  number  of  data  points  due  to  it’s 
“predictive”  properties.  3)  The  analysis  offers  a  compres¬ 
sion  of  the  spectral  information  which,  in  terms,  leads  to  a 
reduction  of  storage  and  computational  cost.  Furthermore, 
we  can  always  rely  on  the  same  number  of  coefficients,  M, 
regardless  of  the  number  of  resonances  excited.  This  en¬ 
ables  us  to  use  simple  geometric  pictures  instead  of  com¬ 
plicated  template  matching  techniques  for  the  classification 
of  waveforms.  4)  Efficient  and  fast  algorithms  for  extract¬ 
ing  the  LPC  parameters  exist  and  the  implementation  is 
suitable  for  parallel  processing,  in  contrast  to  Fourier 
analysis  where  the  entire  waveform  has  to  be  sampled  be¬ 
fore  further  processing. 

The  recent  demonstration  of  imaging  with  tera¬ 
hertz  waveforms  has  disclosed  the  necessity  for  the  imple¬ 
mentation  of  “intelligent”  and  fast  waveform  analysis  in 
optoelectronic  terahertz  systems.  In  an  imaging  experiment, 
such  as  the  one  described  in  Ref.  13,  all  the  spectroscopic 
information  is  available  in  every  pixel  of  the  image.  The 
establishment  of  a  chemical  recognition  system  for  gas 
analysis  seems  to  be  the  first  step  towards  the  implementa¬ 
tion  of  more  sophisticated  digital  signal  processing 
schemes  in  terahertz  time-domain  spectroscopy.  A  chal¬ 
lenging  task  for  a  chemical  recognition  system  exists  in 
case  of  liquids  and  solids  that  have  broad  absorption  bands. 
In  general,  the  interaction  of  a  liquid  or  a  solid  leads  to  a 
broadening  of  the  terahertz  pulse.  Hence  the  spectral  in¬ 
formation  is  still  localized  in  the  time-domain  in  contrast  to 
gas  spectroscopy  where  the  FID  tends  to  spread  out  spec¬ 
tral  information  in  the  time-domain.  Currently,  we  are  in¬ 
vestigating  digital  signal  processing  schemes  that  are  capa¬ 
ble  of  solving  this  type  of  problems. 

A  somewhat  open  question  for  our  proposed 
chemical  recognition  system  concerns  the  sensitivity  of  the 
terahertz  spectrometer.  In  other  words,  how  small  an 
amount  of  a  particular  gas  are  we  able  to  detect.  An  obvi¬ 
ous  improvement  of  the  sensitivity  can  be  gained  by  en¬ 
hancing  the  statistics  on  the  coded  vectors.  By  using  clus¬ 
tering  techniques  [16]  of  vectors  obtained  from  repeated 
measurements  on  the  same  gas  species  and  statistical  meth¬ 
ods  for  the  classification  a  higher  degree  of  accuracy  of  the 
recognition  is  introduced.  It  is  however  not  clear  at  this 
point  whether  the  terahertz  gas  sensing  spectrometer  will 
be  able  to  compete  with  the  single-mode  diode  laser  tech¬ 
nology  in  terms  of  extreme  sensitivity. 

Although  an  Ar-ion-laser  pumped  femtosecond 
Ti:Sapphire  laser  is  used  for  the  experiments  presented  in 
this  article,  we  cannot  overlook  recent  advantages  in  solid- 
state  mode-locking  that  are  revolutionizing  the  field  of 
opto-electronics  and  applications.  Within  the  last  few 
years,  the  availability  of  semiconductor-diode-pumped 
solid-state  lasers  is  transforming  femtosecond  lasers  into 
compact  and  wall-plug  efficient  light  sources  of  shoebox 
size.  New  laser  sources,  such  as  the  diode-pumped 
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CnLiSAF  [20],  are  capable  of  producing  trains  of  pulses 
with  duration  less  than  100  fs  and  with  average  powers  on 
the  order  of  100  mW.  Hence,  the  building  of  portable  tera¬ 
hertz  gas  sensing  spectrometers  for  in-situ  analysis  of  a 
variety  of  environmental  gases  seems  very  plausible. 

Conclusion 

We  have  demonstrated  how  optoelectronic  techniques  for 
terahertz  time-domain  spectroscopy  can  be  used  for  chemi¬ 
cal  recognition  and  real-time  monitoring  of  gases  and  gas 
mixtures.  The  partial  pressures  of  individual  species  in  a 
gas  mixture  was  determined  quantitatively.  We  foresee 
potential  applications  such  as  trace-gas  sensing  and  indus¬ 
trial  process  control  as  well  as  applications  in  environ¬ 
mental  research  for  our  proposed  chemical  recognition 
system. 
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To  design,  understand  and  eventually  optimize  ultrafast  electronic  or  optoelectronic  devices,  it  is 
critical  to  have  a  good  grasp  of  the  ultrafast  response  of  the  materials  and  structures.  The  field  of 
ultrafast  phenomena  was  born  more  than  15  years  ago  in  response  to  this  need.  In  the  early 
1 980s,  many  investigations  focused  on  the  cooling  of  hot  carriers  in  semiconductors  such  as 
GaAs.  Over  the  years,  the  interest  of  the  community  has  broadened,  to  include  fundamental 
studies  of  many  phenomena  that  take  place  on  a  subpicosecond  time  scale,  and  more  recently 
well  below  1 00  fs.  We  now  have  a  detailed  understanding  of  electron-electron,  electron-hole,  and 
hole-hole  scattering,  hot  carrier-phonon  and  hot  carrier-plasmon  collisions,  exciton  dynamics, 
and  other  many  body  effects,  not  only  in  bulk  semiconductors,  but  also  in  quantum  wells  and 
more  recently  quantum  wires  and  dots.  Significant  theoretical  and  experimental  work  has 
translated  this  basic  knowledge  into  a  better  understanding  of  the  ultrafast  optical  response,  for 
example  the  bandedge  optical  nonlinearities. 

In  the  1 990s,  the  field  of  ultrafast  phenomena  has  undergone  a  revolution  and  at  the  same 
time  matured  considerably.  The  revolution  was  brought  by  advances  in  the  generation  of 
ultrashort  laser  pulses.  Ten  years  ago  the  only  reliable  source  of  femtosecond  pulses  was  the 
colliding  pulse  modelocked  dye  laser.  It  produced  pulses  that  were  only  slightly  below  100  fs 
and  were  at  a  fixed  wavelength.  To  achieve  pulses  at  a  wavelength  slightly  different  from  620 
nm,  one  had  to  use  amplifiers  that  were  unreliable  and  limited  in  repetition  rate  and  average 
power.  The  advent  of  the  Ti:S  laser,  capable  generating  highly  stable  pulses  tunable  over  100's  of 
nanometers,  as  short  as  less  than  10  fs,  and  with  a  high  average  power,  gave  scientists  and 
engineers  the  freedom  to  answer  the  important  questions  by  selecting  the  laser  parameters, 
instead  of  selecting  the  question  to  be  answered  based  on  what  the  laser  could  deliver.  The 
unmatched  properties  of  the  Ti:S  laser  also  allowed  experiments  to  be  performed  in  new  spectral 
regions.  For  example,  optical  parametric  oscillators  became  a  tool,  optical  parametric 
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amplification  and  other  nonlinear  optical  manipulation  are  being  used  in  an  increasing  number  of 
laboratories,  and  the  generation  of  free-space  THz  beams  is  becoming  common. 

This  revolution  in  the  instrumentation  has  made  the  field  mature.  For  example,  coherent 
spectroscopy  has  emerged  as  a  very  powerful  tool  that  allows  scientists  to  probe  the  most 
fundamental  light-matter  interactions;  the  response  of  all  semiconductor  structures  can  now  be 
investigated  and  a  detailed  understanding  of  how  the  materials'  parameters  affect  the  ultrafast 
response  has  emerged.  Simultaneously,  to  understand  the  experimental  data,  many  of  which  were 
entirely  unexpected,  theorists  are  continuously  updating  their  models.  The  consequences  of  these 
developments  are  numerous.  It  is  no  longer  necessary  to  be  an  ultrafast  laser  physicist/engineer 
first  to  make  high  quality,  relevant  contributions. 

In  the  near  and  medium  future,  we  can  expect  that  the  sophistication  of  experiments  and 
modeling  will  continue  to  increase.  The  Fermi  Golden  Rule  will  increasingly  be  violated,  the 
intersubband  dynamics  in  quantum  wells,  wires,  and  dots  will  become  fully  understood,  the 
optical  nonlinearities  will  be  fully  characterized,  from  the  near  bandedge  to  well  below  it,  and  the 
full  defect  dynamics,  including  the  carrier  capture  in  traps  and  the  trap  dynamics,  will  be 
measured.  After  the  pioneer  spirit  and  the  enthusiasm  of  the  last  decade,  it  is  finally  the  Age  of 
Maturity  for  the  study  of  carrier  dynamics  in  semiconductors  and  the  more  meaningful 
contributions  are  still  to  come. 
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Four-wave  mixing  (FWM)  in  semiconductor  optical  amplifiers  provides  a  frequency 
domain  tool  for  probing  a  wide  range  of  carrier  relaxation  phenomena.  In  the  simplest 
configurations,  two  single  frequency  waves  are  introduced  into  the  gain  region  of  an  optical 
amplifier  and  then  mix  by  way  of  several  different  mechanisms.  Gain  and  refractive  index 
modulation  result  from  the  mixing  which  subsequently  scatters  energy  from  the  original 
waves  to  create  new  waves.  In  the  small  signal  regime,  two  new  waves  are  generated  as 
illustrated  in  figure  1.  These  new  waves  are  easily  shown  to  have  a  phase  conjugate 
relationship  to  one  of  the  original  input  waves  as  illustrated  in  the  figure. 

Two  applications  of  four-wave  mixing  have  emerged  in  recent  years.  The  first  is  to  use 
the  amplitude  versus  detuning  frequency  information  provided  by  the  two  new  mixing 
products  to  characterize  ultra-fast  carrier  dynamics  and  the  second  is  to  use  the  phase 
conjugate  relationship  of  the  new  waves  to  perform  all-optical  signal  processing.  Both 
application  areas  will  be  discussed  [1]. 


Four  Wave  Mixing  in  an  SOA 


Figure  1:  Simplified  Four-wave  mixing  set-up. 

In  the  first  part  of  this  presentation,  we  will  review  the  motivations  for  applying  four- 
wave  mixing  elements  in  optical  telecommunications  systems.  Specifically  their  application 
to  carrier  spectral  inversion  for  fiber  dispersion  compensation  and  to  spectral  translation  of 
optical  carriers  in  WDM  systems  will  be  discussed.  Recent  achievements  in  each  of  these 
areas  will  be  reviewed  including  the  current  signal-to-noise  performance  of  FWM  mixers. 
Results  from  record  conversion  systems  experiments  will  be  presented.  These  include  the 
results  in  figure  2  showing  the  wavelength  conversion  of  10  Gb/s  data  over  spans  as  large 
as  18  nm  [2].  The  figure  inset  shows  the  eye  diagram  for  the  maximum  shift  of  18  nm. 

By  measuring  the  optical  power  contained  in  wavelengths  3  and  4  of  figure  1  and  then 
plotting  this  value  (properly  normalized  to  account  for  power  variations  of  the  input  waves) 
versus  the  detuning  frequency  of  the  input  waves,  frequency  domain  information  on  carrier 
relaxation  is  obtained.  The  first  major  applications  of  this  technique  were  to  measure  the 
relaxation  rates  associated  with  carrier  cooling  and  carrier-carrier  scattering  associated  with 
a  spectral  hole  in  the  carrier  occupancy  spectrum.  Excellent  fits  to  data  spanning  frequency 
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Figure  2:  FWM  down-shift  replicas.  Inset:  eye  diagram  for  18  nm  shift  at  10  Gb/s  PRBS. 

detunings  from  100  GHz  to  several  TeraHertz  have  been  obtained  and  have  complemented 
time-domain  femtosecond  pump-probe  data. 

More  recently,  we  have  considered  the  application  of  four-wave  mixing  to  measurement 
of  interwell  carrier  equilibration  in  multi  quantum- well  active  layers  [3],  For  this  work  we 
have  used  the  polarization  selection  rules  associated  with  tensile  and  compressively  strained 
quantum  wells  to  induce  spatially  selective  mixing.  Transport  of  this  mixing  to  neighboring 
wells  is  then  probed  selectively  using  again  the  polarization  selection  rules. 


Figure  3:  Polarization  configuration  for  inter  well  transport  FWM  measurement. 
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Figure  3  shows  the  input  wave  configuration  for  the  experiment.  TM  components  mix  only 
in  the  tensile  wells  of  the  structures  causing  carrier  density  modulation  that  is  spatially 
localized  to  only  these  wells.  Conventional  four-wave  mixing  occurs  as  the  input  waves 
scatter  from  this  modulation.  In  addition,  however,  some  carrier  density  modulation  is 
coupled  by  way  of  inter-well  transport  into  neighboring  compressively  strained  quantum 
wells.  Once  coupled  into  these  wells,  scattering  of  TE  polarized  waves  is  possible  through 
the  TE  dipole  component  of  the  compressive  wells.  By  measuring  the  detuning  frequency 
dependence  of  both  the  TE  and  TM  components  of  four-wave  mixing,  it  is  possible  to 
directly  measure  the  interwell  carrier  equilibration  rate.  In  particular,  the  ratio  of  the  TE 
component  to  the  TM  component  will  decrease  with  increasing  detuning  frequency  since 
interwell  transport  of  higher  frequency  modulations  will  be  less  efficient.  Ultimately,  this 
ratio  will  flatten  reflecting  the  ratio  of  TE  to  TM  conventional  four-wave  mixing  that  occurs 
only  within  the  tensile  wells.  These  predictions  are  verified  in  figure  4  which  shows  the 
ratio  of  FWM  TE  to  TM  powers  in  an  eight  well  amplifier  (four  tensile  and  four 
compressive). 


Figure  4:  Ratio  of  TE  to  TM  FWM  component  power  versus  detuning  frequency.  Inter  well 
transport  becomes  inefficient  in  this  structure  for  detuning  rates  beyond  40  GHz. 
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Abstract 

The  electron  spin-relaxation  time  of  InGaAs/InP  multiple- 
quantum  wells  has  been  measured  to  be  5.2  ps  for  1.54-pm 
excitonic  absorption.  This  is  an  order  of  magnitude  faster 
than  in  GaAs  quantum  wells  indicating  the  possibility  of 
femtoseconds  all-optical  gate  operation  in  the  long- 
wavelength  region. 

Semiconductor  nonlinear  optics  including  MQW,  All- 
optical  devices,  Ultrafast  devices,  Ultrafast  processes  in 
condensed  matter. 


1.  Introduction 

The  spin  relaxation  of  carriers  in  HI-V  semiconductor 
quantum  wells  (QW)  is  of  interest  in  view  of  the 
fundamental  physics  [1-14]  as  well  as  applications  [15-19]. 
Spin  until  now  has  been  used  mainly  for  memory  devices. 
However,  if  the  spin  could  have  a  sufficiently  fast  response, 
it  would  work  as  a  new  function  in  near-future  devices. 
Here,  we  describe  that  the  spin-relaxation  time  of  electrons 
in  quantum  wells  is  as  fast  as  picoseconds,  especially  in  an 
InGaAs  QW,  and  that  this  fast  process  can  be  applied  to  an 
ultrafast  all-optical  gate  switch.  The  measured  spin- 
relaxation  time  of  InGaAs  multiple-quantum  wells  (MQW) 
is  5.2  ps  for  1.54  pm  excitonic  absorption,  and  an 
ultrashort  gating  width  of  880  fs  is  expected  for  a  MQW 
etalon  device. 

The  spin-relaxation  time  and  its  mechanism  in 
quantum  wells  have  been  uncertain  at  300  K,  the  most 
important  temperature  for  devices.  This  has  restricted  the 
applicability  of  this  phenomenon.  We  previously  showed 
the  spin  relaxation  of  GaAs/AlGaAs  MQWs  to  be  in  the 
tens-of-picosecond  region,  and  proved  that  the  D’yakonov- 
Perel’  (DP)  interaction  [1,2]  is  the  dominant  mechanism  at 
room  temperature[3,12].  From  the  view  point  of 


optical-communication  applications,  on  the  other  hand, 
the  spin-relaxation  process  applicable  to  a  1.55-pm- 
transmission  system  is  more  important.  However,  there 
have  been  to  our  knowledge  no  reports  on  the  spin 
relaxation  of  InGaAs  quantum  wells. 

2.  Experimental 

We  measured  the  spin-relaxation  process  of  InGaAs/InP 
MQW  using  spin-dependent  optical  nonlinearity.  The 
InGaAs/InP  MQW  sample  consisted  of  100  periods  of 
alternating  7.0-nm-thick  InQ  53GaQ  47As  quantum  wells 

and  9.7-nm-thick  InP  barriers.  The  structure  was  grown  on 
a  semi-insulating  InP  substrate  by  metal-organic  chemical- 
vapor  deposition.  The  electron  heavy  hole  absorption  peak 
was  observed  at  around  1.54  pm  at  room  temperature.  An 
optical  parametric  oscillator  with  a  Ti-sapphire  laser  was 
used  as  the  optical  source  for  a  pump-probe  experiment. 
The  pulse  width  was  1 40  fs  and  the  spectral  width  was  20 
nm.  Spin-aligned  carriers  are  created  when  electrons  are 
excited  by  a  circularly  polarized  optical  pulse.  After  right- 

circularly  polarized  photoexcitation,  o+PumP,  the 
populations  of  carriers  with  a  down  (up)  spin  along  the 
direction  of  light  propagation,  are  probed  by  a  right  (left) 

circularly  polarized  probe  pulse,  a+Pro^e  (aJ*0^).  Since 
there  is  no  magnetic  field,  the  fully  spin-polarized  electrons 
relax  to  an  equilibrium  with  50%-up  and  50%-down  spins. 
The  populations  of  the  spin-up  (spin-down)  carriers 
resulting  from  a  8-excitation  pulse  is  expected  to  decay 
(rise)  exponentially  with  a  time  constant  of  xs/2.  The 
details  concerning  the  pump-probe  absorption  measurement 
were  described  in  our  previous  publication  [3]. 

3.  Results  and  Discussion 

The  time  dependence  of  the  transmission  at  the  heavy-hole 
exciton  peak  is  shown  in  Fig.  1  (a).  A  clear  exponential 
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decay  is  observed  for  the  same  circular  polarization 
(a+PumP,  a+Probe),  and  a  clear  exponential  rise  is 

observed  for  anti-circular  polarization  (a+pumP,  o-probe). 
The  dip  at  around  0  ps  for  the  anti-circular  polarization  case 
is  caused  by  thermal  excitonic  ionization.  To  extract  the 
contribution  due  to  spin  relaxation,  we  subtracted 

(a+pumP,  a-Probe)  from  (a+Pump,  o+probe),  as  shown 
in  Fig.  1  (b).  The  curve  consists  of  two  time  constants. 
One  is  a  clear  exponential  decay  of  2.6  ps,  which  seems  to 
be  the  electron-spin  relaxation.  Another  is  observed  as  an 
initial  sharp  spike,  which  is  comparable  to  the  present 
time  resolution  of  180  fs.  The  clear  initial  peak  can  be 
attributed  to  hole  spin  relaxation  and  a  coherent  artifact. 
The  slower  2.6  ps  decay  can  be  attributed  to  electron  spin 
relaxation  of  5.2  ps.  This  picoseconds  spin  relaxation  time 
is  three  orders  of  magnitude  faster  than  the  recombination 
lifetime  at  room  temperature.  Slow  recombination  usually 
limits  the  fast  response  of  most  all-optical  devices. 

Figure  2  shows  the  dependence  of  the  relaxation 
time  on  the  electron-confined  energy.  The  dependence  for 
GaAs  MQWs  is  also  plotted  in  Fig.  2.  The  DP  mechanism 
regards  the  spin-flip  processes  as  a  result  of  the  asymmetry 
of  the  constituent  atoms  in  the  zinc-blende  structure  [1]. 
The  spin-orbit  interaction  in  conjunction  with  a  lack  of 
inversion  symmetry  causes  a  spin  splitting  of  the 
conduction  band.  This  band  splitting  is  equivalent  to  the 
existence  of  an  effective  magnetic  field.  The  lines  showing 

xs  0C  Eie“^  are  the  least  square  fitting  for  GaAs  MQWs, 
where  xs  is  the  spin  relaxation  time  and  Eie  is  the  first 
electron  confined  state  energy  in  the  QW.  The  DP 
interaction  gives  a  relation  of  ts  0C  Eie'^.  The  accordance 
of  the  exponents  for  both  GaAs  MQW  samples  means  that 
the  DP  mechanism  governs  both  GaAs  samples,  and  that 
the  spin-relaxation  time  can  be  well  controlled  by  the  well 
thickness.  The  electron  confined  energy,  Eie,  was 
evaluated  to  be  59  meV.  The  spin  relaxation  time  for 
InGaAs  is  about  30-times  faster  at  59  meV  than  the  spin 
relaxation  time  extrapolated  for  the  GaAs  QW.  Although 
the  present  result  is  insufficient  to  determine  the  numerical 
deference,  ts  for  InGaAs  MQW  is  clearly  much  shorter 
than  that  of  GaAs  MQW.  A  theoretical  analysis  based  on 
the  DP  interaction  also  supports  the  observed  trend,  which 
shows  a  faster  spin  relaxation  for  an  InGaAs  QW  than  for  a 

GaAs  QW.  A  factory  ^  m*  3,  which  is  proportional  to 
the  spin  relaxation  rate,  is  twice  as  large  for  InGaAs  than 
that  for  GaAs  [14],  where  y  is  a  spin  splitting  factor  along 
the  <110>  direction  in  the  conduction  band  and  m*  is  the 
effective  mass. 

The  observed  rapid  spin  relaxation  as  well  as  the 
large  optical  nonlinearity  of  exciton  absorption  are  quite 
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Figure  1.  (a)  Time  dependence  of  transmission  at 
the  heavy  hole  exciton  peak  of  InGaAs/InP  MQW. 
(b)  The  data  obtained  by  subtracting  (a+Pump,  o_ 

Probe)  from  (o+PumP,  o+Probe). 


Figure  2.  Dependence  of  the  spin  relaxation  time  on 
the  electron  confined  energy. 
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attractive  for  optical  signal-processing  applications.  We 
have  already  demonstrated  an  all-optical  gate  switch  using  a 
GaAs  MQW  etalon  [17,18].  The  device  uses  linearly 
polarized  input  pulses  and  circularly  polarized  control 
pulses,  as  shown  in  Fig.  3.  Spin  polarization  generated  by 
the  excitonic  absorption  of  the  control  pulse  causes  a 
polarization  rotation  of  the  signal  light,  thus  resulting  in  a 
modulating  of  the  output  light.  The  gate  opens  during  spin 
polarizing.  The  signal  intensity,  I,  is  written  as  [18] 

I  oc  Eo  2  («t>+  -  <t>- )  2  -H  (A+  -  A_)  2  .  (1) 

where  A+  (A-)  and  <j>+  (<])_)  denote  the  induced  changes  of 

the  electric  field  and  the  phase  of  the  right  (left)  circularly 
polarized  component,  respectively.  Since  A+(_)  and  <(>+(-) 

decay  (rise)  with  a  time  constant  of  xs/2,  the  signal 
intensity  decays  exponentially  with  a  time  constant  of 
Ts/4.  In  this  device,  if  the  cavity  response  time  is 

designed  to  be  sufficiently  faster  than  the  spin  relaxation 
time,  the  gating  width  becomes  17%  of  ts.  All-optical 
gate  operation  has  been  demonstrated  using  a  GaAs  MQW 
etalon,  as  shown  in  Fig.  4.  Also,  4  ps  gate  switching  has 
been  achieved  with  a  contrast  of  4  :  1  for  a  pump  pulse 

energy  of  50  fJ/[im2.  The  GaAs  etalon  consists  of  156- 
period  alternating  layers  of  2.8 -nm- thick  GaAs  and  4.2-nm- 
thick  Alo.51Gao.49As,  sandwiched  by 

AlAsZAlo.25Gao.75As  (64.2  nm/54.4  nm)  distributed 
Bragg  reflectors,  14  periods  for  the  back  mirror  and  9 
periods  for  the  front  mirror.  The  relation  between  a  gating 
width  of  4  ps  and  a  decay  time  of  7  ps  is  consistent  with 
the  theoretical  prediction:  17%  of  xs  to  25%  of  xs.  The 
contrast  will  be  improved  to  20:1,  which  is  commonly 
required  in  communication  systems,  by  increasing  the  total 
GaAs  thickness  to  1  pm  from  the  present  437  nm  [18].  If 
the  InGaAs  QW  is  applied  to  this  all-optical  gate  etalon,  a 
gating  width  faster  than  1  ps  (880  fs  =  17  %  of  xs)  can  be 
achieved  at  1.55  jam-wavelength.  Although  the  repetition 
rate  is  restricted  by  the  carrier  lifetime,  the  demonstrated 
gate  operation  is  attractive  for  applications  to  ultrafast 
optical  time-division  multiplexing  systems  which  do  not 
necessarily  require  ultrahigh  repetition  operation. 

4.  Conclusions 

We  have  investigated  electron  spin  relaxation  in  InGaAs/InP 
quantum  wells  using  time-resolved  polarization  absorption 
measurements.  The  spin  relaxation  time  in  an  InGaAs 
MQW  is  5.2  ps  at  room  temperature;  this  is  an  order  of 
magnitude  faster  than  that  in  GaAs  quantum  wells.  A 
theoretical  analysis  based  on  the  DP  interaction  supports  the 
observed  trend.  All  optical  gate  operation  with  the  gating 


width  of  880  fs  is  expected  for  an  InGaAs  MQW  etalon 
device. 
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Project. 


Figure  3.  Optical  set  up  for  all-optical  gate  switching 
using  spin-dependent  optical  nonlinearity. 


Figure  4.  Output  waveform  of  a  GaAs  MQW  all-optical 
gate  switch. 
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Abstract 

Optical  properties  of  InP/InGaAs  nonlinear  Bragg  reflector 
are  investigated  by  means  of  linear  reflectance 
spectroscopy  and  ultrafast  nonlinear  reflectance 
measurements.  The  reflectance  spectrum  of  InP/InGaAs 
nonlinear  Bragg  reflector  is  dominated  by  optical 
absorption  enhanced  by  multiple  reflection  in  Bragg 
reflector.  Ultrafast  reflectivity  of  InP/InGaAs  nonlinear 
Bragg  reflector  is  characterised  by  femtosecond  pump- 
probe  measurements.  The  ultrafast  reflectivity  is  caused  by 
absorption  saturation  and  its  recovery  via  carrier  relaxation 
which  are  enhanced  in  Bragg  reflector.  Wavelength 
dependence  of  the  ultrafast  reflectivity  is  measured  and 
explained  due  to  carrier-carrier  scattering. 

Key  Words 

Ultrafast  nonlinear  optics,  Thin  films-optical  properties, 
Ultrafast  processes  in  semiconductors. 

Introduction 

Nonlinear  Bragg  reflector  (NBR)  consists  of  periodically 
distributed  optical  nonlinearity  coexisting  with  multiple 
reflection  and  group-delay  dispersion.  Recent  theoretical 
analyses  showed  the  potential  of  NBR  in  ultrafast 
optoelectronics  such  as  all-optical  switching  and  optical 
pulse  shaping  [1,  2].  The  analyses  were  based  on  Kerr- 
type  nonlinearity  in  the  real  part  of  refractive  index  under 
optical  pumping  in  transparent  media.  With  the  Ken- 
nonlinearity,  however,  application  of  NBR  to  the  low- 
power  ultrafast  optoelectronics  is  difficult  because  of 
intense  laser  pulses  required  for  the  generation  of  the 


nonlinearity.  This  difficulty  will  be  overcome  by 
employing  an  imaginary-part  nonlinearity  in  refractive 
index.  Transient  absorption  saturation  by  photoexcited  hot 
carriers  [3,  4],  for  example,  exhibits  ultrafast  large  optical 
nonlinearity  and  can  be  utilised  as  the  periodically 
distributed  optical  nonlinearity.  In  this  paper,  we  have 
investigated  experimentally  the  spectral  and  temporal 
characteristics  of  InP/InGaAs  NBR  which  exhibits  the 
ultrafast  absorption  saturation  at  wavelengths  around  1.5 
pm. 

InP/InGaAs  Nonlinear  Bragg  Reflector 

InP/InGaAs  NBR  consisted  of  20  pairs  of  quarter- 
wavelength  InP  and,  In0  53Ga0  47As  epitaxially  grown  on 
an  Fe-doped  InP  substrate.  InP/InGaAs  layers  were 
nominally  105  nm  and  99  nm  in  thickness,  each  of  which 
corresponds  to  a  quarter  of  ~  1.5  pm  with  the  refractive 
indices  of  InP  and  InGaAs,  3.52  and  3.73.  The  InGaAs 
layers  acted  as  the  medium  of  periodically  distributed 
optical  nonlinearity  while  the  InP  layers  as  a  transparent 
medium.  As  the  bandgap  wavelength  of  the  InGaAs  layers 
was  1.67  pm  at  room  temperature,  carriers  were 
photoexcited  with  an  excess  kinetic  energy  at  a  laser 
wavelength  «  1.5  pm. 

Spectral  Characteristics 

Reflectance  spectrum  of  InP/InGaAs  NBR  is  presented  in 
Fig.  1.  The  reflectance  is  normalised  to  unity.  The 
absorption-edge  wavelength  of  InGaAs  is  1.67  pm  as 
indicated  by  the  vertical  arrow.  InP/InGaAs  NBR  is 
therefore  transparent  at  wavelengths  longer  than  1.67  pm 
and  absorptive  in  the  other  case. 
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In  the  spectral  range  of  transparency,  the  spectral 
fringes  associated  with  multiple  reflection  are  clearly 
observed  in  Fig.  1.  Fringes  disappear  in  the  spectral  range 
of  absorption.  A  stop  band  appears  between  1.4  pm  and 
1.5  pm.  The  shape  of  the  stop  band  is,  however,  different 
from  that  expected  for  transparent  Bragg  reflectors.  The 
reflectance  reaches  the  minimum  at  a  wavelength  near 
1 .54  pm.  The  short-wavelength  edge  also  diminishes.  The 
peak  reflectance  is  0.56,  which  is  a  fraction  of  78  %  in 
comparison  with  the  theoretical  peak  reflectance  without 
absorption.  At  the  wavelength  of  1.2  pm,  the  reflectance 
is  0.31.  This  reflectance  is  close  to  that  of  bulk 
semiconductors.  These  characteristics  suggest  the  multiple 
reflection  in  InP/InGaAs  NBR  is  limited  by  the 
absorption  in  InGaAs  in  the  following  manner: 

Optical  field  incident  into  InP/InGaAs  NBR  penetrates 
within  a  depth  limited  by  the  absorption.  The  reflectance 
is  reduced  because  the  multiple  reflection  is  limited 
within  the  InP/InGaAs  layers  in  the  penetration  depth. 
Femtosecond  reflectivity  of  InP/InGaAs  NBR  also  depends 
on  this  absorption-limited  multiple  reflection  as  explained 
in  the  next  section. 


dispersion  at  an  edge  of  stop  band  and  a  peak  group  delay 
at  a  wavelength  of  minimum  reflectance.  The  observed 
peak  in  group  delay  is  consistent  with  the  above  point  and 
is  a  support  to  the  identification  of  the  stop  band. 

The  measured  reflectance  and  group-delay  spectra 
were  compared  with  the  results  from  a  model  calculation 
based  on  matrix  formalism  of  light  propagation  through 
Bragg  reflector.  In  the  calculation,  absorption  in  the 
InGaAs  layers  were  taken  into  account  by  using  the 
absorption  spectrum  of  a  bulk  InGaAs  layer  measured 
independently.  Boundary  conditions  are  set  so  as  to  keep 
both  complex  electric  field  and  its  derivative  continuous 
at  each  interface  between  InP  and  InGaAs.  The  calculated 
reflectance  and  group-delay  spectra  are  plotted  in  Fig.  2. 
The  calculated  reflectance  spectrum  yields  the  features 
observed  in  the  measurement  such  as  the  reflectance 
minimum  and  the  disappearance  of  fringes  at  wavelengths 
shorter  than  the  absorption-edge.  The  calculated  group 
delay  peaks  at  the  wavelength  of  the  minimum  reflectance 
as  the  measured  group  delay  does.  The  measured  spectra, 
therefore,  reflect  the  multiple  reflection  and  the  light 
propagation  in  an  absorptive  Bragg  reflector. 


Fig.  1.  Measured  reflectance  and  group-delay  spectra. 


Fig.  2.  Calculated  reflectance  and  group-delay  spectra. 


Femtosecond  group  delay  was  obtained  from  time- 
domain  fringe  measurements  based  on  a  whitelight 
interferometer.  Time  domain  interference  fringes  was 
transformed  into  fourier  phase  spectrum  and  first-order 
derivative  of  the  fourier  phase  corresponds  to  the  group 
delay  plotted  as  a  function  of  wavelength  in  Fig.  1.  The 
group  delay  exhibits  apeak  at  1.54  pm,  where  reflectance 
reaches  a  minimum.  At  a  wavelength  where  the  multiple 
reflection  is  less  efficient,  optical  pulses  propagate  in  a 
longer  period  before  they  are  reflected  back  and  the  pulse 
propagation  length  is  larger.  This  leads  to  a  group-delay 


Femtosecond  Reflectivity 

Femtosecond  response  of  InP/InGaAs  NBR  was  observed 
in  transient  reflectivity  in  pump-probe  measurements.  For 
these  measurements,  transform-limited  pulses  with  120-fs 
duration  were  generated  from  a  synchronously  pumped 
optical  parametric  oscillator.  Probe  pulses  were  incident 
and  reflected  normal  to  the  surface  of  InP/InGaAs  NBR. 
Pump  pulses  were  incident  slightly  oblique  and  aligned  to 
overlap  with  the  probe  pulses  on  the  surface.  The  transient 
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reflectivity  was  measured  as  the  change  in  reflected  probe 
intensity  as  a  function  of  probe  delay  time. 

In  Fig.  3,  transient  reflectivity  obtained  at 
wavelengths  between  1.48  pm  and  1.52  pm  is  plotted  in  a 
logarithmic  scale.  The  dots  and  the  solid  lines  correspond 
to  the  experimental  data  and  fitting  curves,  respectively. 
The  wavelength  range  in  the  measurements  lies  in  the 
long-wavelength  edge  of  the  stop  band.  The  pump  and 
probe  pulses  overlap  at  a  delay  time  «  1.4  ps.  The 
transient  reflectivity  increases  when  the  hot  carriers  are 
photoexcited  by  the  pump  pulses  incident  on  the  surface. 
The  decay  of  the  transient  reflectivity  consists  of  the  three 
processes  as  indicated.  Two  of  them  yield  exponential 
decay  with  fast  and  slow  relaxation  time  while  the  rest 
contributes  to  constant  background  in  the  time  scale  in 
Fig.  3. 


delay  time  (ps) 

Fig.  3.  Transient  reflectivity  measured  at  wavelengths 
between  1.48  pm  and  1.52  pm. 


The  interaction  mechanism  of  the  probe  pulses 
with  the  ultrafast  absorption  saturation  in  InP/InGaAs 
NBR  is  explained  in  the  framework  of  the  absorption- 
limited  multiple  reflection  illustrated  in  Fig.  4.  The 
penetration  depth  of  the  probe  pulses  is  extended  when  hot 
carriers  are  photoexcited  and  the  absorption  saturation  is 
triggered  by  the  pump  pulses.  The  reflectivity  is  increased 
because  more  InP/InGaAs  pairs  contribute  to  the  multiple 


reflection.  The  reflectivity  increase  occurs  instantaneously 
as  far  as  the  group-delay  dispersion  is  negligible.  The 
experimental  rise  time  of  the  transient  reflectivity  in  Fig. 
3  is  limited  by  the  duration  of  pump  and  probe  pulses. 
The  change  in  group  delay  is  less  than  10  fs  over  the 
pulse-spectral  range  as  expected  from  the  group-delay 
spectrum  in  Fig.  1 .  The  reflectivity  decay,  on  the  other 
hand,  is  the  reverse  process  induced  by  the  absorption 
recovery  during  carrier  thermalisation.  The  carrier 
thermalisation  is  limited  by  carrier  relaxation  processes. 


InP  InGaAs  photoexcited  carriers 
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Fig.  4.  Illustration  of  pulse  propagation  modulated  by 
photoexcited  carries  in  InP/InGaAs  NBR. 


The  experimental  decay  curves  in  Fig.  4  are  fitted 
with  two  exponential  components  (fast  and  slow)  plus  a 
constant  offset.  Relaxation  time  of  the  fast  component  is 
about  150  fs  at  all  the  wavelengths  while  that  of  the  slow 
component  in  the  order  of  a  picosecond.  According  to  the 
discussion  on  carrier  dynamics  in  bulk  AlGaAs  [3],  the 
fast  and  the  slow  components  are  related  with  relaxation 
via  carrier-carrier  scattering  and  phonon  emission, 
respectively.  This  identification  is  consistent  with  the 
wavelength  dependence  of  magnitude  ratio  of  the  fast  to 
the  slow  components  in  Fig.  5,  based  on  the  reflectance 
spectrum  in  Fig.  1.  The  reflectance  drops  when 
wavelength  increases  from  1.48  pm  to  1.52  pm  arri 
higher  density  of  carriers  tend  to  be  photoexcited  at  the 
longer  wavelengths.  In  this  wavelength  dependence  of 
carrier  density,  carrier-carrier  scattering  is  more  frequent  at 
the  longer  wavelength  and  results  in  relatively  strong 
contribution  of  the  fast  component  associated  with  carrier- 
carrier  scattering. 


slow 
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Fig.  5.  Magnitude  ratio  of  fast  (Rfast)  to  slow  (Rslow) 
components  as  a  function  of  wavelength. 
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Abstract 

The  fs-electroabsorplion  signal  in  a  supcrlatticc  modulator 
designed  for  1.55  mm  reveals  incoherent  and  coherent 
transport  dynamics  in  Wannier-Stark  states.  Bloch 
oscillations  appear  chirped  due  to  dynamic  field  screening. 

Key  Words 

Semiconductors,  Electro-optical  devices,  Semiconductor 
nonlinear  optics,  Ultrafast  spectroscopy 

Introduction 


unambiguously  disentangled.  For  the  incoherent  transport 
a  differential  transmission  technique  with  bias  modulation 
is  employed,  which  allows  to  derive  the  pure  EA  signal 
without  contribution  of  bleaching  induced  by  the  pump 
pulse.  On  the  coherent  time  scale  we  observe  Bloch 
oscillations  in  the  transmission  signal  as  reported  in  a 
previous  study  [6]  in  this  material  system.  As  a  results  of 
dynamical  screening  due  to  incoherent  transport  we 
observe  that  the  period  of  the  decaying  Bloch  oscillations 
is  chirped. 

Experimental  Setup  and  Sample 


Optical  nonlinearities  are  the  essential  property  of 
photonics  device  in  optical  communication  system.  For 
realization  of  high-rate  data  transfer  the  band-width  of 
optical  modulators  is  a  key  issue.  A  most  practical 
modulator  device  concept  is  to  use  the  electroabsorption 
(EA)  of  semiconductor  heterostructures  [1]  of  InP-bascd 
quantum  wells  designed  for  1.55  pm-wavelength. 
Recently  a  20  GHz  EA  modulator  based  on 
InGaAsP/InGaAsP  has  been  demonstrated. [2]  In  most 
cases  the  screening  dynamics  of  externally  applied  electric 
fields  determined  by  carrier  transport  govern  the  EA 
dynamics.  For  the  modulation  of  broad-band  optical 
pulses  superlattices  with  large  Wannier-Stark  (WS) 
splittings  [3]  of  strongly  coupled  quantum  wells  are  highly 
attractive.  In  a  biased  superlattice,  the  transport  dynamics 
of  carriers  reveal  a  coherent  and  incoherent  contribution. 
The  former  is  based  on  the  excitation  of  Bloch  oscillations 
[4-5]  in  the  absence  of  significant  scattering  events,  while 
the  latter  results  from  scattered  Bloch  electrons 
contributing  to  a  net  drift  current. 

Here  we  present  investigations  on  the  ultrafast  optical 
nonlinearities  associated  with  EA  dynamics  in  an 
InGaAsP/InGaAsP  superlattice  modulator.  Both  the 
coherent  and  incoherent  transport  contributions  are 


D2 


Figure  1.  Experimental  setup  for  time-resolved 
electroabsorption.  The  conventional  pump-probe  transmission 
setup  is  modified  with  additional  bias  modulation  on  the  sample. 
The  sample  is  placed  in  a  closed  circuit  cryostat  at  10  K.  D1  and 
D2  are  InGaAs-photodeteclors. 
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The  time-resolved  experiments  are  performed  in  a 
conventional  pump-probe  setup,  which  combines  a  fast 
scanning  lime  delay  at  70  Hz  (v2)  with  a  lock-in  amplilier 
phase-locked  to  a  bias  modulation  frequency  of  50  kHz 
(vi)  The  low  level  of  the  modulation  voltage  is  set  at  +0.7 

V  corresponding  to  the  flat-band  condition  of  the  sample. 
The  high  level  of  the  modulation  voltage  corresponds  to  a 
variable  reverse  bias  voltage.  The  source  of  the  fs-pulses 
is  a  LBO-based  optical  parametric  oscillator  pumped  by  a 
Kerr-lens  mode-locked  Tirsapphire  laser. 

The  In(K72Ga().28AS().84Po.i6/lno.58Ga().42AS().84P(ur)  strain- 
balanced  superlattice  is  grown  on  n-lnP  substrate  by  low- 
pressure  metal-organic  vapor-phase  epitaxy  (LP-MOVPE). 
The  superlattice  consists  of  10  periods  of  6.5  nm  wide 
wells  and  6.9  nm  wide  barriers.  The  active  superlattice 
layer  is  embedded  in  a  p-i-n  diode  structure  of  lattice- 
matched  InGaAsP  with  undoped  intrinsic  cladding  layers. 
A  mesa  structures  with  an  135  inm-Ohmic  metal  ring 
contact  is  prepared  on  the  p-doped  top  for  homogeneous 
fields. 

Results 

Figure  2  shows  the  induced  differential  transmission 
change  at  on-off  reverse  bias  voltages  from  -0.8  V  to  -1.10 

V  at  an  average  optical  excitation  power  of  2.5  mW. 


Figure  2.  Field-induced  transient  transmission  changes  at  1.49 
pm  (0.831  eV)  at  10  K  for  different  reverse  bias  voltage  (V)  at 
an  average  optical  power  of  2.5  mW.  The  curves  are  shifted  with 
respect  to  each  other  for  clarity.  The  dashed  line  at  -1.05  V  is  a 
linear  approximation  of  the  transmission  change  around  /=1  ps. 


The  recorded  transmission  signal  is  formed  by 

A1\AV,()  JXV,t)-n+Q.7Vd)  (j) 

T{)  T{) 

where  T(V,1)  and  T(+0.7V,t)  are  the  pump-induced 
transmission  changes  at  an  actual  voltage  V  and  for  flat- 
band  condition.  T0  is  the  probe  transmission  intensity 
without  pump  beam  averaged  over  the  transmission  at  V 
and  +0.7  V.  The  signal  at  positive  time  delay 
corresponds  to  the  EA  change  due  to  internal  lield 
screening  by  photo-excited  carriers.  The  data  show  a 
significant  change  with  increasing  bias.  A  change  ot  sign 
is  observed  between  -0.8  V  and  -0.9  V.  For  higher  reverse 
bias  the  signal  remains  negative  and  increases 
continuously  in  amplitude.  This  behavior  can  be 
understood  by  the  field  dependence  of  the  energetic  shift 
of  the  WS(-l)  state  with  respect  to  the  probe  pulse 
spectrum.  To  check  whether  the  measured  time-resolved 
signal  at  longer  time  delay  is  attributed  to  the  EA  change 
due  to  field  screening  and  to  estimate  the  voltage  drop 
over  the  sample,  we  compare  the  saturated  value  of  the 
time-resolved  data  with  the  EA  change  in  the  cw 
photocurrent  data  for  different  bias  voltages.  The  EA 
change  in  the  time-resolved  differential  data  has  a  linear 
relation  with  the  voltage  derivative  of  the  photocurrent, 
since  the  current  is  directly  proportional  to  the  generated 
carrier  density, 

T(AV, 3.5  ps)  -  7’(AF,0)  _  <7(f(F)  -  /(+  0.7VQ)  m 

r{)  a“  of  "" 

where  i(V)  is  cw  photocurrent  which  is  proportional  to  the 
absorption.  We  compared  the  voltage  dependence  ol 
transmission  signal  with  the  cw  photocurrent  change 
averaged  over  the  spectral  width  of  the  fs-pulses  of  20 
meV  at  a  photon  energy  of  0.831  eV.  Figure  3  depicts  the 
amplitude  of  Fig.2  at  a  time  delay  of  3.5  ps  as  a  iunction 
of  bias  voltage. 


Figure  3.  Amplitude  of  the  data  in  Fig.2  at  3.5  ps  as  a  function 
of  bias  voltage.  The  dashed  line  (slope)  is  used  to  estimate  the 
voltage  drop  due  to  drift  field  screening  during  the  dephasing  of 
Bloch  oscillations. 
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Figure  4  shows  the  cw  counterpart  of  Fig.  3.  The 
voltage  offset  between  the  two  plots  of  -1.2  V  by 
comparing  the  minimum  point  results  from  the  voltage 
drop  due  to  the  quasi-static  accumulation  of  carriers  in  the 
time-resolved  data. 


periods  of  the  superlattice  in  the  WS  ladder,  the  large 
oscillation  amplitude  must  be  the  result  of  phase-space 
filling  and  excitonic  effects  associated  with  the  coherent 
wavepackets. 


Bias  (V) 


Figure  4.  The  negative  differential  cw  photocurrent  as  function 
of  bias  voltage  integrated  over  20  mcV  at  0.831  eV. 

Clearly,  the  nonlinear  shape  of  the  voltage  dependence  of 
the  transient  amplitude  agrees  well  with  the  differential 
pholocurrent  data. 

Thus  we  attribute  the  dynamics  on  the  picosecond 
scale  in  Fig.  2  to  the  EA  change  due  to  carrier  transport 
within  the  superlatticc.  The  sign  and  amplitude  depend 
completely  on  the  field  at  negative  lime  delay  and  the 
photon  energy  of  the  probe  pulse.  The  fast  rise-up  of  the 
signal  at  -0.80  V  in  Fig.  2  is  attributed  to  the  so-called 
instantaneous  field  screening  based  on  the  spatially 
nonvertical  optical  transition  to  the  WS(-l)-state,  which  is 
equivalent  to  the  Franz-Keldysh  effect.  [6] 

The  superimposed  oscillatory  signal  corresponds  to 
electronic  Bloch  oscillations  formed  by  the  coherent 
superposition  of  the  WS(0)  and  WS(-l).  The  oscillation 
frequency  exhibits  the  expected  frequency-field  relation 
v-eFdlh,  with  d  the  superlattice  period  and  F  the  electric 
field.  The  observed  oscillations  stem  mainly  from  the 
bleaching  and  Coulomb  screening  due  to  the  coherent 
population  of  the  WS(0)-  and  WS(-l)-state,  and  not  from 
the  EA  due  to  the  internal  field  oscillations.  To  compare 
the  EA  and  absorption  bleaching  contribution  for  the 
Bloch  oscillation  signal  we  examine  the  data  at  a  bias  of 
-0.9  V  in  Fig.  2.  The  oscillation  amplitude  immediately 
after  the  pump  pulse  is  superimposed  on  the  slowly 
changing  signal  of  the  incoherent  transport.  The 
important  fact  in  this  feature  is  that  the  Bloch  oscillation 
amplitude  is  much  larger  than  the  overall  EA  signal, 
i.e.absorption  change  due  to  the  energetic  shift  of  WS 
states.  Thus  considering  the  much  lower  field  change  due 
to  the  Bloch  charge  oscillations  that  extend  over  a  few 


Figure  5.  (a)  Extracted  Bloch  oscillations  at  V=-1.05  V  (dashed 
line).  The  solid  line  is  a  numerical  fit  with  a  linear  chirp  bv/bt 
at  a  frequency  of  3.7  THz.  (b)  Normalized  Fourier  power 
spectra  of  the  experimental  data  in  (a)  at  different  time  intervals. 

A  consequence  of  the  dynamic  field  change  in  the 
superlatticc  on  the  coherent  transport  is  a  time-dependent 
period  of  the  Bloch  oscillations.  These  chirped  Bloch 
oscillations  can  be  observed  provided  a  significant  field 
screening  occurs  within  the  dephasing  time  of  Bloch 
oscillations.  Figure  5  (a)  shows  the  extracted  Bloch 
oscillations  from  Fig.  1  at  -1.05  V.  A  careful  fit 
considering  a  linear  chirp  of  the  data  gives  a  chirp  factor 
of  0.45  THz/ps  at  a  central  frequency  of  3.7  THz.  Figure 

5  (b)  shows  Fourier  power  spectra  of  the  full  time  scale  of 

6  0.25  ps  (solid  line)  compared  to  a  time  scale  1  ps 
(dashed  line).  The  spectrum  shows  clearly  the  red-shift  at 
longer  time  delays  due  to  the  dynamic  field  screening. 
The  chirp  factor  coincides  well  with  the  field  change 
estimated  from  the  slopes  (dashed  lines)  in  Fig.  2  and  in 
Fig.  3,  which  gives  an  expected  chirp  value  of  0.52 
THz/ps. 
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Conclusion 

We  investigated  EA  dynamics  of  an  optical  modulator 
structure  based  on  an  InGaAsP/InGaAsP  superlattice  by  a 
differential  bias-modulated  pump-probe  technique.  The 
field-induced  dynamics  of  transient  absorption  data  give  a 
direct  information  on  the  incoherent  and  coherent  carrier 
transport  in  the  superlattice.  The  internal  field  shows  to 
be  screened  in  a  picosecond  scale  via  incoherent  carrier 
transport.  Partly  the  incoherent  transport  is  directly 
related  to  the  decay  process  of  Bloch  oscillations.  We 
observe  that  the  decay  of  coherent  states  does  not  only  lead 
to  the  dephasing  of  Bloch  oscillations  but  also  to  a  chirp  of 
the  oscillation  frequency  as  a  result  of  dynamic  field 
screening.  Our  study  in  an  InP-based  material  provides  an 
approach  to  the  investigation  of  superlattices  in 
ultrabroad-band  fiber  communication  technology. 
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Abstract 

The  dynamics  of  excited  carriers  in  semiconductor 
quantum  well  structures  has  been  extensively  studied  by 
the  methods  of  ultrafast  laser  spectroscopy  for  more  than  a 
decade  [1-5].  However,  a  whole  series  of  experiments  are 
now  possible  which  promise  new  insight  into  the  processes 
of  carrier  relaxation.  This  is  due  to  the  recent  development 
of  reliable,  high  power,  tabletop,  femtosecond  laser 
sources  which  enable  the  production  of  near-  and  mid- 
infrared  femtosecond  pulses  through  nonlinear  optical 
frequency  conversion.  In  this  paper  we  report  the  results  of 
recent  experiments  on  the  relaxation  dynamics  of  hot 
electrons  in  an  InGaAs/InAlAs  multiple  quantum  well 
(MQW)  structure  through  degenerate  and  non-degenerate 
pump-probe  spectroscopy. 

Key  Words 

Semiconductors,  including  MQW,  Ultrafast  spectroscopy, 
Spectroscopy-infrared,  Ultrafast  processes  in  condensed 
matter,  including  semiconductors. 

Laser  System 

The  time-resolved  pump-probe  experiments  were 
performed  using  the  femtosecond  laser  system  shown 
schematically  in  Figure  1.  The  pulses  generated  by  the 
mode-locked  Ti:Sapphire  oscillator  are  regeneratively 
amplified  at  1  kHz.  Two  optical  parametric  amplifiers 
(OPAs)  are  pumped  by  the  amplified  pulses.  They  both 
operate  on  a  double-pass  scheme  with  a  BBO  crystal  cut 
for  type  II  phase  matching  and  are  seeded  with  a  white 
light  continuum.  Between  the  signal  and  the  idler  wave, 
the  output  can  be  tuned  from  1.2  to  2.4  pm.  The  signal 


and  idler  waves  from  one  of  the  OPAs  are  mixed  in  a 
AgGaS2  crystal  to  produce  femtosecond  mid-infrared 
pulses  by  difference  frequency  generation  (DFG).  Thus, 
we  have  two  independently  tunable,  synchronized  sources 
of  ultrashort  pulses:  one  gives  us  access  to  the  spectral 
range  of  the  valence  to  conduction  band,  interband, 
transitions  and  the  other  gives  us  access  to  the  n=l  to  n=2, 
conduction  band  derived,  intersubband  transition.  The 
overall  temporal  resolution  of  our  experiments  is 
approximately  200  fs. 
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Figure  1.  Schematic  diagram  of  the  laser  system. 

Sample  Properties 

The  MQW  sample  used  in  our  experiments  was  grown  by 
molecular  beam  epitaxy  on  an  InP  semi-insulating 
substrate.  The  structure  has  a  total  of  140  periods,  each 
period  consisting  of  a  5  nm  wide  In0  53Ga0  47As  well  and  an 
8  nm  wide  In0  52A10  48As  barrier.  The  well  layers  were 
selectively  doped  with  Si  atoms  at  a  concentration  of 
~2xl018  cm'3,  corresponding  to  an  electron  sheet  density  of 
~  lxlO12  cm'2.  The  optical  transition  between  the  n=l  and 
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n=2  conduction  subbands  gives  rise  to  an  absorption  line 
centered  at  4.7  pm,  [6]  corresponding  to  a  photon  energy 
of  264  meV.  The  infrared  transmission  spectrum, 
measured  near  Brewster's  angle,  is  shown  in  Figure  2  [7]. 
This  transition  energy  is  in  good  agreement  with  envelope 
function  approximation  [EFA]  calculations  [8].  The 
normal  incidence,  interband  transmission,  shown  in  Figure 
3,  shows  the  characteristic  steps  of  a  quasi-two- 
dimensional  system  [9].  Doping  the  MQW  sample  n-type 
partially  bleaches  and  broadens  the  absorption  edge  for  the 
n=l  (valence)  to  n=l  (conduction)  subband  transition  [10]. 
The  n=2  absorption  edge  is  much  less  affected  due  to  the 
negligible  population  in  the  n=2  subband;  the  Fermi 
energy  is  estimated  to  be  approximately  60  meV  above  the 
bottom  of  the  n=l  subband. 


Figure  2.  Transmission  in  the  neighborhood  of  the 
intersubband  resonance  at  4.7  pm. 


Figure  3.  Transmission  in  the  neighborhood  of  the 
interband  resonances. 


Experimental  Conditions 

For  the  purposes  of  brevity  it  is  useful  to  describe  in  one 
section  the  conditions  under  which  the  experiments  to  be 
described  were  carried  out.  All  of  the  measurements 
reported  here  were  made  at  room  temperature.  The 
incident  light  is  p-polarized  and  the  angle  of  incidence 
ranges  from  40  to  73  degrees,  while  Brewster’s  angle  is 
approximately  73  degrees.  Our  results  are  consistent  with 
the  picture  that  the  changes  in  absorption  are  dominated  by 
the  changes  in  the  transmission.  As  a  result,  only  the 
photo-induced  changes  in  the  transmission  will  be 
reported. 

Intersubband  Relaxation 


intensities. 

In  Figure  4  we  present  results  from  degenerate  pump- 
probe  experiments  where  both  the  pump  and  probe  beam 
are  tuned  to  resonance  with  the  n=l  to  n=2  subband 
transition.  Because  of  the  nearly  parallel  conduction 
subbands,  this  measurement  gives  directly  the  upper  state 
(n=2)  population  averaged  over  the  relevant  volume  in 
reciprocal  space.  In  a  typical  experiment  we  observe 
transient  bleaching,  associated  with  the  saturation  of  the 
intersubband  transition,  or  Pauli-blocking.  At  low  pump 
power,  when  only  a  small  fraction  of  the  electrons  are 
promoted  to  the  n=2  subband,  the  bleaching  recovery  is 
exponential  with  a  characteristic  time  constant  of  1.4  ps. 
This  time  corresponds  to  the  intersubband  electron-phonon 
scattering  time,  and  is  in  agreement  with  both  theoretical 
predictions  [11]  and  the  results  of  similar  experiments 
performed  with  picosecond  pulses  [3].  Unlike  the  non¬ 
degenerate  experiments,  the  intersubband  decay  rate  is 
very  weakly  dependent  on  the  excitation  intensity.  As 
shown  in  Figure  4,  raising  the  pump  power  by  a  factor  of 
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19  changes  the  decay  rate  by  a  mere  25%.  As  we  raise 
pump  power  further,  the  relaxation  rate  continues  to  slow 
down,  eventually  becoming  non-exponential. 

Intrasubband  Relaxation 

Some  results  of  non-degenerate  experiments  for  probe 
wavelengths  in  the  interband  absorption  range  are 
presented  in  Figures  5  and  6.  In  these  experiments  the 
pump  is  tuned  to  resonantly  excite  the  n=l  to  n=2 
intersubband  transition.  The  dynamics  of  the  n=l  subband 
electrons  at  various  energies  are  investigated  by  tuning  the 
probe  beam  between  1.2  and  1.54  pm.  Since  we  are 
probing  between  a  full  valence  band  and  an  excited 
conduction  subband,  the  signal  we  measure  is  only 
dependent  on  the  changes  in  the  population  of  the  n=l 
conduction  subband.  Using  the  fact  that  the  conduction 
subbands  are  nearly  parallel,  we  expect  a  uniform 
depopulation  of  the  n=l  subband.  This  leads  us  to  expect 
that  the  initial  behavior  of  the  pump-probe  signal  will  be 
induced  absorption,  when  probing  initially  populated 
states.  This  is  indeed  what  we  find,  but  by  studying  the 
subsequent  dynamics  we  learn  a  great  deal  more  about  the 
relaxation  processes. 


Pump  @  4.7  pm 


Figure  5.  Time  resolved  transmission  change  for  select 
wavelengths. 

In  Figure  5  we  present  a  few  representative  relaxation 
traces  for  relatively  low  excitation  intensity.  Our 
measurements  indicate  that,  for  wavelengths  longer  than 
1 .25  pm,  the  induced  absorption  recovers  with  a 
characteristic  time  constant  of  0.7  -  2.5  ps  depending  on 
the  probe  wavelength  and  excitation  intensity.  The  decay 
rate  increases  by  either  reducing  the  excitation  power  or 
going  to  shorter  wavelength.  Note,  however,  that  the  trace 
shown  in  Figure  4  with  a  probe  wavelength  of  1.33  pm  is 
not  exponential.  The  time  constant  shown  is  a  fit  to  the 


decay,  presented  only  for  qualitative  comparison.  When 
we  tune  the  probe  wavelength  shorter  than  1.25  pm  we 
observe  induced  absorption  followed  by  bleaching.  The 
behavior  of  the  pump-probe  signals  shown  in  Figure  5  can 
be  qualitatively  understood  by  considering  two  effects. 
First,  electrons  excited  to  the  n=2  subband  will  undergo 
intersubband  electron-phonon  scattering  back  to  the  n=l 
subband  with  -200  meV  of  excess  energy  where  they 
interact  with  the  unexcited  (ignoring  free  carrier 
absorption),  but  nonequilibrium,  n=l  population.  Second, 
the  unexcited  n=l  population  will  also  undergo  electron- 
electron  and  electron-phonon  intrasubband  scattering, 
while  seeking  a  new  equilibrium.  These  two  process  both 
conspire  to  produce  the  transient  overshoot  in  the  n=l 
subband  population  as  well  as  drive  the  return  to 
equilibrium.  Another  way  to  visualize  this  process  is  to 
spectrally  resolve  the  relaxation. 


Figure  6.  Spectrally  resolved  transmission  change  for 
select  time  delays.  The  lines  are  intended  to  guide  the  eye. 

In  Figure  6  we  plot  the  differential  transmission  as  a 
function  of  wavelength  for  a  few  time  delays.  Great  care 
was  taken  during  this  process  to  maintain  the  “zero”  time 
delay  fixed  for  each  wavelength.  Now  we  can  use  the  fact 
that  in  the  EFA  the  density  of  states  (DOS)  is  step-like. 
Ignoring,  for  the  moment,  the  behavior  near  1 .5  pm,  the 
differential  transmission  signal  is  proportional  to  the 
difference  between  the  excited  n=l  electron  distribution 
and  the  equilibrium  electron  distribution.  If  we  were  to 
consider  modeling  the  electron  distribution  with  a  high 
temperature  Fermi-Dirac  distribution,  the  resulting  signal 
would  qualitatively  have  the  same  shape  as  shown  in 
Figure  6.  Smoothing  of  the  step-like  DOS  gives  rise  to  the 
sharp  drop  off  in  signal  near  1.5  pm.  While  this  picture  is 
qualitatively  correct,  it  may  not  be  appropriate  to  this 
situation  since  for  the  experiments  described  in  Figures  5 
and  6,  degenerate  pump-probe  experiments  at  this 
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excitation  intensity  show  that  the  intersubband  relaxation 
time  is  ~1.8  ps.  This  time  is  approximately  equal  to  the 
relaxation  time  for  the  n=l  electron  distribution. 
Therefore,  the  n=l  subband  is  not  well  isolated  from  the 
influx  of  hot  electrons  from  the  n-2  subband  and  the 
whole  system  must  be  considered  as  coupled. 

Conclusions 

Our  measurements  show  that  the  population  of  the  n=l 
subband  returns  to  equilibrium  within  several  picoseconds, 
but  is  generally  dependent  on  the  pump  intensity.  We  find 
that  as  a  larger  fraction  of  the  n=l  electrons  are  promoted 
to  the  n=2  subband,  as  seen  by  the  onset  of  intersubband 
absorption  saturation,  the  return  to  equilibrium  slows 
down.  At  higher  pump  intensity,  some  of  the  electrons 
may  be  promoted  into  the  continuum  states,  and  recovery 
first  requires  electron  capture  in  the  wells.  Finally,  we 
note  that  our  results  are  in  qualitative  agreement  with 
similar  experiments  that  have  been  recently  reported  [4,5]. 
There  are,  however,  differences,  in  particular  the 
relaxation  times,  which  may  be,  in  part,  attributable  to 
differences  in  experimental  conditions  and  sample 
characteristics. 
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Abstract 

Electroabsorption  modulation  is  demonstrated  in  low- 
temperature-grown  InGaAs/InAlAs  multiple  quantum  wells 
exhibiting  600  fs  nonlinear  absorption  recovery  associated 
with  anneal-stable  Be-As  defects.  We  show  that  the 
absorption  recovery  time,  which  depends  on  the  active- 
defect  density,  can  be  controlled  by  adjusting  the  Be-doping 
concentration. 

Key  Words 

Semiconductor  nonlinear  optics,  including  MQW;  Ultrafast 
processes  in  condensed  matter,  including  semiconductors; 
Spectroscopy-time-resolved;  Modulators 


Introduction 

Semiconductor  quantum  well  materials  exhibiting  ultrafast 
photoresponses  have  proven  useful  in  a  number  of 
applications  including  saturable  absorbers  for  laser  mode¬ 
locking  [1],  all-optical  switching  [2],  and  high-saturation- 
intensity  electroabsorption  modulators  [3].  A  key  feature  of 
these  materials  is  a  fast  recovery  time  allowing  high 
repetition  rates.  One  method  of  reducing  the  photo-excited 
carrier  lifetime  is  the  introduction  of  defect  states  through 
low-temperature  growth  (LTG),  although  this  technique 
alone  is  not  very  effective  in  narrow-gap  materials.  The 
combination  of  LTG  and  Be  doping  has  been  shown  to 
significantly  reduce  the  absorption  recovery  time  of 
InGaAs/InAlAs  multiple  quantum  wells  (MQWs)  at  the 
expense  of  broadened  excitonic  resonances  [4,  5].  The  Be- 
incorporation  also  reduces  the  residual  electron 
concentration  caused  by  the  excess  As  introduced  during 


LTG  [4-6].  We  note  that  the  Be-incorporation  responsible 
for  the  reduction  of  both  the  recovery  time  and  excess 
electron  concentration  is  different  than  simple  Be-doping 
compensation.  Indeed,  we  recently  reported  that  Be- 
incorporation  maintains  the  ultrafast  recovery  time  upon 
annealing,  providing  further  evidence  of  the  formation  of 
Be-As  complexes  [5]. 

Previous  reports  of  MQWs  having  ultrafast  absorption 
recovery  times  induced  by  high  defect  densities  have 
revealed  significant  degradation  of  the  excitonic 
resonances  [1,  4,  7].  This  degradation  results  from  defect- 
related  perturbations  of  the  crystalline  symmetry,  and/or 
field  ionization  by  charged  defects  [1].  Both  of  these 
mechanisms  significantly  broaden  the  resonance  when  the 
defect  density  exceeds  one  per  exciton  volume. 
Broadening  of  the  excitonic  resonance  results  in  a 
reduction  of  both  the  bandedge  saturable-absorption 
nonlinearity  and  the  bandedge  sharpness  (dce/dA). 

One  method  of  enhancing  the  bandedge  nonlinearity 
of  LTG  quantum-well  saturable-absorber  materials  may  be 
to  use  the  spectral  shift  associated  with  the  quantum 
confined  Stark  effect  (QCSE).  Photo-excited  charge 
carriers  screen  the  built-in  and  externally  applied  electric 
field  of  a  p-i-n  MQW  structure,  causing  a  blue-shift  of  the 
absorption  spectrum.  The  actual  nonlinear  absorption 
enhancement  that  is  obtained  depends  strongly  on  the 
relation  between  the  bandedge  and  excitation  wavelengths. 
An  electric  field  is  also  an  effective  method  of  reducing  the 
absorption  recovery  time  by  sweeping  out  the 
photogenerated  carriers  [8].  It  may  be  possible  to  combine 
carrier  sweep-out  with  LTG  defect-mediated  carrier 
recombination  to  form  a  hybrid  absorption  recovery 
technique. 

Another  potential  application  of  quantum  well  p-i-n 
structures  incorporating  LTG  materials  is  electroabsorption 
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modulators  having  high  saturation-intensity.  Large 
electroabsorption  modulation  (Aa  ~  9700  cm'1)  has  been 
demonstrated  in  LTG-GaAs/AlAs  MQWs  having  a  15  ps 
carrier  lifetime  [9].  The  sharp  exciton  resonances  observed 
in  this  material  are  thought  to  result  from  abrupt 
GaAs/AlAs  hetero interfaces  and  a  reduction  in  charged 
point-defect  density  induced  by  a  450°C  in  situ  anneal. 
The  fast  nonradiative  carrier-recombination  resulting  from 
the  LTG  defects  may  increase  the  saturation  intensity  of  an 
electroabsorption  modulator  by  providing  an  additional 
pathway  to  remove  photo-excited  carriers. 

In  this  paper,  we  report  electroabsorption  modulation 
near  1.5  pm  in  Be-doped  LTG-InGaAs/InAlAs  MQWs 
having  subpicosecond  (sub-ps)  nonlinear  absorption 
recovery.  We  demonstrate  that  the  combination  of  LTG 
and  Be  doping  can  be  used  to  engineer  the  nonlinear 
absorption  recovery  time,  and  that  Be-incorporation  results 
in  the  retention  of  the  ultrafast  recovery  following  anneal. 
In  LTG:Be  material  where  the  absorption  recovery  time  is 
reduced  by  a  factor  of -200,  we  observe  that  the  bandedge 
saturable-absorption  nonlinearity  and  bandedge  sharpness 
are  only  reduced  by  factors  of  2  to  4.  We  also  compare  the 
time-resolved  nonlinear  responses  of  unbiased  p-i-n  and 
undoped-cladding  (UDC)  structures  excited  near  the 
bandedge  and  find  that  the  magnitude  of  the  unbiased  p-i-n 
absorption  nonlinearity  is  nearly  twice  that  of  the  UDC 
structure.  This  difference  is  likely  due  to  material  quality 
and  experimental  differences,  and  is  not  thought  to  be 
related  to  a  carrier-induced  QCSE  blue-shift,  although 
some  enhancement  due  to  carrier  sweep-out  may  occur. 

Material  Description  and  Modulator  Design 
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Figure  1.  LTG-Be:InGaAs/InAlAs  MQW  p-i-n  structure 
with  mesa-etch  profile  and  ohmic  contacts. 


Post-growth  annealing  has  been  shown  to  decrease  the 
excess  electron  concentration  in  Be-doped  LTG-InGaAs 
material  [4-6].  Annealing  may  also  reduce  the 
inhomogeneous  broadening  of  the  excitonic  resonances  by 
reducing  the  density  of  charged  defects  through  precipitate 
formation.  Post-growth  annealing  in  this  study  was 
performed  at  500°C  for  30  min  with  a  GaAs-cap  in  a  N2/H2 
forming  gas  atmosphere. 

To  investigate  the  electroabsorptive  properties  of  the 
LTG  p-i-n  structure,  ring-mesa  transverse  modulator 
devices  were  fabricated  using  as-grown  material.  Square 
mesas  (700  x  700  pm)  were  formed  by  wet  chemical  etch 
and  p-type  ohmic  ring-contacts  were  deposited  using  e- 
beam  evaporation.  Ohmic  contacts  were  also  deposited  on 
the  n+  substrate. 


The  three  MQW  samples  used  in  this  study  were  grown  by 
molecular  beam  epitaxy  on  (100)  InP  substrates,  and 
consist  of  50  periods  of  In053Ga047As  wells  and  10  nm 
In0  52Al0.48As  barriers.  Two  of  the  samples  are  p-i-n 
structures  having  7  nm  well  widths  (Fig.  1).  One  p-i-n 
sample  was  grown  at  a  standard  temperature  (STG)  of 
500°C,  and  the  other  was  grown  at  low  temperature  as 
described  below.  The  structure  of  the  third  sample,  an 
LTG  UDC  structure,  is  similar  to  Fig.  1  except  that  it  was 
grown  on  a  semi-insulating  substrate  and  has  8.4  nm  wells. 
In  the  LTG  p-i-n  and  LTG  UDC  structures,  the  MQW 
region  was:  (i)  grown  using  standard  growth  conditions 
except  for  a  substrate  temperature  of  ~200°C,  and  (ii) 
uniformly  doped  with  Be  at  2xl018  cm'3.  The  cap  layer  of 
the  LTG  UDC  sample  was  also  grown  at  ~200°C.  The 
LTG  p-i-n  structure  incorporated  a  STG  Si-doped  (2xl018 
cm'3)  buffer  region  and  a  Be-doped  (2xl018  cm'3)  cap  layer 
grown  at  300°C.  The  reflected  high-energy  electron 
diffraction  (RHEED)  patterns  indicated  high  quality  two- 
dimensional  growth.  No  in  situ  annealing  was  performed 
on  any  of  the  samples. 


Material  Characterization 
Electrical  Measurements 

The  electronic  properties  of  the  materials  comprising  the 
LTG  p-i-n  structure  were  determined  by  separate  studies  of 
the  constituent  layers.  Three  1  pm-thick  bulk  layers  were 
grown  using  the  same  materials,  substrate  temperatures, 
and  doping  levels  as  the  LTG  p-i-n  layers.  All  three 
component  layers  were  doped  with  Be  at  2x1 0'8  cm'3. 
Room-temperature  Hall  measurement  results  for  the  as- 
grown  materials  (Table  1)  reveal  that  both  the  LTG- 
InGaAs  well  and  LTG-InAlAs  barrier  layers  are  slightly  n- 
type  with  an  excess  electron  concentration  of  ~1015  cm'3. 


Table  1.  LTG  p-i-n  component  materials  (as-grown). 


Component  Layer 

Hall  Measurement  Results 

InGaAs  Well  (200°C) 
InAlAs  Barrier  (200°C) 
InAlAs  Cap  (300°C) 

n-type  2.8xl015  cm'3 
n-type  1.4xl015cm'3 
p-type  4.5xl017cm'3 
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Figure  2.  I-V  characteristic  for  a  LTG-MQW  p-i-n  modulator. 

These  results  show  that  the  as-grown  LTG  MQW  region  is 
sufficiently  intrinsic  to  be  easily  depleted  by  an  applied 
electric  field.  The  excess  electron  concentration  in  the 
LTG-InGaAs  layer  was  reduced  to  1.9xl015  and  3.4xl013 
cm'3  by  annealing  for  30  min  at  500°C  and  10  min  at 
600°C,  respectively.  The  Hall  data  also  reveal  that  the 
300°C  InAlAs  cap  layer  is  p-type  as  expected,  but  with  a 
hole  density  about  one-fourth  the  Be-doping  level.  This 
reduced  hole  density  is  attributed  to  excess  As 
incorporated  during  the  low-temperature  growth. 

The  measured  I-V  characteristic  of  the  LTG  p-i-n 
modulator  (Fig.  2)  reveals  a  rectifying  response  with  a 
gradual  reverse-bias  breakdown.  All  devices  fabricated 
from  the  as-grown  LTG  p-i-n  material  exhibited  a  similar 
I-V  response. 

Linear  Absorption 

Figure  3  shows  the  linear  absorption  spectra  of  the 
unbiased  STG  and  LTG  p-i-n  structures  as  measured  at 
room-temperature.  Note  that  the  first  heavy-hole-to- 


Wavelength  [nm] 


Figure  3.  Linear  absorption  spectra  of  the  STG  and  LTG  MQW 
p-i-n  structures.  Excitation  wavelengths  used  in  the  nonlinear 
transmission  measurements  are  indicated  by  triangles  (Y). 


Figure  4.  Pump/probe  measurement  configuration. 

electron  (hhl-el)  and  light-hole-to-electron  (Ihl-el) 
excitonic  resonances  are  clearly  visible  in  the  STG 
material.  These  resonances  are  significantly  broadened  in 
the  LTG  material  due  to  the  excess  As  incorporation 
(~1019-102°  cm'3),  Be  doping,  and  other  defects  associated 
with  LTG.  The  broadened  exciton  resonances  reduce  the 
bandedge  sharpness  by  a  factor  of  3  and  the  magnitude  of 
the  bandedge  nonlinearity  by  a  factor  of  2  to  4  as  discussed 
below. 

Time-Resolved  Nonlinear  Transmission 

The  transient  nonlinear  absorption  dynamics  were 
investigated  by  room-temperature  differential  transmission 
using  a  degenerate  pump/probe  technique  (Fig.  4).  The 
source  is  a  tunable  (1350-1600  nm)  optical  parametric 
oscillator  (OPO)  providing  a  pulse-width  limited  temporal 
resolution  of  150-350  fs  depending  on  the  operational 
wavelength.  The  OPO  repetition  frequency  is  82  MHz.  A 
cross-polarized,  cross-beam  geometry  with  a  50  pm 
diameter  spot  size  and  a  pump/probe  ratio  greater  than 
100:1  is  used.  The  minimum  detectable  differential 
transmission  (AT/T)  is  ~10'3.  Measurements  were 
performed  using  two  different  pulse-energy  densities  of 
approximately  40  and  400  fJ/pm2,  producing  carrier 
densities  in  the  range  of  10n-1012  cm'2. 

Figure  5  provides  a  comparison  of  the  nonlinear 
transmission  response  of  the  STG  and  LTG  p-i-n  materials 
for  -400  fJ/pm2  excitation.  The  excitation  wavelengths, 
indicated  by  the  triangles  in  Fig.  3,  are  appropriate  for 
minimizing  photo-induced  absorption  (PIA)  effects  which 
can  artificially  reduce  recovery-time  estimates  [5].  The 
large  (17%)  initial  peak  and  sub-ps  partial  recovery  in  the 
STG  response  is  due  to  excitonic  absorption  saturation  and 
subsequent  ionization.  The  remaining  STG  nonlinearity 
results  from  band-filling  which  slowly  diminishes  as  the 
carriers  recombine  with  a  time  constant  of  >100  ps.  The 
defects  present  in  the  Be-doped  LTG  p-i-n  reduce  the  1/e- 
recovery  time  to  -1  ps  for  the  430  fJ/pm2  excitation.  Note 
that  the  LTG  p-i-n  peak  nonlinearity  (7.6%)  is  less  than 
half  of  the  STG  peak.  This  reduction  in  the  nonlinear 
magnitude  results  from  the  broadened  excitonic  resonances 
shown  in  Fig.  3  and  mentioned  above. 
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Probe  Delay  [ps] 

Figure  5.  Nonlinear  differential  transmission  of  the  STG  (solid) 
and  LTG  (dotted)  MQW  p-i-n  structures. 

The  low-excitation  (40  fJ/jum2)  normalized  differential 
transmission  data  of  Figure  6  reveal  that  the  combination 
of  LTG  and  Be-incorporation  can  be  used  to  engineer  the 
absorption  recovery  time  in  the  MQW  material.  The  STG 
material  exhibits  a  1/e-recovery  time  of -125  ps.  Material 
grown  at  200°C  and  Be-doped  with  a  concentration  of 
5x10 17  cm'3  exhibits  a  reduced  1 /e-recovery  time  of  17  ps. 
Increasing  the  Be  doping  to  2xl018  cm’3  further  decreases 
the  recovery  time  to  600  fs.  We  note  that  this  recovery¬ 
time  estimate  is  not  significantly  reduced  by  PIA  effects 
since  the  free-carrier  lifetime  in  this  material  was 
independently  determined  to  be  sub-ps  by  far-infrared  THz 
measurements  using  the  technique  described  in  [10]. 
Following  a  post-growth  anneal  (500°C  for  30  min),  the 
low-  and  high-doped  recovery  times  increase  to  24  and  2.5 
ps,  respectively.  The  apparent  resolution  difference  of  the 


Figure  6.  Effect  of  Be-doping  and  500°C  post-growth  anneal  on 
nonlinear  absorption  recovery.  Pulse  energy  density  =  40  fJ/pm^. 


low-doped  material  responses  in  Fig.  6  is  due  to  the  use  of 
a  1  ps  pump/probe  delay  increment  as  compared  to  the  100 
fs  increment  used  for  the  high-doped  and  STG 
measurements.  Material  grown  at  low-temperature  without 
Be  doping  exhibits  a  20  ps  recovery  time  (response  not 
shown).  However,  upon  annealing,  the  undoped  recovery 
time  increases  dramatically,  becoming  similar  to  the  STG 
material  [5].  This  demonstrates  that  the  Be  incorporation 
serves  to  maintain  the  ultrafast  recovery  upon  annealing, 
providing  further  evidence  of  interaction  between  excess- 
As  defects  and  Be-dopant  atoms. 

Under  high-excitation  (400  fJ/pm2)  conditions,  the 
1/e-recovery  time  increases.  For  the  2xl018  cm'3  doping 
level,  the  as-grown  and  annealed  1 /e-recovery  times 
approximately  double  to  1 .2  and  5  ps,  respectively.  This 
recovery  time  increase  with  increasing  carrier  density  is 
attributed  to  trap  saturation. 

Figure  6  also  depicts  the  existence  of  a  small- 
magnitude  long-lived  tail  in  the  2x1 018  cm'3  as-grown  and 
annealed  recovery  responses.  For  the  free-carrier  band- 
filling  nonlinearity  which  dominates  the  LTG  optical 
response:  (i)  the  initial  AT/T  peak  is  due  to  the  combined 
saturation  effects  of  photo-excited  electrons  and  holes,  (ii) 
the  initial  ultrafast  recovery  may  be  due  to  electron 
trapping,  (iii)  the  residual  AT/T  may  be  due  entirely  to  hole 
band-filling,  and  (iv)  the  tail  recovery  may  be  due  to  hole¬ 
trapping  and  eventual  carrier  recombination.  This  model  is 
supported  by  absorption  saturation  calculations  based  on 
2D  band-filling  and  quasi-Fermi  levels  which  show  that 
holes  account  for  -10%  of  the  absorption  saturation.  After 
the  initial  ultrafast  recovery.  Fig.  6  shows  that  the  residual 
AT/T  is  -5-10%.  This  fast  electron-trapping/slow  carrier- 
recombination  model  has  important  implications  for  high 
bit-rate  systems  and  applications  where  hole  pile-up  may 
be  detrimental.  On  the  other  hand,  non-LTG  mechanisms 
for  the  slow  long-term  recovery  include  absorption  in  other 
materials  in  the  structure,  and  long-lived  interface  states. 

The  peak  nonlinear  magnitudes  of  the  unbiased  LTG 
as-grown  p-i-n  and  UDC  structures  were  examined  at 
several  wavelengths  as  shown  in  Fig.  7.  Both  the  linear 
absorption  coefficient  (a)  and  the  peak  normalized 
differential  absorption  (Aa/oc)  for  a  40  fJ/pm2  pump 
excitation  are  depicted.  The  bandedge  wavelength 
difference  between  the  two  samples  is  due  to  well  width 
differences  and  alloy  composition  variations.  Note  that  the 
UDC  Aot/a  is  about  -2%,  while  the  p-i-n  Aa/oc  is  as  large 
as  -3.5%.  The  larger  nonlinear  response  of  the  p-i-n  does 
not  result  from  a  carrier-induced  QCSE  blue-shift  due  to 
the  small  intrinsic  field.  The  larger  p-i-n  response  may 
result  from:  (i)  higher  quality  p-i-n  material  growth  as 
indicated  by  the  sharper  bandedge  in  the  absorption 
spectrum,  and  (ii)  laser  pulse  width  that  increased  from 
150  fs  at  1500  nm  to  350  fs  near  1590  nm. 


288 


Ultrafast  Electronics  and  Optoelectronics 


Figure  7.  Linear  absorption  (solid)  and  nonlinear  differential 
absorption  (■)  for  the  LTG  Be-doped  InGaAs/InAlAs  MQWs: 
(a)  unbiased  p-i-n  structure,  and  (b)  undoped  cladding  structure. 

Electroabsorption  Modulator  Results 

The  initial  electroabsorption  measurement  results  for  the 
LTG-MQW  p-i-n  ring-mesa  transverse  modulator  are 
presented  in  Fig.  8  along  with  a  reference  absorption 
spectrum  of  the  unbiased  device.  The  spectrally-resolved 
AT/T  was  obtained  using  a  white  light  source  and  a 
monochromator.  A  20  Vp-p,  300  Hz  square  wave 
modulation  signal  was  applied  to  the  device,  and  the 
resulting  modulated  optical  signal  was  coherently  detected 


Wavelength  [nm] 


Figure  8.  Initial  electroabsorptive  differential  transmission 
results  (dotted)  for  LT  G-B  e  :InGaAs/InAl  As  MQW  p-i-n 
structure.  The  linear  absorption  spectrum  (solid)  is  provided  for 
reference. 


using  an  InGaAs  photodetector  and  a  lock-in  amplifier. 
The  bipolar  character  of  the  observed  AT/T  is  indicative  of 
an  electroabsorptive  bandedge  shift. 

Note  that  the  magnitude  of  the  electroabsorption 
modulation  is  fairly  small:  the  maximum  AT/T  is  only 
0.5%  for  an  applied  20  V  signal.  This  small  modulation 
results  from:  (i)  a  weak  perpendicular  electric  field  in  the 
MQW  region  due  to  the  large  ring  contact  diameter  (500 
pm)  and  the  relatively  low  p-type  doping  in  the  cap  layer 
(4.5xl017  cm"3),  and  (ii)  the  as-grown  material  quality, 
which  is  expected  to  improve  with  anneal. 

An  investigation  of  the  nonlinear  absorption  dynamics 
of  the  LTG-MQW  p-i-n  with  an  applied  field  was  not 
conducted  on  the  present  modulator  structure  due  to  the 
small  electroabsorptive  shift. 

Conclusions 

We  have  demonstrated  electroabsorption  modulation  in  a 
low-temperature-grown  Be-doped  InGaAs/InAIAs  MQW 
p-i-n  structure  that  exhibits  a  600  fs  nonlinear  absorption 
recovery  time.  The  initial  modulation  magnitude  is  small 
(AT/T  ~  0.5%  for  an  applied  20  V  signal),  but  we  believe 
that  it  can  be  increased  through  improved  modulator 
design  and  post-growth  anneal.  The  ability  to  apply  a  large 
electric  field  across  this  ultrafast  MQW  material  has 
potential  applications  in  high-saturation-intensity 
electroabsorption  modulators  and  hybrid  LTG/field- 
enhanced  saturable  absorbers. 

We  have  also  verified  that  the  combination  of  LTG 
and  Be-incorporation  can  be  used  to  engineer  the 
absorption  recovery  time  in  InGaAs-based  materials.  In 
addition,  we  have  shown  that  Be-incorporation  serves  to 
retain  the  ultrafast  recovery  following  annealing,  further 
supporting  the  existence  of  Be-As  complexes.  A  200°C 
substrate  temperature  and  Be-doping  concentration  of 
2xl018  cm"3  result  in  a  recovery  time  reduction  of  -200- 
fold  at  the  expense  of  degrading  the  bandedge  saturable- 
absorption  nonlinearity  and  absorption  sharpness  by 
factors  of  2  to  4.  This  bandedge  degradation  results  from 
excitonic  resonance  broadening  caused  by  the  excess-As 
defects  and  Be-dopant  atoms.  It  is  speculated  that  sharper 
resonances  may  be  obtained  by  converting  the  point 
defects  into  charge-neutral  precipitates  through  proper 
annealing,  and  by  improving  the  well/barrier  interface 
quality.  In  other  work,  1%  compressively  strained  wells 
have  been  used  to  separate  the  light-  and  heavy-hole 
resonances  in  LTG-Be:InGaAs/InAIAs  MQWs,  resulting 
in  a  stronger  bandedge  nonlinearity  [2]. 

The  presence  of  both  ultrafast  and  slow  recovery 
components  in  the  nonlinear  response  indicates  that  the 
nonlinear  absorption  recovery  process  may  consist  of  two 
distinct  phases:  fast  carrier-trapping,  and  slow  carrier- 
recombination.  The  fast-trapping  is  thought  to  involve 
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electrons  since  the  energy  levels  of  the  excess-As  defects 
are  located  near  the  conduction  band  [11].  The  slower 
hole-trapping  and  eventual  carrier-recombination  may 
result  in  hole  pile-up  which  would  limit  the  use  of  this 
LTG  material  in  high  pulse-repetition-rate  applications. 
However,  the  material  may  provide  useful  optical 
nonlinearities  at  higher  repetition  rates  than  in 
conventional  material  grown  at  standard  temperatures. 
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Abstract 

Pump-probe  differential  transmission  measurements  ex¬ 
amine  high-carrier-density  phenomena  in  annealed  GaAs 
samples  grown  at  temperatures  from  210°  to  270°  C.  A 
simple  two-level  rate  equation  model  allows  us  to  extract 
the  trapped-electron  lifetimes. 

Keywords 
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Low-temperature  grown  GaAs  (LT-GaAs)  is  a  non- 
stoichiometric  material  containing  large  amounts  of  ex¬ 
cess  arsenic  incorporated  as  defects  with  densities  exceed¬ 
ing  102Ocm-3.  The  high  defect  densities  result  in  ultra- 
short  free-carrier  lifetimes  that  make  the  material  impor¬ 
tant  for  many  high  speed  opto-electronic  applications.  [1] 
While  the  ultrafast  opto-electronic  response  has  been  ex¬ 
tensively  studied,  much  less  is  known  about  the  trapping 
and  recombination  processes.  [2,3]  In  this  investigation 
we  employ  high-fluence  pump  pulses  that  create  carrier 
densities  in  excess  of  the  trap  density  in  order  to  mea¬ 
sure  the  trapped  carrier  lifetime.  In  addition  we  measure 
a  defect-assisted  Auger  recombination  rate  for  the  GaAs 
grown  at  210°C  that  is  orders  of  magnitude  larger  than 
the  rate  for  normal  GaAs. 

The  LT-GaAs  samples  studied  are  1.5-//m-thick  lay¬ 
ers  grown  at  temperatures  of  210,  220,  230,  and  250  °C 
and  in-situ  annealed  at  600  °C  for  10  minutes.  The  lay¬ 
ers  were  lifted  off  their  GaAs  substrates  by  etching  and 
mounted  on  fused  silica  substrates  in  order  to  perform 
transmission  measurements. 

The  measurements  are  made  using  a  standard  pump- 
probe  differential  transmission  technique.  The  laser 
source  is  a  250-kHz  Ti:sapphire  regenerative  amplifier 


that  produces  4-/iJ  80-fs  pulses  at  800  nm.  Ten  per¬ 
cent  of  the  output  beam  is  split  off  and  focused  into  a  3- 
mm  sapphire  crystal  to  generate  a  white-light  continuum. 
The  continuum  passes  through  a  10-nm-bandwidth  860- 
nm  interference  filter  to  generate  the  probe  pulses.  The 
800-nm  pulses  are  used  as  the  pump  pulses.  The  pump 
beam  is  intensity  modulated  at  2  kHz  by  a  mechanical 
chopper.  The  pump  and  probe  beams  are  attenuated 
and  focused  on  the  sample  with  spot  sizes  of  100  and  80 
//m,  respectively.  Lock-in  detection  is  used  to  measure 
the  differential  transmission  of  the  probe  beam.  We  use 
pump  pulse  energies  ranging  from  0.4  to  80  nJ  and  a 
probe  pulse  energy  of  ~40  pJ  (10/jW  of  average  power). 

The  pump  pulse  injects  a  large  density  of  carriers  into 
the  sample;  these  primarily  affect  the  probe  beam  by 
reducing  the  band  to  band  absorption.  Therefore,  by 
monitoring  the  differential  signal  as  a  function  of  probe 
delay  we  may  measure  the  rate  at  which  the  carriers  are 
trapped  or  recombine.  It  is  important  to  note  that  since 
our  probe  beam  wavelength  is  at  860  nm  and  probes 
states  only  near  the  band  edge:  (1)  the  signal  is  almost 
exclusively  due  to  electron  densities  [4],  and  (2)  carrier 
cooling  does  not  affect  the  decay  of  the  signal,  only  the 
risetime. 

For  each  sample  we  perform  a  time-delay  scan  for  a 
range  of  pump  pulse  fluences.  At  low  fluences  the  sig¬ 
nal  decays  exponentially  as  usual  and  the  decay  rate  is 
independent  of  pump  fluence.  However,  as  the  pump  flu- 
ence  is  increased,  the  signal  decays  more  slowly  and  the 
relaxation  becomes  non-exponential  as  shown  in  Fig.  1. 
The  slow  decay  is  a  result  of  the  electron  traps  saturating 
or  ’filling  up’.  In  the  limit  Neje  ^  Ntjt}  the  decay  ac¬ 
tually  becomes  linear,  dNe/dt  is  independent  of  Ne  and 
is  determined  solely  by  Ntjt.  Here  Ne  is  the  density  of 
electrons  in  the  conduction  band,  je  is  the  unsaturated 
electron  decay  rate,  Nt  is  the  density  of  the  traps,  and  7* 
is  the  rate  the  electrons  decay  from  the  trap. 

A  simple  rate  equation  model,  pictured  schematically 
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in  Fig.  2,  can  be  used  to  model  the  process.  The  nor¬ 
malized  rate  equations  are  represented  as  follows: 

^  ^  -  /e7e(l  -  fft)  -  a/X2  (1) 

dz  Tv o 

=  rife 7e(l  -  fft )  -  //<T«  (2) 

where  /e  is  the  fraction  of  injected  electrons  left  in  the 
conduction  band,  g(t)  is  the  electron  generation  term 
(pump  pulse),  N0  is  the  initial  carrier  density,  g(t)} 
fjt  is  the  fraction  of  traps  which  are  occupied,  je  and 
yt  are  as  mentioned  previously,  rj  is  the  ratio  of  ( N0/Nt)} 
and  the  a  coefficient  is  related  to  the  Auger  process  which 
is  only  relevant  for  the  210  °C  sample.  The  model  has 
three  free  parameters,  neglecting  the  auger  term.  For 
each  sample,  we  choose  je  by  fitting  the  low-pump-energy 
data  with  a  single  exponential  decay.  Then  we  choose  jt 
so  that  the  only  parameter  which  needs  to  be  adjusted  to 
fit  all  the  curves  for  a  given  sample  is  7]  (which  is  propor¬ 
tional  to  the  number  of  injected  electrons).  This  simple 
model  results  in  very  good  fits  over  almost  three  orders 
of  magnitude  for  all  incident  pump  energies  as  demon¬ 
strated  in  Fig.  1. 


conduction  band 
trap  states 


valence  band 


Figure  2.  A  schematic  depicting  the  rate  equation  model. 


The  Auger  rate  in  pure  crystals  is  strongly  limited  by  mo¬ 
mentum  conservation  requirements.  [5]  From  our  data  we 
estimate  the  Auger  coefficient  to  be  on  the  order  of  10  '2o 
cm6  s"1,  several  orders  of  magnitude  larger  than  the  es¬ 
timated  values  for  normal  GaAs.  We  believe  momentum 
conservation  is  relaxed  in  the  210°C-grown  GaAs  by  the 
large  concentration  of  defects  that  reduce  the  crystalinity. 
This  relaxation  creates  a  much  wider  range  of  momentum 
states  into  which  the  Auger-excited  electrons  may  scat¬ 
ter,  resulting  in  a  drastically  increased  Auger  rate. 


Figure  3.  The  differential  signal  and  the  fit  curves  for  the 
210°C-grown  GaAs  sample  with  pump-pulse  energies  of  1  nJ, 
12  nJ  and  40  nJ.  The  inset  shows  more  clearly  the  increased 
initial  decay  rate  in  the  high-fluence  measurement. 


Figure  1.  The  differential  signal  and  the  fit  curves  for  the 
220° C  grown  GaAs  sample  with  pump  energies  of  80  nJ,  40 
nJ,  8  nJ  and  0.8  nJ.  The  inset  shows  the  40  nJ  curves  on  a 
log  scale. 


The  electron  trapping  times,  re  —  l/7e,  and  the 
trapped  carrier  lifetimes,  rt  =  I/t*,  derived  from  the 
curve  fits  are  shown  in  Table  1.  The  electron  trapping 


For  the  210  °C  material  the  initial  free  carrier  decay 
rate,  increases  with  increasing  pump  energy  as  shown  in 
Fig.  3.  The  rate  equations  can  not  fit  this  data  unless 
a  decay  rate  proportional  to  the  square  of  the  electron 
density  is  included,  i.e.  7 auger  =  oWc2.  This  leads  to 
the  — a/f  TV2  term  in  Eq.  1.  Again,  the  curve  fits  ob¬ 
tained  with  this  model  are  good  for  over  two  orders  of 
magnitude.  In  normal  GaAs  the  Auger  recombination 
coefficient  is  too  small  to  be  significant  at  the  carrier 
densities  present  in  our  experiments(1017  -  1019cm"3). 


Table  1.  Fitting  parameters 


material 

270  °C 

250  °C 

230  °C 

220  °c 

210  °c 

Te  —  l/7e 

8  ps 

2.3  ps 

1.5  ps 

0.75  ps 

0.61  ps 

Tt  =  l/7t 

0.5-3  ps 

2-4  ps 

1.5-2. 5  ps 

5-9  ps 

15-25  ps 

times  agree  well  with  those  reported  in  other  references. 
However,  the  trapped  carrier  lifetimes  are  surprising  be¬ 
cause  they  increase  for  the  faster,  lower-temperature  ma- 
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terials.  This  is  opposite  the  trend  expected  if  the  elec¬ 
trons  and  holes  are  recombining  from  spatially  separated 
defects.  In  that  case,  the  recombination  should  be  faster 
for  the  materials  grown  at  lower  temperatures  that  con¬ 
tain  higher  defect  concentrations.  A  possible  explanation 
for  the  observed  trend  is  that  the  defects  aggregate  in  the 
materials  grown  at  higher  temperatures  so  that  the  spac¬ 
ing  between  electron  and  hole  traps  actually  decreases  as 
a  function  of  increasing  growth  temperature.  The  un¬ 
certainty  in  the  reported  rt  measurements  result  from 
attempting  to  fit  a  whole  series  of  curves  and  from  the 
noise  inherent  in  the  measured  signals  at  long  time  de¬ 
lays  when  the  differential  transmission  signal  strength  is 
reduced  by  ~  10~1 2 3 * 5  from  the  peak  value. 

In  conclusion,  we  have  characterized  the  free-electron 
and  trapped-electron  lifetimes  in  annealed  GaAs  samples 
grown  at  temperatures  from  210  °C  to  270  °C.  Surpris¬ 
ingly,  the  trapped-electron  lifetimes  tend  to  decrease  as  a 
function  of  increasing  growth  temperature.  In  addition, 
we  have  observed  Auger  recombination  characterized  by 
a  very  large  Auger  coefficient  in  the  material  grown  at 
210  °C. 
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Abstract 

Far  Infrared  Terahertz  spectroscopy  unambiguously 
demonstrates  sub-picosecond  electron  lifetimes  in  low- 
temperature-grown  GaAs.  A  systematic  study  of  as-grown 
and  annealed,  low-temperature-grown  GaAs,  reveals 
carrier  lifetimes  to  be  directly  related  to  the  excess  arsenic 
incorporation  and  anneal  conditions.  The  observation  of 
subpicosecond  lifetimes  is  attributed  to  the  far  infrared 
interaction  and  dilute  photoexcitation  densities.  A  simple 
rate  equation  model  is  developed  to  interpret  the  results 
and  to  determine  the  relative  electron  mobility. 
Additionally,  Drude-like  behavior  of  the  free  carrier 
conductivity  within  1  ps  of  excitation  is  revealed  using 
time  resolved  differential  spectroscopy. 

Keywords 

Low  temperature  grown  semiconductors;  Far  infrared, 
ultrafast  processes,  time  resolved  ultrafast  spectroscopy 


Introduction 

The  epitaxial  growth  of  semiconductors,  such  as  InGaAs 
and  GaAs,  in  a  non-stoichiometric  fashion  yields  materials 
with  a  high  defect  density.  The  defects  associated  with 
low  growth  temperature  have  been  shown  to  produce  short 
carrier  lifetimes  and  are  therefore  potentially  useful 
defects.  The  short  carrier  lifetimes  result  from  excess  As 
in  the  form  of  [1,2, 3 ,4]  As  antisite  and  Ga  vacancy  point 
defects[5].  Subsequent  annealing  of  the  as-grown  material 
leads  to  the  formation  of  As-precipitates  [6, 7, 8, 9],  which 
produce  a  high  resistivity  and  relatively  high  carrier 
mobility  material.  Systematic  tailoring  of  the  carrier 


lifetime  via  a  controlled  introduction  of  defects  will 
enhance  efforts  to  produce  photonic  devices  with  a  fast 
response,  particularly  if  these  defects  do  not  significantly 
adversely  affect  the  desired  optical  or  electronic  properties. 

Previous  optical  and  electrical  characterization  efforts 
have  sought  to  determine  the  precise  effect  of  these  defects 
on  the  electron  and  hole  lifetimes  [6-10],  although  some 
ambiguity  persists  [11,12].  The  difficulty  in  observing  the 
carrier  lifetimes  arises  from  the  inability  to  easily  separate 
the  free  carrier  lifetime  from  the  recombination  lifetime. 
Additionally,  the  observed  dynamics  of  relatively  high 
photo-carrier  excitation  densities  (>1017cm'3)  are  often 
strongly  influenced  by  photo-induced  absorption  (PIA) 
effects  [13,14],  hot  phonon  effects  and  other  non-linear 
high  carrier  density  effects  including  displacement  currents 
in  the  case  of  photoconductivity  measurements. 
Furthermore,  the  total  response  for  high  density  excitations 
near  the  band-edge  is  due  to  a  number  of  mechanisms  in 
addition  to  the  free  carrier  lifetime,  including  the  Urbach 
tail  and  band-gap  renormalization  effects.  For  example, 
using  a  pump-probe  technique  to  obtain  the  transient 
transmission  response,  photoexcitation  near  the  band-edge 
is  needed  to  minimize  the  influence  of  carrier  cooling. 
However,  the  combined  effect  of  deep  traps  and  the  large 
photo-excited  carrier  density,  produces  a  net  decrease  in 
transmission  i.e.  the  presence  of  pump  reduces  the  overall 
transmission.  The  competition  between  saturation 
absorption  and  the  above  PIA  effect  makes  the 
interpretation  of  the  lifetimes  difficult.  PIA  can  be  avoided 
using  time  resolved  luminescence  [15]  and  carrier  lifetimes 
have  been  reported  in  the  lps  regime.  However,  the  carrier 
densities  required  in  these  experiments  were  ~  4x10 17  cm"3. 

We  report  an  unambiguous  observation  of 
subpicosecond  electron  lifetimes  in  low-temperature- 
grown  (LTG)-GaAs.  Our  technique  of  THz  spectroscopy, 
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allows  the  use  of  very  low  photoinjected  carrier  densities 
(~10,5cm'3)  and,  due  to  the  unique  probe  interaction, 
avoids  all  the  aforementioned  difficulties.  The  typical 
energy  carried  by  a  THz  photon  is  ~1  to  lOmeV.  Thus  the 
photon  acts  as  a  local  perturbation  in  the  /r-space  of  the 
carrier.  The  interaction  of  electromagnetic  radiation  with  a 
material  can  be  written  in  terms  of  its  dielectric  response. 
In  general,  this  response  has  contributions  from  interband, 
intersubband  transitions,  phonon  related  transitions  and 
free  carrier  contributions.  Due  to  the  small  energy  of  THz 
photons,  the  free  carrier  contribution  dominates  the  THz 
interaction.  The  dielectric  function  can  then  be  written  as  : 

a 

s(0})  =  £x+i -  (1) 

CO£0 


2 

^  p 

a  -  i - 

O  +  iT) 


(2) 


where  cris  the  conductivity,  cop  is  the  plasma  frequency 
and  I  is  the  momentum  relaxation  time. 


Our  experimental  technique  is  therefore  sensitive  to 
the  conductivity.  Furthermore,  the  electron  mobility  is 
more  than  one  order  larger  than  the  hole  mobility,  the 
conductivity  is  thus  dominated  by  the  electron 
contribution [16].  The  dependence  of  the  relative  mobility 
of  photoinjected  carriers  on  growth  and  anneal  conditions 
can  also  be  ascertained  from  the  transient  o  measured  via 
THz  techniques. 

Experimental  Setup 

The  transient  conductivity  is  obtained  using  a  THz  time 
resolved  (TR)  pump-probe  setup  (Fig.  1)  consisting  of  an 
Ar+  pumped  Ti-Sapphire  laser  with  a  pulse  duration  of 
<100fs  operating  at  82MHz.  Terahertz  pulses  of  ~200fs 
duration  are  generated  by  photo-excitation  of  externally 
biased  semi-insulating  GaAs[17]  with  lithographically 
defined  antenna  structures  (Source  1  and  2).  Two  methods 
of  data  acquisition  are  possible.  First,  the  time  evolution 
of  the  spectrally  integrated  FIR  probe  as  modulated  by  the 
photoinjected  carriers  can  be  observed.  Second,  by  using  a 
second  THz  source,  the  evolution  of  the  spectral  content  of 
the  transmitted  probe  pulse  can  be  determined  using  the 
Michelson  Interferometer  arrangement.  Via  Fourier 
analysis  of  the  interferograms,  one  can  study  the  evolution 
of  the  THz  spectra  at  various  pump  delays.  The 
experimental  resolution  is  limited  by  the  experimental 
geometry  to  ~300fs.  The  room  temperature  FIR  temporal 
transmission  response  is  obtained  at  various  pump 
excitation  wavelengths  from  790  through  850nm  at  a 
constant  carrier  density.  The  excess  energies  are  thus 
varied  from  <  1LO  phonon  to  ~3LO  phonon  energies 
above  the  bandedge.  The  spectrally  integrated  FIR  probe 
is  detected  using  a  liquid-He  cooled  Bolometer. 

A  typical  sample  structure  is  shown  in  Fig.  2. 


Variable 

Growth 
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i-GaAs 
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Figure  1:  Terahertz  setup  for  the  pump-probe  and  absorption 
spectroscopy. 


Figure  2:  Typical  sample  structure  grown  for  the  study. 
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One  micron  thick  low  temperature  growth  (LTG)  layers 
were  grown  at  substrate  temperatures  from  300°C  to  500°C 
and  annealed  for  30s,  sufficient^]  for  the  excess  As  to 
precipitate[6],  at  temperatures  from  600°C  to  900°C. 

The  LTG  layers  were  grown  within  a  double 
heterostructure  to  avoid  surface  recombination  effects. 
The  THz  spectroscopic  measurements  were  carried  out  on 
a  350°C  grown,  600°C  annealed  sample  at  various  delays. 
The  effects  of  layer  thickness  on  the  transient  dynamics 
were  examined  using  a  3  pm  thick  LTG  layer.  Strain 
limitations  precluded  the  growth  of  >2 pm  thick  300°C 
LTG-GaAs. 

Experimental  Results 


Figure  3:  Transient  THz  transmission  of  350°C  as-grown  GaAs 
(0.25%  excess  As)  following  near  band-edge  excitation,  (a)  Sub¬ 
picosecond  electron  capture  is  shown  for  the  3  pm  thick  LTG 
layer.  Similarly  fast  carrier  capture  is  observed  in  the  1pm  thick 
layer  (inset)  with  a  slow  contribution  from  the  substrate,  (b) 
Transient  response  of  the  1pm  thick  layer  annealed  at  600°C  and 
900°G.  The  solid  lines  depict  the  results  of  our  model.  The 
slower  response  of  the  annealed  material  is  accompanied  by  a 
-50%  mobility  enhancement 


The  THz  transmission  for  350°C  as-grown  LTG- 
GaAs(0.25%  excess  As)  is  shown  in  Fig.  3(a).  The 
magnitude  of  the  transmission  response  AT,  is  a  measure 
of  the  product  of  mobility  and  the  carrier  density.  For 
excitations  near  the  band-edge,  the  mobility  does  not 
change  appreciably  with  carrier  cooling.  Thus,  AT  is 
sensitive  to  the  carrier  population.  The  directly  observed 
response  of  the  3  pm  thick  layer  is  dominated  by  a  single 
time  constant  of  0.8ps  and  is  a  direct  measure  of  the 
electron  capture  time.  Via  a  model  (solid  lines)  which 
includes  the  excitation  pulse  shape,  and  described  later,  the 
derived  lifetime  is  0.6ps.  The  observed  rise-time  (10-90%) 
of  ~380fs  represents  an  upper  bound  of  our  resolution. 

The  longer  time  constant,  evidenced  by  the  plateau  at 
long  delay,  results  from  residual  excitation  of  the  GaAs 
substrate  and  buffer  layers  as  demonstrated  by  the 
reduction  of  this  plateau  with  increasing  LTG  layer 
thickness  and  LTG  layer  mobility.  The  3  pm  LTG-layer 
absorbs  nearly  all  of  the  pump  power,  substantially 
reducing  the  substrate-buffer  (inset  Fig  3(a)).  Note  that  the 
same  model  parameters  fit  the  1pm  data  simply  by 
increasing  the  relative  substrate  contribution  to  the 
observed  AT. 

The  effects  of  a  600°C  and  a  900°C  anneal  on  the  1pm 
sample  of  Fig.  3(a)  are  shown  in  Fig.  3(b).  An  increased 
lifetime  associated  with  a  decreased  point  defect  density 
and  an  enhanced  response,  indicative  of  increased 
mobility,  is  apparent.  The  enhanced  conductivity,  due  to 
decreased  point  defects  with  annealing,  also  reduces  the 
relative  effects  of  substrate-buffer  layers.  We  note  that 
PIA  effects  completely  obscured  these  results  when  these 
samples  were  examined  using  near  band-edge  pump-probe 
transmission  spectroscopy[l]. 


Figure  4  :  Transient  THz  transmission  of  300°C  grown  GaAs 
(0.50%  excess  As)  for  both  600°C  and  900°C  anneal.  The 
relative  response  is  to  be  compared  with  the  data  of  Fig.  3(b). 
The  capture  times  are  faster  than  similarly  annealed  350°C  grown 
material.  The  solid  lines  depict  the  results  of  our  model. 
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In  Fig.  4  we  show  the  transient  conductivity  response 
of  a  1  pm  thick  LTG-layer  grown  at  a  lower  temperature  of 
300°C  (0.5%  excess  As)  annealed  at  600°C  and  900°C. 
Although  the  anneal  conditions  are  identical  to  those  of 
Fig.  3(b),  the  observed  carrier  lifetime  is  significantly 
shorter  (Table-I)  by  a  factor  of  ~2.  However,  due  to 
comparable  mobility,  the  peak  conductivity  responses  are 
similar.  Also  note  the  excellent  fit  of  the  model. 

In  Fig.  5  the  normalized  response  curves  obtained  for 
all  the  1  pm  thick  as-grown  LTG-GaAs  epilayer  at  various 
growth  temperatures  are  shown.  The  initial  fast  decay 
vanishes  as  the  growth  temperature  is  increased  from 
350°C  to  500°C. 


Figure  5:  Normalized  transient  response  of  1pm  thick  as 
grown  LTG-GaAs  layers  grown  at  various  temperatures 
from  350°C  to  500°C.  The  change  in  the  initial  fast  decay 
of  the  signal  with  increasing  growth  temperature  is  quite 
apparent. 

The  growth  temperature  and  the  associated  initial  As 
and  Ga  defect  densities  are  thus  the  dominant  factors 
influencing  the  carrier  lifetime  in  this  case.  This  suggests 
that  the  dominant  trap  state  is  of  singular  variety  and  varies 
in  concentration  monotonically  with  growth/anneal 
conditions. 

Using  the  interferometric  techniques  with  Fourier 
analysis  of  the  transmitted  THz  pulse,  we  have  examined 
the  time  dependent,  spectral  dependence  of  the 
transmission  in  the  THz  regime.  In  Fig.  6  we  show  the 
THz  spectra  obtained  on  the  1pm  thick,  350°C  grown, 
600°C  annealed  sample  at  0.75  and  3.0  ps  delays. 
Although  it  is  not  possible  to  determine  the  precise  carrier 
distribution,  it  is  found  that  the  Drude  conductivity  model 
yields  a  good  fit  to  the  spectrally  resolved  data.  The 
periodic  modulation  of  the  observed  spectra  results  from 
the  residual  Fabry-Perot  modes.  The  carrier  density  and 
mobility  are  well  defined  by  the  spectra.  It  has  been 


shown  previously,  in  LTG-GaAs  that  the  electron 
distributions  are  nearly  thermal  at  low  pump  densities  and 
retain  low  carrier  temperatures  for  low  excess  excitation 
energies  [18].  Therefore,  dramatic  changes  in  the 
conductivity  are  not  to  be  expected  on  picosecond  and 
longer  time  scales  considering  excitation  conditions  of  our 
experiment.  Our  observation  of  Drude-like  conductivity 
within  lps  of  excitation  supports  this  view. 

From  the  Drude  model  fit  to  the  above  data,  the 
observed  momentum  relaxation  time  (tm)  of  the  excited 
carriers  is  much  smaller  (~180fs±50fs)  than  the  capture 
time.  This  is  in  excellent  agreement  with  the  value 
reported  earlier  in  the  literature  [19]. 
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Figure  6:  Time  resolved  transient  spectroscopy  of  350°C 
grown  GaAs.  For  the  experimental  conditions  AT  is 
proportional  to  the  conductivity  as  is  shown  to  be  Drude-like 
within  lps  of  excitation. 

Results  and  Discussion 

Our  study  of  21  samples  as  exemplified  in  Figs.  3-5, 
reveals  a  systematic  carrier  lifetime  increase  with 
increasing  growth  temperature  and  anneal  temperature.  As 
shown  in  Table  I,  we  observe  a  smooth  transition  from  As- 
defect  dominated  lifetime,  minimum  of  ~200fs,  to  typical 
bulk-like  recombination  times  of  >lns.  This  further 
confirms  the  singular  nature  of  the  dominant  electron  trap 
state  and  its  monotonic  variation  with  the  growth/anneal 
conditions.  Our  observations  thus  support  the  view  that 
the  short  electron  lifetimes  result  from  the  As  point  defects 
which  are  systematically  reduced  in  density  upon  anneal. 
Previously,  a  number  of  mechanisms  for  example:  (i)  PIA 
effects  (prominent  in  the  as-grown  material  with  >.1% 
excess  As)  and  (ii)  saturation  of  the  available  point  defects 
in  the  annealed  material,  such  a  dependence  of  carrier 
lifetime  on  the  As  point  defects  was  not  observed.  For 
example,  the  capture  lifetime  obtained  via  time  resolved 
luminescence  is  ~lps  for  -1%  excess  arsenic  material 
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(200°C  growth)  while  our  carrier  lifetime  of  0.6ps  is 
obtained  from  material  having  0.25%  excess  As  (350°C 
grown)  and  0.5%  excess  As  material  reveals  a  ~300fs 
lifetime. 

Lastly,  we  note  that,  our  observation  of  the 
independence  of  the  capture  times  on  the  initial  excess 
carrier  energies  up  to  ~140meV  from  the  conduction  band- 
edge,  could  be  due  to  our  very  low  photo-excitation 
densities  fast  carrier  relaxation. 

Theoretical  Model 

Our  model  of  the  temporal  dynamics  includes  capture  time 
t,  assumed  to  depend  on  the  carrier  capture  cross  section 
across,  thermal  velocity  v  and  defect  density  NDDas: 


the  substrate.  G(t)  and  Gs(t)  are  the  generation  rates  in 
epilayer  and  substrate  respectively. 

The  observed  response  is  determined  by  adding  the 
time  dependent  conductivity  of  the  LTG  and  substrate 
layers.  By  varying  only  the  available  trap  density  NDD ,  and 
the  relative  mobility  of  the  LTG  layer  we  are  able  to 
produce  the  fits  shown  in  Fig.  3  and  Fig.  4.  This  model 
yields  excellent  fits  to  the  entire  set  of  observed  data  and 
the  observed  electron  lifetimes  and  the  relative  mobility 
are  listed  in  Table  I.  Using  a  trap  cross  section[l]  of 
across-7xl0'15cm2,  the  available  trap  density  is  varied  from 
1019  cm"3  for  the  as-grown  300°C  LTG  to  ~1015  cm'3  for  the 
500°C  grown  material.  The  relative  mobility  as  obtained 
from  the  fitting  model,  for  the  as-grown  300°C  LTG  is 
found  to  be  40%  of  the  material  grown  at  500°C  and 
annealed  at  700°C. 


r  = -  (3) 

N DD  ‘  a cross  * v 

The  rate  equations  for  the  electron  capture  are  written 
below  assuming  a  single  defect  level,  which  lies  within  the 
energy  gap. 
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where  nt  is  the  electron  density,  n{  is  the  filled  trap  density, 
Add  is  the  total  defect  density,  rh  and  r3  are  hole  and 
electron  recombination  time  and  rsub  is  the  decay  time  in 


Conclusions 

In  conclusion,  we  have  unambiguously,  observed  sub¬ 
picosecond  trapping  times  for  excited  carriers  in  LTG- 
GaAs  using  THz  pump-probe  techniques.  The  observed 
electron  lifetimes  systematically  increase  with  increasing 
anneal  temperature  as  well  as  increasing  growth 
temperatures,  and  are  generally  shorter  than  those  observed 
via  visible  spectroscopy.  The  relative  mobility  is  also 
determined  via  a  simple  single  defect  level,  rate  equation 
model. 
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TABLE  I.  Electron  capture  time  (in  ps)  as  obtained  from  our  best  fit  for  the  1pm  thick  LTG  layer.  The  relative  electron 
mobility  also  extracted  from  the  model  is  shown  in  []  brackets. 


Growth 

Anneal 

300°C 

350°C 

400°C 

450°C 

500°C 

As-Grown 

~0.2  [40] 

0.55  [60] 

10  [70] 

-200  [77] 

>lns  [88] 

600°C 

1.6  [80] 

3.2  [95] 

>lns  [84] 

700°C 

3.2  [80] 

27  [92] 

-250  [93] 

>lns  [100] 

900°C 

6.0  [80] 

10  [80] 

64  [96] 

-Ins  [91] 

>lns  [96] 
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